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Ontario Hydro 


Statistical Yearbook 
Supplement to the Seventy-Ninth Annual Report 


THE CORPORATION 


Ontario Hydro is a corporation without share capital created by a special 

statute of the Province of Ontario in 1906. It now operates under the author- 
ity of the Power Corporation Act, R.S.O. 1980, Chapter 384, as amended, 
with broad powers to generate, supply and deliver electric power throughout 
the province. It is also authorized to produce and sell steam and hot water as 
primary products. The Corporation’s prime objective is to supply the people 
of Ontario with electricity at the lowest feasible cost consistent with high 
safety and quality of service standards. 


Ontario Hydro sells wholesale electric power to municipal utilities in urban 
areas who, in turn, retail it to customers in their service areas. Ontario Hydro 
also serves directly more than 100 large industrial customers and 813,193 ru- 
ral retail customers in areas or communities not served by municipal utilities. 
In 1986, some 3,252,443 customers were served by Ontario Hydro and the 
municipal utilities in the province. 


Ontario Hydro operates 81 hydraulic, fossil and nuclear generating stations 
and an extensive power grid across Ontario to meet the province’s demands 
for electric energy. Interconnections with other systems place the Corpora- 
tion in a far-ranging electrical grid that covers a large segment of the North 
American continent. 


In addition, Ontario Hydro exercises certain regulatory functions over 
municipal utilities as well as the approval and inspection functions for electri- 
cal equipment (in conjunction with the Canadian Standards Association) and 
electrical wiring installations throughout the province. 


Ontario Hydro is a financially self-sustaining corporation. The Province of 
Ontario guarantees bonds and notes issued to the public by the Corporation. 


2 The Corporation 


Ontario Hydro’s head office is located at 700 University Avenue, Toronto, 
Ontario. For administrative and operational purposes, six regional and 48 
area Offices are maintained throughout the province. 


The business and affairs of Ontario Hydro are directed and controlled by a 
board of directors consisting of a chairman, vice-chairman, a president, and 
not more than 10 other directors. All of the members of the Board, who rep- 
resent a broad spectrum of Ontario society, are appointed by the Lieutenant 
Governor in Council of the province except the president who is a full-time 
employee of the Corporation appointed by the Board. 


To assist the Board in directing the Corporation’s affairs, there are five 
Committees of the Board: Finance, Audit, Management Resources, Social 
Responsibility, and Technical Advisory. These committees review and make 
recommendations to the Board on matters within their terms of reference. 


STATISTI 

1986 
In-service dependable peak capacity, December ......... thousand kW 26,918 2 
Primary peak demand) Decemberih try ial thousand kW 20,609 2 
Annual energy generated and'receivedi(1) 0). iu soca s va million kW.h 126,620 12 
FrMmary Chere y demand Urwin iy au aed antici re cee million kW.h 120,574 11 
Secondary salegy ale el ity Mea igh te) SOR eee million kW.h 6,046 : 
Annual energy sold by Ontario Hydro (2) .............. million kW.h 119,501 11 
Primarmprevenue ot Ontario Hydro. is asc senhie eine & million $ 4,605 
PExeqassets at COST. uu yon eine aitae (ae. thee a a million $ 31,049 2 
Gross expenditure.on fixed assets in: yeatiw oe sia. million $ 2,603 
Total assets, less accumulated depreciation ................ million $ HS 2 
Long-term liabilities and notes payable................... million $ 24,825 2 
Transmission line (circuit length) ..4)))u, on eee kilometres 27 itt 2 
DistriDREOn UNE W 3 ho uN ies alts ik coe cole em ai 1 kilometres 102,740 10, 
Average number oF employees invents. aoe aus wee se. eee ae 32,405 : 
Number of associated municipal electrical utilities ................. 316 : 
Ultimate customers served by Ont. Hydro and municipal : 

ISS os utc ca ett nie eames PRT ee een: eee ee thousands 5,202 


(1) Excludes circulating energy flows. 


(2) Excludes transmission losses, internal primary loads (construction projects and heav 


plant). 


(3) Transmission lines under 50 kV classified distribution beginning in 1980. 


bp 


Providing Power and Energy 3 
OPERATIONS 
Providing Power and Energy 


In 1986, as the provincial economy continued to improve, the primary de- 
mand for electricity increased by 3.9 per cent. 


Ontario Hydro’s rural retail system alone added more than 18,000 new cus- 
tomers, bringing the total number to 813,193. This 2.3 per cent increase in 
the number of rural retail customers continues the upward trend of the past 
five years. In all, Ontario Hydro delivered 126.6 billion kilowatt-hours of 
electricity to its customers, including 6.0 billion kilowatt-hours supplied to 
utilities outside of Ontario, chiefly in the United States. 


Peak demand also climbed. Since large amounts of electricity cannot be 
stored, Ontario Hydro carefully monitors consumption peaks so that the util- 
ity can supply its customers on the coldest, darkest evenings of the year. The 
1986 peak demand was 20.7 million kilowatts. 


{ARY 1986-1976 


I84 1983 1982 1981 1980 1979 1978 177 1976 
513. 21,486 A WoW Pa 22,017 22,561 22,664 22,845 21,347 19.07) 
2) 189792 16,872 16,600 16,808 16,365 [heey e274 15,677 15,896 
B20) AFT ) 1P1ES894" 1125922 110,901. 1097884) 105,760 LOT 382 95,010 
293 106,071 100,836 , 101,659») 100,174 98,127 Pape 6) O20) 90,853 
=) 6 11,900 10753 11,063 el Pal 11,661 10,393 8,527 4,157 
0 © 111,673. 105,758. 107,339 104,994 103,778 99,379 95 ,083 88,299 
783 321 2,969 ayloy 2,458 Leen L979 13739 1,320 
216 =. 23,554 20,786 18,235 16,073 14,776 13,200 11,561 10,161 
i19 2,847 3,006 2,207 1,369 1000 1,694 1,425 15326 
301 23,194 20,721 17,830 195599 14,514 13,162 11,386 9,924 
555 18,266 16,443 14,197 12,520 11,536 10,424 8,954 7,907 
B22. 927,030 26,875 26,596 26,476 39,485 40,103 39,724 38,964 
ms » 101,769.,. 101,562: 101,211, 101,601 90,157 905599 91,204 90,365 
3 iscli2so 32,654 30,850 28 ,902 28,385 27,850 ZOs118 24,123 
319 320 324 324 324 332 334 352 353 
105 3,051 3,004 2,967 2,921 2,878 pe ke pad a he: 2,710 
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4 Operations 


Ontario Hydro produces the electricity required by its customers from 
three primary sources: falling water, uranium and coal. In 1986, water power 
supplied 29.4 per cent of the total energy resources, for a total of 37.2 billion 
kilowatt-hours. The average kilowatt-hour produced from existing hydraulic 
stations costs .86 cents. As most of Ontario’s water power was developed be- 
fore 1960, few opportunities for developing additional large and economical 
hydraulic stations now exist in the province. However, Ontario Hydro is in- 
vestigating the development of additional small hydraulic sites. 
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Providing Power and Energy a 


Nuclear generation, now Ontario Hydro’s principal source of electricity, 
provided 46.0 per cent of Ontario’s electricity, for a total 58.2 billion kilo- 
watt-hours. Nuclear generated power helps keep Ontario Hydro’s electricity 
rates low. A kilowatt-hour of nuclear power costs an average 3.0 cents, com- 
pared with an average 4.73 cents from a coal-burning unit. 


Coal-burning plants are Ontario Hydro’s third major source of power, sup- 
plying 18.9 per cent of the province’s electricity in 1986 for a total of 24 bil- 
lion kilowatt-hours. These plants provide Ontario Hydro with the flexibility 
required to respond to fluctuations in peak load or outages at other generat- 
ing plants. 


In addition to generating electricity, Ontario Hydro buys power from other 
utilities, chiefly from Quebec and Manitoba to help meet customer demand. 
In 1986, these purchases provided 5.7 per cent of Ontario Hydro’s electricity 
requirements, or 7.2 billion kilowatt-hours, at a cost of $128 million. In Octo- 
ber, the Corporation announced an agreement with Hydro Quebec to pur- 
chase up to 1200 megawatts of electricity, as required, between December 
1986 and March 1987. This agreement also allowed Ontario Hydro to 
strengthen reliability in the eastern part of the province’s power system for 
1987. 


During 1986, Ontario Hydro’s employees coped with several unexpected 
disruptions to the electrical system. On March 10, freezing rain across much 
of southern Ontario led to “‘flashovers” on the 500-kilowatt transmission sys- 
tem and forced a cut in the output from the Bruce Generating Stations. The 
loss was largely overcome by increasing the output from other generating re- 
sources and purchasing power from neighbouring utilities. Interruptions oc- 
curred only for those industrial customers whose contracts permit the 
curtailment of supply. 


In July, a tornado touched down in Haliburton County, leaving 6,000 cus- 
tomers without electricity. Crews from Minden and several neighbouring 
areas repaired the damaged lines. On August 7, Ottawa’s Centretown was 
blacked out by a fire in the Slater Transformer Station. Ontario Hydro and 
Ottawa Hydro staff restored power to about half the interrupted customers 
from adjacent stations within four hours. Full service was restored 56 hours 
after the initial disruption despite difficult circumstances and adverse weather 
conditions. Ontario Hydro, with the help of the local municipal utilities, be- 
gan extensive studies into the incident to reduce the probability and duration 
of a total station interruption to a level as low as is reasonably achievable. 


Operations 
Nuclear Safety 


The accident in April at the Soviet Union’s Chernobyl] nuclear station raised 
a number of questions about the design and operation of Ontario Hydro’s nu- 
clear stations. Ontario Hydro provided extensive information to the public 
and media on plant design, the intensive training of Ontario Hydro’s nuclear 
staff and Ontario Hydro’s commitment to worker and public safety. 


Unlike Chernobyl, Ontario Hydro’s nuclear generating stations have fast 
shutdown and vacuum systems which ensure safe operation and prevent 
emissions from escaping into the atmosphere. CANDU (CANada Deuterium 
Uranium) units also rely on heavy water, rather than the inflammable graph- 
ite used at Chernobyl to moderate fission in the reactor’s core. 


CANDU reactors have distinguished themselves as the best in the world. 
At the end of 1986, four Ontario Hydro CANDU units ranked in the top 10 
in lifetime performance among 236 commercial reactors worldwide. 


One of the most important safeguards at Ontario Hydro’s nuclear stations 
is the well-trained people who run these facilities. The training program for 
our nuclear operators is lengthy and rigorous, and makes extensive use of 
control room simulators. This year Ontario Hydro completed a retrofit of the 
Bruce ‘‘A” training simulator, declared the Bruce ““B” training simulator in 
service, and continued upgrading the Pickering “‘A’’ simulator. The Darling- 
ton simulator will be delivered by mid-1987. 


Ontario Hydro’s nuclear employees’ record for working safely is excellent. 
In 1986, these employees extended their record to 32 years without an on- 
the-job fatality. Furthermore, in 1986 the total units of radiation received by 
the Corporation’s nuclear operating staff remained low, even though the en- 
ergy output of our nuclear stations increased substantially. 


FUEL CONSUMED TO PRODUCE ELECTRICITY 


Percentage 
Kind of Fuel Consumed in Year Change 
1986 1985 in 1986 
Uraniumi(megaerams) i.) ade sates 1,057.9 906.6 16.7 
oalfimeranrams)) Seevsmcn scanuc ieee ay 8,823,948 10,855,481  -18.7 
Ignition and Combustion Turbine Oil 46,200 46,500 — 0.6 


(cubic metres) 


Other Sources of Energy 7 
Other Sources of Energy 


Coal-fired stations play a unique role in Ontario Hydro’s generation mix, 
supplying the additional power required when all available nuclear and hy- 
draulic units are running. This is especially vital during the peak demands of 
winter. 


Ontario Hydro is examining the merits of refurbishing some of its older 
coal-fired generating stations. For example, a study is in progress on the cost- 
effectiveness of rehabilitating the 25-year-old Lakeview Generating Station 
in Mississauga to increase its reliability and extend its service life. 


During 1986, the Corporation continued to explore the possibility of estab- 
lishing or expanding hydraulic facilities at sites on the Little Jackfish, Matta- 
gami and Niagara Rivers. 


A hydraulic station on Little Jackfish River, which flows into Lake Nipi- 
gon, would produce 132 megawatts and could be in service as early as 1993. 
Studies are in progress to assess the project’s environmental effects. Plans to 
- construct additional facilities on the Mattagami River must await the out- 
come of Ontario Hydro’s negotiations with a private company for the Smoky 
Falls water rights. Meanwhile, Ontario Hydro is exploring the possible envi- 
ronmental effects connected with the Mattagami proposal. The Corporation 
is also investigating the possibility of making more efficient use of the water 
in the Niagara River, possibly by adding a third station. 


In addition, Ontario Hydro worked on several hydraulic stations, including 
Stewartville and Crystal Falls, to extend their service lives. As well, a prelim- 
inary engineering study on redeveloping the Big Chute Generating Station 
was initiated. 


While hydraulic, nuclear and coal remain the primary sources of Ontario 
Hydro’s electricity supply, the Corporation is exploring a broad range of 
other options such as small hydraulic development, co-generation, and wind 
and solar energy. 


Ontario Hydro is encouraging the private development of small hydraulic 
sites and has formed a task force to assist interested individuals and firms. As 
well, Ontario Hydro is working to make the co-generation of electricity a 
more attractive prospect for Ontario companies. Typically, co-generation in- 
volves the production of heat and electricity from a single fuel source. In On- 
tario, pulp and paper industries could be chief participants in co-generation 
applications. Discussions with pulp and paper firms indicate that more than 
100 megawatts of their electricity demand might be met through co-genera- 
tion. 
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For Ontario, wind-generated electricity is practical only in a few northern 
settlements, where air currents are strong and the cost of other power sources 
is high. This year, after extensive tests, Ontario Hydro began installing a 60- 
kilowatt wind turbine in Fort Severn, a remote native community in northern 
Ontario. This turbine is paired with a diesel generator, which relies on fuel 
brought in by airplane. 


A second experimental program also came to fruition in 1986 with the con- 
struction of Canada’s largest solar-powered generator. Ontario Hydro 
erected a 10-kilowatt photovoltaic system in the community of Big Trout 
Lake in northwestern Ontario. Both the photovoltaic cells and the invertor, 
which converts the array’s direct current to alternating current, were manu- 
factured in Canada. 
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Electricity Rates 


Ontario Hydro works hard to keep its operating costs minimal to keep elec- 
tricity rates as low as possible, while meeting its commitment to provide de- 
pendable service. The 1987 average rate increase of 5.5 per cent, announced 
in the fall of 1986, keeps our rate levels among the lowest in the world. The 
cost of electricity in this province is below power rates in most North Ameri- 
can cities, and virtually all European and Far Eastern countries. By keeping 
rates reasonable, Ontario Hydro also helps Ontario attract and maintain in- 
dustrial development and economic activity. 


Marketing 


Ontario Hydro’s marketing program was established as a separate service 
three years ago to help facilitate the Corporation’s strong commitment to cus- 
tomers. Ontario Hydro, with the help of our largest customer group, the mu- 
nicipal utilities, serves a broad range of electricity consumers, including some 
3,252,443 householders, farmers, cottagers, commercial customers and in- 
dustrial firms. The Corporation’s marketing efforts are aimed at responding 
to customers’ needs and helping them use energy efficiently. 


Ontario Hydro broadened the range of programs it offers customers under 
the EnerMark label. EnerMark, launched in 1985, provides a common iden- 
tity for all members of the electrical industry including the utilities, contrac- 
tors, manufacturers and consultants promoting the wise use of energy in 
Ontario. Among the new or ongoing EnerMark projects in 1986 were a loan 
program for homeowners, a toll-free enquiry line, and information booths at 
various major exhibitions around the province. 


During 1986, the Corporation strengthened several initiatives designed to 
assist homeowners. The Energy Advisory Service was introduced to build on 
the activities of Ontario Hydro’s Residential Energy Advisory Program 
(REAP). This service counsels householders on the efficient use of electricity 
and provides them with a survey of their homes’ energy consumption. 


The Corporation sought to improve service to homeowners in other ways. 
Ontario Hydro introduced a new data base system to handle billing and en- 
quiries from retail customers. Staff now can respond far more quickly and 
fully to questions from rural retail customers. As well, meter readers were is- 
sued hand-held microcomputer recorders to replace the old pen-and-paper 
method of recording meter information. This new system is more efficient be- 
cause the reader can transfer data directly to Ontario Hydro’s central com- 
puters. It is also more accurate because of built-in validity checks. 
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Other marketing programs were aimed at the commercial market, includ- 
ing offices, retail complexes, schools, hospitals and multi-residential build- 
ings. The Commercial Energy Manual, first issued in 1985, went into a 
second printing this year as a result of customer demand. The volume, popu- 
larly known as ‘““The Source,” is a comprehensive guide to electrical design in 
commercial buildings. Of particular interest to contractors, engineers and ar- 
chitects, it provides useful information on how electricity can be the basis for 
an efficient energy management system. A second volume, dealing with fur- 
ther commercial applications, will be ready for publication early in 1987. 


To a greater degree than ever before, Ontario Hydro’s marketing strategy 
in 1986 addressed the needs of industrial customers. Low-cost, reliable elec- 
trical energy has long made this province attractive to new business. 


The Corporation is determined to maximize that advantage. To this end, 
during 1986, Ontario Hydro established the Major Accounts Department to 
provide a primary focal point between Ontario Hydro and the province’s 
large industries. The Department works closely with government to attract 
new businesses to Ontario and help existing businesses remain competitive. 


Another 1986 initiative to increase customer satisfaction was the establish- 
ment of the Industrial Marketing Training Program. A comprehensive 12- 
week course designed in conjunction with the Laurier Institute of Wilfrid 
Laurier University, it helps marketing and regional staff better understand 
industrial operations so they can help them use energy as a production com- 
ponent more effectively. More than 40 staff members graduated from this 
course during the year. 


Ontario Hydro is particularly proud of its cooperation with the automotive 
industry and the role that economical, dependable power has played in bring- 
ing new plants to Ontario. Numerous automotive manufacturers, including 
General Motors, American Motors, Toyota, Honda, and GM/Suzuki, an- 
nounced plans to build major new facilities in the province or dramatically 
expand existing centres. 


In conjunction with the Ontario Ministry of Energy, Ontario Hydro 
launched a program to help industry make more efficient use of forms of en- 
ergy such as electricity, gas and steam through the technology of energy mon- 
itoring. Four to six companies will be invited to participate in this 
demonstration project. Ontario Hydro will help install in each firm an energy 
monitoring system that will measure the use of various forms of power as well 
as the output of each profit centre or production line. 
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Using such detailed information, Ontario Hydro’s experts will assist indus- 
trial customers in identifying opportunities for increasing productivity. Based 
on preliminary results, a typical monitoring system will cost $150,000 and 
have a payback period of one year. Average annual energy savings should be 
in the order of 16 per cent. 


One area receiving particular attention from Ontario Hydro’s marketing 
staff in 1986 was northern Ontario. For some of the area’s major industries 
such as pulp and paper, steel production and mining, energy bills can account 
for as much as 15 to 20 per cent of total costs. The Corporation is working 
closely with these companies to reduce their energy costs through energy 
management, co-generation and electrotechnology. 


New Business Ventures 


In 1984, Ontario Hydro consolidated its non-energy related revenue-produ- 
cing activities in a separate, entrepreneurial unit called the New Business 
Ventures Division. Its activities benefit all electricity customers within On- 
tario since net income from these activities is applied against the cost of pro- 
ducing electricity and thus helps to keep rates low. 


Sales of the isotopes, Cobalt-60 and deuterium gas, rose sharply in 1986. 
Ontario Hydro produces about 75 per cent of the world’s Cobalt-60, which is 
used in cancer therapy and the sterilization of medical products. Shipments of 
this isotope were up 30 per cent over 1985. Moreover, the division has 
opened markets for another isotope, deuterium gas, which is used in biologi- 
cal research and medical products. 


New Business Ventures also provides industrial and utility customers with 
a means to dispose of polychlorinated biphenyls (PCBs), found in electrical 
insulating oil, through the use of Ontario Hydro’s mobile PCB decontamina- 
tion unit. This year MPU-1, as the mobile unit is called, successfully com- 
pleted its first commercial contract, decontaminating 38,000 litres of oil in 
Nova Scotia. Hamilton-based Rondar Industries Inc. operates the equipment 
under a leasing arrangement with Ontario Hydro. Approval to operate this 
unit in Ontario is expected early in 1987. 


Ontario Hydro also sells its technological expertise in control room simula- 
tors, equipment testing and nuclear services to the United States and coun- 
tries in Asia and Africa. New Business Ventures’ international consulting 
work has grown substantially, with Ontario Hydro staff working with Cana- 
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dian consultants and industries around the world. This year, the Corporation 
secured a major contract for a five-year program to train transmission work- 
ers in Egypt. In China, Ontario Hydro technicians are training operators for 
a coal-fired station being built at Nantung, and are helping build a transmis- 
sion system in the southwest part of the country. Other Ontario Hydro teams 
are teaching lines and maintenance workers in Pakistan, providing manage- 
ment training in Ghana, and helping plan energy use in Kenya. 
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Talking with Customers 


Ontario Hydro’s interest in understanding the needs and values of its custom- 
ers better was demonstrated in 1986 through an array of customer-oriented 
activities, many of them connected with the Corporation’s study of meeting 
Ontario’s future energy needs. 


Initiated in 1984, this study will guide Ontario Hydro’s planning decisions 
for the next several years, and includes extensive surveys of public views and 
direct consultations with the public. The largest single customer-attitude sur- 
vey in Ontario Hydro’s history involved face-to-face interviews with 1,200 
residential, 200 commercial and 200 industrial customers. Customers ranked 
reliable service, reasonable rates and environmental protection as priorities 
in that order. In another survey, Ontario Hydro asked over 800 customers for 
their views on meeting Ontario’s electricity needs in an environmentally 
sound manner. The survey asked the customers what tradeoffs they were pre- 
pared to make to meet the reliability and price objectives. Overall, customers 
responded that protecting the environment was as important as a reliable, 
low-cost electricity supply. 


Also as part of this future needs study, Ontario Hydro continued to meet 
with public interest groups, provincial community leaders and municipal utili- 
ties to explore a broad range of concerns. 


In addition to its own public consultation programs, Ontario Hydro offi- 
cials appeared before a number of hearing bodies, including the Ontario En- 
ergy Board, the National Energy Board, and the Joint Board under the 
Consolidated Hearings Act. Ontario Hydro also appeared before the federal 
Special Committee on Acid Rain in May 1986. As well, the Corporation ap- 
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peared before the Select Committee on Energy established by the provincial 
legislature. In August, the Ontario Cabinet approved two of the Select Com- 
mittee’s chief recommendations: completion of Darlington Generating Sta- 
tion; and the establishment of an independent review of the safety of the 
design and operation of the CANDU reactor. During 1986, Ontario Hydro 
spent approximately 90,600 hours, or 60 person-years, and almost $6 million 
participating in public hearings. 


The Corporation’s contact with the public increased in other areas. More 
than 85,000 people visited Ontario Hydro’s information centres located at the 
Bruce, Darlington, Lakeview, Lambton, Nanticoke, Niagara Falls, Picker- 
ing, Saunders, and Thunder Bay Generating Stations. Ontario Hydro’s 
Speakers’ Bureau arranged 531 speaking engagements to community, busi- 
ness and service groups throughout the province. Ontario Hydro also pre- 
pared a sequel to the well-received videotape series “Watts Up.” 


Generation Projects 


Ontario Hydro’s nuclear energy program continues to be safe and economi- 
cal. During 1986, work progressed on several facilities in place or under con- 
struction. 


The most active site was Darlington, where the station’s first reactor is 
scheduled to come on stream in 1988. When it is finished, Darlington will 
provide 3,600 megawatts, enough power to meet the needs of a population 
the size of metropolitan Toronto. All Darlington units are scheduled to be in 
service by 1992. 


Darlington will also house Ontario Hydro’s new Tritium Removal Facility. 
Tritium, a mildly radioactive isotope of hydrogen, gradually accumulates in 
the heavy water used in operating CANDU reactors. The process of isolating 
and extracting tritium from tritiated heavy water will increase the safety of 
our CANDU station employees. This facility should begin operating in 1987. 


In 1986, the Atomic Energy Control Board granted Ontario Hydro a li- 
cence for the design and manufacture of containers for the bulk transporta- 
tion of tritiated water. The Tritiated Heavy Water Transport Package, as it is 
called, holds 5,000 litres and will be used when the Tritium Removal Facility 
at Darlington begins operating. The AECB also granted Ontario Hydro a li- 
cence for the design and manufacture of containers for the bulk transporta- 
tion of used nuclear fuel. 
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On February 28, Unit 8 of the Pickering Nuclear Generating Station was 
declared in service. This station, on the shore of Lake Ontario, now has a to- 
tal capacity of 4,300 megawatts. Units 1 and 2, however, have been shut 
down since 1983, when cracks in pressure tubes were discovered. By the end 
of 1987, all pressure tubes in both units will have been replaced and the units 
returned to service. 


Work on the Bruce Generating Station ““B”’ near Lake Huron, also ap- 
proached completion. Unit 7 came on line in April 1986, and the final reac- 
tor, Unit 8, should begin delivering power by mid-1987. 


Transmission Projects 


In addition to generating electricity, Ontario Hydro must be able to deliver 
electricity where it is needed, when it is needed. During 1986, Ontario Hydro 
continued to seek approval to expand its transmission systems in all sections 
of the province. In southwestern Ontario, hearings concluded on the routing 
of three 500-kilovolt lines. These lines are needed to permit the full output of 
the Bruce Generating Station to supply customer demand, improve the relia- 
bility of supply in southwestern Ontario, and facilitate electricity inter- 
changes with Michigan. The Hearings Board approved a plan in early 1987. 


In the north, the construction of a new 500-kilovolt line between Hanmer 
Transformer Station, north of Sudbury, and Mississagi Transformer Station, 
west of Elliot Lake, is well under way. This link, which will operate initially 
at 230-kilovolts, should be finished by December 1987. 


Route selection studies have started to locate a new direct current trans- 
mission line between Sault Ste. Marie and Thunder Bay. This new line will 
strengthen the interconnection between the east and west parts of the prov- 
ince and improve the power supply to northwestern Ontario. 
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In eastern Ontario, progress was made toward building two 500-kilovolt 
lines between the Lennox Generating Station, near Kingston, and Hawt- 
horne Transformer Station just outside of Ottawa. By year-end, tower layout 
and field construction had begun for the first line, which is scheduled for ser- 
vice in October 1989. Ontario Hydro has received approval for a future 500- 
kilovolt line from St. Lawrence Transformer Station, near Cornwall, to 
Hawthorne Transformer Station. 


East of Toronto, construction proceeded on a second 500-kilovolt line 
from the Darlington Generating Station to Cherrywood Transformer Station. 
This line is scheduled to begin service in mid-1987. 


ENVIRONMENT 


Even as it works to meet Ontario’s growing demand for reliable, reasonably 
priced electricity, the Corporation is mindful of its responsibility to minimize 
the effect of its operations on the environment. Ontario Hydro’s acid gas re- 
duction program is significantly lowering levels of sulphur dioxide and nitro- 
gen oxide emissions. In 1986, emissions totalled 320,000 tonnes, about 19 per 
cent below 1985 levels and 37 per cent below 1984 levels. Ontario Hydro is 
cooperating with provincial government regulations limiting emissions to 
215,000 tonnes by 1994 — 60 per cent below the 1982 peak levels. 


The Corporation’s multi-faceted acid gas control program is flexible, de- 
signed to achieve reductions at the lowest possible cost to its customers. Mea- 
sures include washing coal to lower its ash and sulphur content; burning 
lower sulphur coals; relying on more nuclear generated power; purchasing 
electricity from neighbouring utilities; and installing low nitrogen oxide burn- 
ers at the Nanticoke Generating Station. There, a 35 per cent reduction in ni- 
trogen oxide emissions for the five units retrofitted to date has been achieved 
with only minor losses in combustion efficiency. The program will continue 
through 1987 and 1988 with the conversion of the last three units. 


As well, Ontario Hydro is considering scrubbers (devices that remove sulp- 
hur dioxide from flue gases). Over the next three years, we are spending $7.7 
million for work required to obtain approval under the Environmental Pro- 
tection Act to install flue gas desulphurization (FGD) equipment as needed 
at our three largest thermal generating stations. Four potential processes will 
be evaluated: limestone injection; a lime spray dryer process; a limestone 
dual alkali process; and wet limestone scrubbing. The plan is to have an ap- 
propriate technology approved and ready for installation to meet the Ontario 
Government acid gas regulations beyond the mid-90s. Ontario Hydro has 
more than satisfied the government’s current regulations and is confident that 
it will continue to do so. 
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SUPPLY 


While Ontario Hydro’s construction program has been winding down since 
1982, Ontario Hydro’s construction activity was marginally higher in 1986 
than in 1985. Purchases of goods and services for construction and operations 
increased by $57 million to $1,034 million. Contract awards rose from $712 
million in 1985 to $794 million. In total, 81 per cent of these orders were 
placed with Canadian companies, mostly in Ontario. 


STAFF 


Overall staff levels at Ontario Hydro are expected to be relatively stable over 
the next few years, at about 24,000. The decrease in staff associated with the 
decline in design and construction activity is being offset by increasing staff 
levels required to support growing production and distribution functions. 
This shift in staff requirements is being managed successfully as shown by a 
100 per cent redeployment rate for staff declared surplus in 1986. 


1986 was not a bargaining year for the contract between the Corporation 
and the Ontario Hydro Employees’ Union (OHEU); however preparations 
for the 1987 negotiations began. As well, in 1986, Ontario Hydro successfully 
negotiated 18 collective agreements covering employees involved in construc- 
tion work for the bulk power system. 


Another development affecting many of Ontario Hydro’s people is the 
drive for certification of the Society of Ontario Hydro Professional and Ad- 
ministrative Employees. This group, representing some 6,600 administrative, 
supervisory, engineering, and other professional staff, filed its application to 
become a certified trade union with the provincial Labour Relations Board in 
November. 


This year, the Corporation continued its efforts to improve the working re- 
lationships between employees, their representative bodies, and manage- 
ment. Last year, Ontario Hydro launched the Working Relationships 
Program. The first results of that initiative were announced in April 1986 
when a team of consultants presented a report on working relationships at 
Ontario Hydro. The Corporation is working on putting the report’s recom- 
mendations into practice. 


Affirmative Action 


During 1986, Ontario Hydro’s affirmative action initiatives continued to facil- 
itate the movement of qualified women into non-traditional and managerial 
occupations. Women entering traditionally male-dominated trade, technical 
and operating occupations increased to 346 from 294. The number of women 
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in Management and Professional positions increased to 531 from 445. And 
the number of women in Executive Salary roll positions rose to 19 from 10. 
Of the total staff, 4,251 were women compared with 3,968 women last year. 


This year, Ontario Hydro’s Affirmative Action Department also organized 
and hosted an affirmative action conference. Eighty people representing 
company employees and affirmative action practitioners from across Canada 
met to discuss issues related to current affirmative action activities. 


Ontario Hydro was also one of four companies to win a 1986 Employment 
Equity Award presented by the provincial government for affirmative action 
efforts. 


Health and Safety 


Ontario Hydro continued its unwavering efforts to keep its workplace safe. A 
number of this year’s accomplishments deserve mention. For the second con- 
secutive year, there were no on-the-job fatalities or permanent total disability 
accidents. As well, the Darlington construction project became the first ma- 
jor construction site ever to receive a three-star rating from the International 
Loss Control Institute for the quality of its safety program. Also, the Health 
Services Department completed an epidemiology study of forestry tradesmen 
and concluded there is no evidence of increased cancer mortality risk associ- 
ated with long-term employment in the forestry trade. In another area, an ex- 
tensive, three-year study of computer visual display units concluded that 
there was no evidence of any serious health risks from the units. And Ontario 
Hydro is working toward smoke-free offices by the end of 1987. 


18 Appendix I — Operations 
APPENDIX I — OPERATIONS 


The analysis of energy made available by Ontario Hydro on page 19 shows 
for the Total System, the energy obtained from each major source in 1985 
and 1986 and the related percentage changes in 1986. The table also shows 
the primary and secondary energy supplied in each year together with the 
percentage changes in 1986. 


The Table of In-Service Dependable Capacity and Primary Demand on 
page 19 shows the primary peak demand for the month of December and the 
in-service dependable peak capacity of resources at that time. A separate ta- 
ble on pages 20 and 21 gives the in-service dependable peak capacity of major 
Ontario Hydro generating stations and contract firm power purchases at the 
time of the December system peak. Any comparison of total primary peak 
demand and resources should make allowance for the part of total primary 
demand that may be interrupted under contracts accepted by the customer. 
In 1986 this interruptible load over the December peak was approximately 
495 megawatts. 


The in-service dependable peak capacity of a hydraulic generating station 
is the estimated output that an analysis of stream-flow conditions indicates 
the station is capable of producing 98 percent of the time. It can be expected 
to exceed this output in 49 out of 50 years. Since the stations so rated are dis- 
tributed on many widely separated watersheds and since all would not be 
simultaneously affected by stream flows, the amount by which the total hy- 
dro-electric generating capacity of the system exceeds the sum of the various 
station capacities represents the diversity in stream flow within the system. 


The in-service dependable peak capacity of a thermal generating station is 
the net peaking capacity of its fully commissioned units minus capacity which 
is mothballed or frozen. 


Power Resources and Requirements 
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IN-SERVICE DEPENDABLE CAPACITY AND PRIMARY DEMAND 
DECEMBER PEAK 1986 AND 1985 


Net Increase 
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Ratio of Reserve or 
Deficiency to Primary Demand % 30.6 oe 


The capacities shown are those available for a 20-minute period at the time of the System Primary Peak 
Demand in December, the capacity of the purchased power sources being based on the terms of the 
purchased contract. The Primary Peak Demand shown is the maximum peak for December. Some part 
of the System Primary Demand is subject to interruption in accordance with contract terms accepted by 
the customer. The total load subject to such interruptions at the time of the December peak is 495 
MW. 
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Location 


Kincardine 
Pickering 
Rolphton 


Atikokan 
Windsor 
Toronto 
Mississauga 
Courtright 
Nanticoke 
Thunder Bay 


River 


Niagara 


Welland Canal 


St. Lawrence 
Ottawa 


Madawaska 
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Red OCK Pals OUr. 6 Mn ola eae ee eee eS 222,19 
Mattagami FOONOS Lis to cee ae et eA ae es ag 633,579 
ithe LONd 2) cake nds me eh ars Fn Be Fes 519,341 
BA cain Week oboe 5 ee ee LE et 552,008 
Montreal Dower NOCH. «sk bo eel ok ca eee eR: 403,754 
Nipigon Pine Portage 840 ,363 
ComietOn Palin” Joa Rieter eres wre Be Eee see 567,108 
POX ANUED bos: avis oo Bee ee SOR pe 455,734 
English Caniouw Pals: Sib eo a pens err re wcecys wae ke 554,894 
KAGTITOR PANS | ced nike be ox eoeaamerer ret abe Gia hee oto 411,347 
Kaministikwia STE FAS ee oe bk oo Wi Re Sitemeter Aue 228,910 
Winnipeg Whitedog Falls (1... c eur Gem ele we Oe eee be 480,740 
Aguasabon A PUASADON as oo ee RE Rk alee Be Sine 320008 
Various Other Hydraulic Generating Stations .......... 1,194,105 


(1) Adjustment for Diversity-Total System 


Total Hydraulic Generation .........-.+++455 6,537.0 37,176,279 


etal AACRETALON 14 xa os 6 Seen ie oe ae AS 25 ,718.0 119 356,687 


Purchases and Other Interchange 


Firm Purchases 


(4) =Flydro ut dec pre iw es te ee rtp eg Sata eet 2,000,000 
eManitoba Hydi0 .4.464 5-026 os ss be re eee 0 
Thal igh ec eee rc ae ee ae ae ee 2,000 ,000 
Non-Firm Purchases 
MONTAG  peista cya Bae cals oes Fe Oe 116,154 
SHY G10 QUEDEC 1. ks dbo eee as Tels ee 4,335 ,022 
=Manitoba Hydro’... cons es ie) san ee gee 607 ,457 
SEIS A eke eas yi REE oie ats ROS + ae ee ee 55,673 
Total Secondary... ict See foes ae 5,114,306 

(2) Other Net Interchange (Net) .......-.---0-5- 148,913 
Tota) RECCIONS spat see ale Oe OV See 1,200.0 7 208,219 
Total Generated and Received 26,918.0 126,619,906 


(1) Adjustment to reconcile the sum of plant capacities with the calculated capacity of the system. 

(2) Net scheduled interconnection transactions of other than purchases and sales. These include electri- 
cal energy exchanges, carrier transfers, water use adjustments, generating unit rentals. 

(3) Installed dependable capacity peak at the time of the December peak minus capacity which is fro- 
zen or mothballed. 

(4) Contract with Hydro-Quebec provides for delivery of energy only. 
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ANALYSIS OF 
by Ontario Hydro, Associated Municipal Electrical 


Sales by Associated 
Municipal Electrical 
Utilities and to 
*Distributing 
Companies 


Ultimate Use: kW.h % 
Residential Service: 
CONUTUGUS OCCU DAC Y tie wmlets tenn naieds 


DHIeLMIteN ey OCCUPANCY ia ai uieuen sinh akan ee yale 


22,242,481 ,786 Zur) 


Letaboales Residential: 2). wuimomuh baad saree 22,242,481 ,786 28.7 


General (under 5,000 kW) 


BAL G ieee aaa eit eae ati e aa blac inn 43 021,927,216 55.4 
SECON Arye ENN LL oR TE EON Fs — 
General (over 5,000 kW) 
PREY HORE, se eek ln igh al ed ane A ane 10,947 ,950,446 14.1 
BCCOMCAT VI ee eres ener ae rita? eerie — 
RADE e erate taosecene Bibel ean ty NM dhl oad enk ea say ens — 
SECC OMT reset toute lc 3 Sainte a tons 663,272,664 0.9 
* Distibuting @Oompaniest a. ous chess err eee 735 ,065 ,567 0.9 
TOLAME TE IEY Sales tne ere kan ce ie a Se a 77,610,697,679 100.0 
Adjustments: 
Distribution Losses & Unaccounted for..... Lilcool ae L 
Generated’ Dy MEUM ii. Gis tac ial an (244,849 125) 
Purchased by MEU from sources 
other thaniOntariovHydron vijicuie a see, (78,016,555) 
Ontario Hydro Bulk Power Sales .......... 80,011,613 ,420 


Supplied to Heavy Water Plant and 
Construction Projects-Ontario Hydro ..... 

Transmission Losses & Unaccounted for—O.H. 

Generated and Received by Ontario Hydro .. 


* Formerly Direct Customers 


ENERGY SALES 


Analysis of Energy Sales 


Utilities and Distributing Companies During 1986 


Sales by Ontario Hydro 


Retail Customers 


kW.h 


7,153,181,800 
564,394,100 


FIAT 715,900 


4 762,539,733 


2,446,594 900 
69,375 ,900 


14,996,086 ,433 


1,280,675 ,894 


16,276,762,327 


689 644,915 


163 
0.5 


Power District 


Direct Customers 


18 446,852,365 
6,045 ,988 ,000 


14,682,901 


24,507 523,266 


GOES 
24.7 


Total 


kW.h 


29 ,395 ,663 586 
564,394,100 


29,960,057 ,686 


47,784 ,466,949 


29 394 802,811 
6,045 ,988 ,000 
2,446,594 900 

732,648 564 
735,065 ,567 


4,019,140,216 
(244,849,125) 


(78,016,555) 
120,795 ,899,013 
689,644,915 


5 134,362,072 
126,619 906,000 
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NUMBER OF ULTIMATE CUSTOMERS SERVED 
by Ontario Hydro and Associated Municipal Electrical Utilities 


1986 
Retail Castomers OF SIG Chhties &). 30 2c-y wire a ee os ee ee 2,439,135 
Retait Customers of Ontarto Hydio 2. ss sia hee < 813,193 


Distributing Compames. aise diss ay erat oh Z 
Direct Customers (including 10 utilities) £13 


3,252,443 


o Cs (8 ave le) is cee ele ee 


Be Of FOS 01) Se as is) Key Mis) ec 64 coreby ert O81 @) | 10416.) hm) Orb). Bene: 18) (6fues OLN Wice 6) Glee el. 16 8 


Increase or 


1985 (Decreased) 
% 
PRS EEO 8 2.6 
795 ,022 2.3 
2 Foss 
110 (2:7) 
3,172,401 pat: 


TRANSMISSION LINES AND CIRCUITS 
Classified by Voltages and Types of Supporting Structures 


Line Length 


At Dec. 31 At Dec. 31 

1986 1985 

km km 
500 ,000-volt aluminium or steel tower ..... 1,706 1,695 
345:000-volt steel tower. 6.9.0 fo oh 48% 6 6 
230,000-volt aluminium or steel tower ..... 7,706 7,714 
250, U00-VOIE WOOU DOIE™ % fee. dc ete es 8 1,534 1,534 
230;5000-volt underground os fee es oe 22 22 
115,000-volt steel-towet~< sod wd ieee 3,476 3,476 
115, 000-wolt: wood poleiea. 02. 5 eee «3 5,431 5,431 
115 OOU-VOl INdereroUnG oo uo os Ge 115 115 
69 ,000-volt steel tower or wood pole ...... 13 13 
ORT Are eae ee ale coe ee 20,009 20,006 

DISTRIBUTION LINES 


Distribution Lines 


Circuit Length 
At Dec. 31 At Dec. 31 
1986 1985 
km km 
2,234 PLHP 
6 6 
11,736 11,742 
1,539 1,539 
30 30 
5,903 5,903 
5,454 5,454 
196 196 
13 13 
2TAL) 27,105 
Line Length 
At Dee. 31... At Dec. 31 
1986 1985 
km km 
102,740 103,003 
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FINANCIAL REVIEW OF ONTARIO HYDRO 
for the year ended December 31, 1986 


Financial Highlights 


Ontario Hydro’s activities continue to be directed at achieving its primary 
purpose of providing the customers of Ontario with electricity at the lowest 
feasible cost over the long term consistent with high safety and quality of ser- 
vice standards. To accomplish this, Ontario Hydro encourages the effective 
use of resources and emphasizes productivity improvements and cost control. 


Ontario Hydro’s total revenues for 1986 amounted to $4,853 million, $228 
million higher than in 1985. Approximately $53 million of this increase came 
from a greater volume of electricity sales, and $175 million from the 1986 rate 
increase. Total operating costs for 1986, including financing charges, 
amounted to $4,606 million, an increase of $341 million over 1985. The major 
factor in this increase in total operating costs for 1986 was new generating 
units placed in service in 1986 and 1985. To smooth the effect of this overall 
increase, the 1986 electricity rate increase provided for a level of net income 
lower than the level for 1985. The net income for 1986 was $247 million com- 
pared with $360 million for 1985. 


Cash provided from operations and available for investment in fixed assets 
was $1,040 million for 1986. The capital expenditures for investment in fixed 
assets during 1986 amounted to $2,523 million. This represents a steady de- 
cline from the 1982 level of $2,885 million as a result of the decrease in the 
level of construction activity. 


Results of Operations 
Revenues 


Primary revenues for 1986 amounted to $4,605 million, an increase of $331 
million or 7.7 per cent as compared with 1985. Electricity sales to municipal 
utilities, rural retail, and direct industrial customers totalled 114,763 million 
kilowatt-hours. The overall growth rate in the volume of primary energy sales 
was 3.7 per cent for 1986, reflecting the effect of continued economic growth 
in the Province of Ontario. In 1986, electricity sales to municipal utilities and 
rural customers grew more strongly than sales to direct industrial customers. 
The chart (see page 27) provides the energy consumption by major customer 
category and an estimate of the energy consumed by market sector. The 
overall growth rate for 1986 was higher than the average annual growth rate 
of 3.4 per cent over the last five years. 


The 1986 electricity rates for primary customers increased 4.0 per cent on 
average. The average increases for municipal utilities, rural retail and direct 
industrial customers were 4.0 per cent, 3.8 per cent and 4.3 per cent, respec- 
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tively. The rural rate increase takes into account $64 million in assistance 
provided by all electricity consumers in the province to reduce the electricity 
bills of year-round rural residential customers. 


Secondary revenues for 1986, mainly from sales of electricity to United 
States utilities, amounted to $248 million. Compared with 1985, this repre- 
sents a decrease of $103 million or 29.3 per cent. This decrease is a result of 
price competition among Canadian utilities for the midwestern and north- 
eastern U.S. markets and lower oil prices for U.S. electric utilities which 
makes imports less attractive for them. 


Over the last five years, Ontario Hydro has earned approximately $1,895 
million in revenues from United States utilities by selling electricity beyond 
the requirements of its customers in Ontario. The net benefit to Ontario cus- 
tomers was $736 million for the period 1982 through 1986, and $104 million in 
1986. This benefit helped Ontario Hydro to keep electricity rates lower for 
Ontario customers. 


Primary Energy 


Customer Category Market Sector 

Direct ; Residential 

MM Rural Co) Commercial 

SSSQy Municipal Industrial Millions kW.h 


@ 120,000 


100,930 


e 100,000 
Z, 

pemeeen 4 @ 80,000 

e 60,000 


moma MY QQAEEEEES e 40,000 


favesotatetetere: 


IRONS 


20,000 


ed TNNNNA Nbtitcccrcrcrcreed QCA pitetetetetetete’s 
stetetetetetere] ONC Pocecereretereted TAQ A Detetetetetetere] QQ Bietetototeieces: 


etetetetetete’d PQA pietetetetetetetd QUIS Seretetetetererd? AC QCQUALA Detetece: 
atetetetetetete] [NOAA Xdeteteteteteteted ACQQUNIAA Betetetetetetere] TACK A pieietetetetete: 
eetetetetetete] RANA Detteteteteteted? LIAN Beetteteteete? ACQUIS recetecerereres 


1982 1983 1984 1985 1986 
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Major Electricity Production Resources 


Ontario Hydro responds instantly and efficiently to the energy demands of its 
customers by supplying electricity from a number of different sources. Hy- 
draulic generating stations, which are relatively inexpensive to operate, have 
traditionally provided a major part of the electricity energy generated by 
Ontario Hydro. With most major accessible sites in the province already de- 
veloped, hydraulic generation, as a percentage of total generation, has gradu- 
ally decreased over the past few years although the volume of electricity 
generated has remained relatively stable. On the other hand, the Corpora- 
tion has increased its emphasis on nuclear generation. This emphasis is part 
of Ontario Hydro’s acid gas emission reduction efforts. The other major 
source of generation of electricity is fossil generation. Due to the relatively 
high cost of fossil fuels, Ontario Hydro relies on its fossil-fuelled stations pri- 
marily to meet its needs for peaking power. The electricity production re- 
sources for the period 1976 through 1986, illustrating the changes in volume 
and generation mix, are shown in the chart on page 4. The annual average 
costs per kilowatt-hour of energy by the major generating sources are shown 
in the Five-Year Summary of Financial Statistics. 


Fuel and Fuel-related Costs 


In 1986, fuel and related costs such as water rentals, power purchased, and 
the nuclear agreement-payback were 4.7 per cent lower than in 1985. Ontario 
Hydro’s nuclear stations supplied 46.0 per cent of the total energy to the sys- 
tem in 1986. Hydraulic stations supplied 29.4 per cent and fossil-fuelled gen- 
eration provided 18.9 per cent. Purchases of power from interconnected 
utilities provided the remaining 5.7 per cent. In 1985, electric energy from 
nuclear generation, hydraulic generation and fossil-fuelled generation sup- 
plied 39.0 per cent, 30.0 per cent and 23.9 per cent, respectively, of the total 
energy to the system. 


The 1986 fuel costs for coal and uranium amounted to $933 million, a de- 
crease of 3.6 per cent over 1985. The decrease is mainly due to the replace- 
ment of higher-cost coal by more economical uranium. This more than offsets 
the effect of the increased volume of electricity generated to meet increased 
demand and the higher unit fuel costs. The increase in electricity provided 
from nuclear sources reflects the additional units placed in service in 1986, 
and also the full year’s production from nuclear units placed in service in 
1985. 


The payments Ontario Hydro makes primarily to the Province of Ontario 
for the use of provincial waters in its hydraulic plants amounted to $91 mil- 
lion in 1986, an increase of $4 million over 1985. 


Financial Review 29 


Electricity purchased from neighbouring utilities amounted to $128 million 
in 1986, a decrease of $35 million over 1985. These purchases are generally 
made during peak demand periods or emergency situations so as to maintain 
a reliable supply of electricity. 


In 1986, units 1 and 2 of the Pickering Nuclear Generating Station were not 
operating, having been taken out of service in 1983 to replace existing pres- 
sure tubes. The maintenance and overhead costs during the shutdown period 
have been included in the payback calculation according to the Pickering 
Payback Agreement. As a result, Ontario Hydro was able to reduce its 1986 
and 1985 operating costs by $63 million and $75 million respectively, which 
represents the amount to be offset against future amounts payable by Ontario 
Hydro to Atomic Energy of Canada Limited and the Province of Ontario, 
the other two parties to this agreement. 


Operation, Maintenance and Administration 


The costs associated with the operation, maintenance and administration of 
the Corporation in 1986 were $1,014 million, an increase of $48 million over 
1985. This increase of 5.0 per cent is primarily related to placing new facilities 
in service, and cost increases due to inflation. The continued emphasis on 
cost control at all levels of the Corporation is having a positive financial im- 
pact on operation, maintenance and administration costs. The in-service 
capacity of the generation system grew about 5 per cent or 1,277 megawatts 
in 1986. The major component of this growth is the addition of two nuclear 
generating units. The transmission and distribution system work-load also 
grew in 1986, as reflected in an increase of approximately 2 per cent in the 
number of customers and an increase of about 1 per cent in the kilometres of 
rural lines maintained. The costs of transmission and distribution, and admin- 
istration and support services as a percentage of the total of operation, main- 
tenance and administration costs declined slightly in 1986, while the 
generation component increased slightly. The chart (see page 30) shows the 
operation, maintenance and administration costs by major activity for the pe- 
riod 1982 through 1986. 


Depreciation 


The depreciation charged to operations totalled $705 million in 1986, $50 mil- 
lion or 7.6 per cent higher than in 1985. Contributing to this increase were the 
additional facilities placed in service, including Pickering unit 8, Bruce unit 7, 
and the full year’s impact of Pickering unit 7 and Bruce unit 5 and the Atiko- 
kan Generating Station having been placed in service in 1985. This increase 
was partially offset by two fossil-fuelled generating stations becoming fully 
depreciated by the end of 1985. 
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Operation, Maintenance and Administration 


[___] Administration and Support Services 
==} Generation $ Millions 
RSS Transmission and Distribution 1,094 

966 


e 1000 


e 800 


® 600 


e 400 


Financing Charges 


Financing charges are comprised of interest and foreign exchange costs. In- 
terest charged to operations represents the total cost of borrowing less inter- 
est capitalized. This is designed to effect a proper allocation of costs between 
current and future customers. Foreign exchange mainly represents the amor- 
tization of unrealized gains or losses on the principal amount of foreign debt. 


Gross interest costs for 1986 amounted to $2,684 million, an increase of 
$133 million or 5.2 per cent as compared with 1985. The primary reason for 
this increase is related to the additional funds borrowed during the year to 
finance the construction of new generating stations which are needed to meet 
future demand. 
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Interest charged to operations amounted to $1,585 million in 1986, $260 
million or 19.6 per cent higher than in 1985. The increase resulted primarily 
from placing additional nuclear generating units in service in 1986, and the 
full year’s impact of units placed in service in 1985. The in-service date is the 
time from which interest is no longer capitalized and is charged to operations. 


Foreign exchange costs amounted to $213 million in 1986, an increase of 
$37 million or 21.0 per cent over 1985. The primary factor contributing to the 
increase in foreign exchange costs was the effect of a weaker Canadian dollar 
relative to the United States dollar. 


Net Income/Financial Indicators 


Ontario Hydro earned a net income of $247 million in 1986 compared with 
$360 million in 1985. Ontario Hydro’s main financial indicators are the debt, 
cash flow coverage and interest coverage ratios. The debt ratio at the end of 
1986 was .835 as compared to the 1985 ratio of .830. The cash flow coverage 
for 1986 was 1.05, the highest level since 1981. The level of interest coverage 
for 1986 and 1985 were 1.09 and 1.14 respectively. The decrease in net in- 
come has not affected the Corporation’s ability to meet its interest payments 
and debt repayment obligations in 1986. The financial position of the Corpo- 
ration remains strong. 


Capital Expenditures and Financing 
Investment in Fixed Assets 


Ontario Hydro invests in fixed assets to meet expected growth in the demand 
for electricity, to replace existing assets with facilities that are more economi- 
cal, and to meet regulatory requirements. The total assets of the Corporation 
at the end of 1986 were $31,357 million and of this amount, about 83 per cent 
consists of fixed assets in service and under construction. This relatively high 
percentage reflects the capital-intensive nature of Ontario Hydro’s business. 


The investment in fixed assets during 1986 was $2,523 million. A major 
portion of the 1986 capital expenditures went toward the construction of new 
generating facilities. In addition, the 1986 capital expenditures reflect the 
continued emphasis being placed on investment in transmission and distribu- 
tion facilities. The expenditures on major capital projects under construction 
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during 1986 and 1985 were: 
1986 1985 


millions of dollars 
Nuclear Generation 


Pickering 34 137 

Bruce 279 417 

Darlington Lato 999 
Fossil Generation 

Atikokan oe 109 
Generating Facilities 1,444 1,662 
Transmission & Distribution 422 249 


Ontario Hydro placed in service unit 8 at Pickering and unit 7 at Bruce in 
February and April, 1986, respectively. The total cost was $2,451 million, in- 
cluding $492 million for heavy water. 


There has been a modest decline in the annual investment in fixed assets 
from $2,885 million in 1982 to $2,523 million in 1986, as the major generating 
projects are completed. The expenditures for investment in fixed assets for 
the period 1982 through 1986 are shown in the chart. 


Investment in Fixed Assets During the Year 
Kia «“MAministration and Service Facilities 


Transmission and Distribution Facilities 
Generating Stations 


$ Millions 


2,885 © 3000 


[| Pa lle 


@ 2000 
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Financing 


Cash required by Ontario Hydro to finance the investment in fixed assets is 
provided from two major sources: cash provided from operations and cash 
from external borrowings. For 1986, cash provided from operations, and cash 
from financing were $1,040 million and $1,710 million respectively. Cash 
from borrowings represents the amount of cash provided from long-term 
debt less retirements. 


The 1986 proceeds from long-term debt, net of retirements, of $1,710 mil- 
lion was $953 million higher than the 1985 amount of $757 million. This in- 
crease in the net borrowings is primarily due to the timing of the issuance of 
debt over the 1986 and 1985 year ends and a reduction in the level of corpo- 
rate liquidity during 1985. The proceeds from the issue of bonds sold to the 
public by Ontario Hydro during 1986 amounted to $2,073 million, and the 
proceeds from the issue of bonds to the Province of Ontario with respect to 
Canada Pension Plan funds provided a further $119 million. These proceeds 
were from ten Canadian issues with an average coupon interest rate of 9.2 
per cent for an average term of 8.1 years. For the same period in 1985, the 
_ average coupon interest rate and the average term of new debt issued were 
10.8 per cent and 9.0 years respectively. In addition, a 100 million Swiss franc 
bank loan (Canadian $84 million) were entered into to refinance a Swiss franc 
bond issue, and proceeds of $108 million were received from the issuance of 
long-term notes. 


Cash provided from financing from 1982 through 1986 is shown in the chart 
on page 34. The principal markets Ontario Hydro has operated in are the 
Canadian, United States, and Eurodollar public markets. Financing activities 
for 1986, except for $116 million, were met entirely from the Canadian mar- 
ket and from Canada Pension Plan funds to minimize foreign exchange expo- 
sure. 


Cash amounting to $321 million was used to retire maturing long-term debt 
in 1986, compared with $849 million in 1985. In addition, during 1986, cash 
amounting to $353 million was used to redeem debt prior to maturity, com- 
pared with $175 million in 1985. 
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Summary of Significant Accounting Policies 3D 
SUMMARY OF SIGNIFICANT ACCOUNTING POLICIES 


The accompanying financial statements have been prepared in accordance 
with accounting principles generally accepted in Canada, applied on a basis 
consistent with that of the preceding year. The significant accounting policies 
followed by Ontario Hydro are described below. 


Rate setting 


Ontario Hydro has broad powers to generate, supply and deliver electric 
power throughout the Province of Ontario. The Corporation operates under 
the Power Corporation Act and is subject to provisions of the Ontario 
Energy Board Act. 


Under the provisions of the Power Corporation Act, the price payable by 
customers for power is the cost of supplying the power. Such cost is defined in 
the Act to include the cost of operating and maintaining the system, depreci- 
ation, interest, and the amounts appropriated for debt retirement and stabili- 
zation of rates and contingencies. The debt retirement appropriation is the 
amount required under the Act to accumulate on a sinking fund basis over 40 
- years a sum equal to the debt incurred for the cost of the fixed assets in ser- 
vice. The appropriation for, or withdrawal from, the stabilization of rates and 
contingencies reserve is an amount established to maintain a sound financial 
position and to stabilize the effect of cost fluctuations. 


Under the provisions of the Ontario Energy Board Act, a public hearing 
before the Ontario Energy Board is required in respect of any changes in 
electricity rates proposed by Ontario Hydro which affect its municipal utili- 
ties, direct industrial customers, or, if the Minister of Energy so directs, rural 
retail customers. The Ontario Energy Board submits its recommendations to 
the Minister of Energy. After considering the recommendations of the On- 
tario Energy Board, the Board of Directors of Ontario Hydro, under the au- 
thority of the Power Corporation Act, establishes the electricity rates to be 
charged to customers. 


If the Board of Directors specifies a certain cost or gain is to be included in 
future electricity rates that, in accordance with the accounting policies sum- 
marized below, would be charged or credited to operations in the current 
year, then this cost or gain is deferred and amortized to future operations on 
a basis consistent with its inclusion in rates. 
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Fixed assets 


Fixed assets in service include operating facilities and non-operating reserve 
facilities. Construction in progress includes fixed assets under construction 
and heavy water held for use in nuclear generating stations under construc- 
tion. 


Fixed assets are capitalized at cost which comprises material, labour, engi- 
neering costs, and the costs of training initial operating staff for new facilities 
as well as overheads, depreciation on service equipment, and interest appli- 
cable to capital construction activities. In the case of generation facilities, the 
cost also includes the net cost of commissioning, and for nuclear generation, 
the cost of heavy water. The net cost of commissioning is the cost of start-up 
less the value attributed to energy produced by generation facilities during 
their commissioning period. The cost of heavy water comprises the direct cost 
of production and applicable overheads, as well as interest and depreciation 
on the heavy water production facilities and the estimated removal costs of 
these facilities. For multi-unit facilities, a proportionate share of the cost of 
common facilities is placed in service with each major operating unit. Leases 
which transfer the benefits and risks of ownership of assets to Ontario Hydro 
are capitalized. 


Interest is capitalized on construction in progress at rates (1986—12.9 per 
cent, 1985—13.9 per cent) which approximate the average cost of long-term 
funds borrowed in the years in which expenditures have been made for fixed 
assets under construction. If the construction period of a project is extended 
and the construction activities are continued, interest is capitalized during the 
period of extension provided that the project has a reasonable expectation of 
being completed. 


If a project is cancelled or deferred indefinitely with a low probability of 
construction being resumed, all costs including the costs of cancellation are 
written off to operations. 


If fixed assets are removed from operations and mothballed for future use, 
termed non-operating reserve facilities, the costs of mothballing are charged 
to operations. 


Depreciation 


The capital costs of fixed assets in service are depreciated on a straight-line 
basis. Depreciation rates for the various classes of assets are based on their 
estimated service lives. Major components of generating stations are depreci- 
ated over the lesser of the service life expectancy of the component or the re- 
maining service life of the associated generating station. 
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The estimated service lives of assets for 1986 and 1985 in the major classes 
are: 


Generating stations 


—hydraulic —65 to 100 years 
—fossil —25 to 35 years 
—nuclear —40 years 
Heavy water —over the period ending in the year 2040 


Transmission and distribution 
facilities —20 to 55 years 


Heavy water production facilities | -—20 years 


Administration and service facilities —5 to 60 years 


In accordance with group depreciation practices, for normal retirements 
the cost of fixed assets retired is charged to accumulated depreciation with no 
gain or loss being reflected in operations. However, gains and losses on sales 
of fixed assets, and losses on premature retirements are charged to operations 
in the year incurred as adjustments to depreciation expense. 


When the costs of removal less residual value, termed removal costs, on 
retirements of fixed assets can be reasonably estimated and are significant, 
provisions for these costs, except for those related to heavy water production 
facilities, are charged to depreciation expense on an annuity basis over the 
remaining service life of the related fixed assets. For heavy water production 
facilities, provisions for removal costs are charged to heavy water production 
costs on a straight-line basis over the remaining service life of the related fa- 
cilities. Other removal costs are charged to depreciation expense as incurred. 
Removal costs include the estimated costs of decommissioning nuclear sta- 
tions and heavy water production facilities, and the estimated costs of remov- 
ing certain nuclear reactor fuel channels. 


The estimated service lives of fixed assets and the significant assumptions 
underlying the estimates of fixed asset removal costs are subject to periodic 
review. Any changes arising out of such a review are implemented on a re- 
maining service life basis from the year the changes can be first reflected in 
electricity rates. 


Non-operating reserve facilities are amortized so that any estimated loss in 
value is charged to depreciation expense on a straight-line basis over their ex- 
pected non-operating period. 


Unamortized advances for fuel supplies 


As part of its program to ensure the adequate supply of fuels for its generat- 
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ing stations, Ontario Hydro has entered into long-term fuel supply contracts. 
Where these contracts require Ontario Hydro to make payments for pre-pro- 
duction costs to suppliers in advance of the fuel delivery, these payments and 
associated costs, including interest, are carried in the accounts as unamor- 
tized advances for fuel supplies. The advances are amortized to fuel inven- 
tory as the fuels are delivered. 


Fuel for electric generation 


Fuel used for electric generation comprises the average inventory costs of 
fuel consumed, charges for commissioning energy produced, and provisions 
for disposal of nuclear fuel irradiated during the period. The inventory cost 
of fuel consumed comprises fuel purchases, transportation and handling 
costs, and the amortization of advances for fuel supplies. Transportation 
costs include charges for interest and depreciation on railway equipment 
owned by Ontario Hydro. The charges for commissioning energy produced 
during the period represent the incremental operating and fuel costs of pro- 
ducing the same quantity of energy at generating units displaced because of 
the commissioning activity. The costs for disposal of nuclear fuel irradiated in 
each period are charged to operations based on estimated future expendi- 
tures and interest accumulating to the estimated date of disposal. Estimates 
of expenditures, interest and escalation rates, and the date of disposal are 
subject to periodic review. Adjustments resulting from changes in estimates 
are charged to operations on an annuity basis over the period from the year 
the changes can be first reflected in electricity rates to the estimated in-ser- 
vice date of the disposal facility. 


Foreign currency translation 


Current monetary assets and liabilities in foreign currencies are translated to 
Canadian currency at year-end rates of exchange and the resultant exchange 
gains or losses are credited or charged to operations. Long-term debt payable 
in foreign currencies is translated to Canadian currency at year-end rates of 
exchange. Resulting unrealized exchange gains or losses are deferred and in- 
cluded in unamortized debt costs, and are amortized to operations on an an- 
nuity basis over the remaining life of the related debt. 


Foreign exchange gains or losses on hedges of long-term debt payable in 
foreign currencies are deferred and included in unamortized debt costs. The 
deferred gains or losses related to principal payments are amortized to opera- 
tions on an annuity basis over the remaining period through to the year in 
which the hedged principal payments are due. The deferred gains or losses 
related to interest payments are credited or charged to operations in the year 
in which the hedged interest payments are due. 


Foreign exchange gains or losses on early redemption of long-term debt are 
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deferred and included in unamortized debt costs if the exposure in the for- 
eign currency related to the redeemed debt is not reduced as a result of the 
refinancing of the redeemed debt in the same currency. These deferred gains 
or losses are amortized on an annuity basis over the period to the original ma- 
turity date of the redeemed debt. If the foreign currency exposure is reduced 
as a result of the early redemption of debt, the resulting foreign exchange 
gains or losses related to the redeemed debt are credited or charged to opera- 
tions. 


Unamortized debt costs 


Unamortized debt costs include the unamortized amounts related to unreal- 
ized foreign exchange gains or losses resulting from the translation of foreign 
currency long-term debt, foreign exchange gains or losses on hedges, foreign 
exchange gains or losses on the early redemption of long-term debt, discounts 
or-premiums arising from the issuance of debt or the acquisition of debt prior 
to maturity, and discounts or premiums accrued on foreign currency hedges. 


Debt discounts or premiums arising from the issuance of debt are amor- 
_ tized over the period to maturity of the debt. Discounts or premiums on debt 
acquired prior to the date of maturity are amortized over the period from the 
acquisition date to the original maturity date of the debt. Discounts or premi- 
ums on foreign currency hedges are credited or charged to operations over 
the terms of the individual hedges. 


Nuclear agreement — Pickering units 1 and 2 


Ontario Hydro, Atomic Energy of Canada Limited and the Province of On- 
tario are parties to a joint undertaking for the construction and operation of 
units 1 and 2 of Pickering Nuclear Generating Station, with ownership of 
these units being vested in Ontario Hydro. Contributions to the capital cost 
by Atomic Energy of Canada Limited and the Province of Ontario amounted 
to $258 million and these have been deducted in arriving at the value of fixed 
assets in service in respect of Pickering units 1 and 2. Ontario Hydro is re- 
quired to make monthly payments until the year 2003 to each of the parties in 
proportion to their capital contributions. These payments, termed “‘pay- 
back’’, represent in a broad sense the net operational advantage of having the 
power generated by Pickering units 1 and 2 as compared with coal-fired units 
similar to Lambton units 1 and 2. 


Pension plan 


The pension plan is a contributory, defined benefit plan covering all regular 
employees of Ontario Hydro. Ontario Hydro is responsible for all deficien- 
cies and surpluses in the pension plan. Pension costs, as actuarially deter- 
mined, consist of current service costs and amounts required to amortize any 
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surpluses or unfunded liabilities. A net unfunded liability arising from past- 
service obligations is amortized up to fifteen years. All other net unfunded li- 
abilities or net surpluses in the fund are amortized up to five years. 


Research and development 


Research and development costs are charged to operations in the year in- 
curred, except for those related directly to the design or construction of a 
specific capital facility which are capitalized as part of the facility. 


Summary of Significant Accounting Policies 4] 


MANAGEMENT’S RESPONSIBILITY FOR FINANCIAL REPORTING 


The accompanying financial statements of Ontario Hydro are the responsibil- 
ity of management and have been prepared in accordance with accounting 
principles generally accepted in Canada, applied on a basis consistent with 
that of the preceding year. The significant accounting policies followed by 
Ontario Hydro are described in the accompanying Summary of Significant 
Accounting Policies. The preparation of financial statements necessarily in- 
volves the use of estimates based on management’s judgement, particularly 
when transactions affecting the current accounting period cannot be finalized 
with certainty until future periods. The financial statements have been prop- 
erly prepared within reasonable limits of materiality and in light of informa- 
tion available up to March 9, 1987. The information presented elsewhere in 
the Annual Report is consistent with that in the financial statements. 


Management maintains a system of internal controls designed to provide 
reasonable assurance that the assets are safeguarded and that reliable finan- 
cial information is available on a timely basis. The system includes formal 
policies and procedures and an organizational structure that provides for ap- 
propriate delegation of authority and segregation of responsibilities. An in- 
ternal audit function independently evaluates the effectiveness of these 
internal controls on an ongoing basis and reports its findings to management 
and to the Audit Committee of the Board of Directors. 


The financial statements have been examined by Clarkson Gordon, inde- 
pendent external auditors appointed by the Lieutenant Governor in Council 
of Ontario. The external auditors’ responsibility is to express their opinion on 
whether the financial statements are fairly presented in accordance with gen- 
erally accepted accounting principles. The Auditors’ Report, which appears 
on the following page, outlines the scope of their examination and their opin- 
ion. 


The Board of Directors, through the Audit Committee, is responsible for 
ensuring that management fulfills its responsibilities for financial reporting 
and internal controls. The Audit Committee meets periodically with manage- 
ment, the internal auditors and the external auditors to satisfy itself that each 
group has properly discharged their respective responsibilities, and to review 
the financial statements before recommending approval by the Board of Di- 
rectors. The external auditors have direct and full access to the Audit Com- 
mittee, with and without the presence of management, to discuss their audit 
and their findings as to the integrity of Ontario Hydro’s financial reporting 
and the effectiveness of the system of internal controls. 


On behalf of Management. 
R.C. Franklin E.H. Burdette 
President Executive Vice-President, 


Finance and Plannin 
Toronto, Canada, g 


March 9, 1987. 
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AUDITORS’ REPORT 
To the Board of Directors of Ontario Hydro: 


We have examined the statement of financial position of Ontario Hydro as at 
December 31, 1986 and the statements of operations, equities accumulated 
through debt retirement appropriations, reserve for stabilization of rates and 
contingencies and source of cash used for investment in fixed assets for the 
year then ended. Our examination was made in accordance with generally ac- 
cepted auditing standards, and accordingly included such tests and other pro- 
cedures as we considered necessary in the circumstances. 


In our opinion, these financial statements present fairly the financial posi- 
tion of Ontario Hydro as at December 31, 1986 and the results of its opera- 
tions and the changes in its financial position for the year then ended in 
accordance with generally accepted accounting principles applied on a basis 
consistent with that of the preceding year. 


Toronto, Canada, CLARKSON GORDON 
March 9, 1987. Chartered Accountants 
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STATEMENT OF OPERATIONS 
for the year ended December 31, 1986 


1986 1985 
millions of dollars 
Revenues 
Primary power and energy 
PAPTUICUDORRRILITICS 0 ii a toed tha sas stir gelia\d'« logs’ ot CBOE Ke 3,116 2,891 
BPO aU S tO TC TS Suro a eres ahi havvhl/ ai ue Coplacay Oty 885 815 
PEC ANUU SL ARCUSUOINICTS 1.)s Pinaahess 6 oie a ete s lel uae ele 604 568 
4,605 4,274 
secondary powemand energy (noteljian.. 2k. jas as 248 351 
4,853 4,625 
Costs 
Operation, maintenance and administration ........... 1,014 966 
Beeruseciumelectricvenerauion Bue ek ica eh ve eele ae 933 968 
Wetter fonts i note 2 yan) 0h RES eh 40 uenel sa sia 91 87 
Powerpnrenased 336280 orl sie oa aia wip ne RR Gee 128 163 
Nuclear agreement—payback (note 3) .............45. (63) (75) 
Derreciation (MOTOS) elu) sc a Seid otiali wih sae esaceishode nega 705 655 
2,808 2,764 
Income before financing charges ................2005. 2,045 1,861 
|biAL USS LUNG aig Sy lle ON at Alba Ate ae a we ic a he 1,585 yaks 9, 
Poreciescliaiee (Ove O) so cr oe ee ee wie ee ae ii 176 
1,798 1,501 
PEC INCON CHa oe 5 cea elk ep eae» ee dle Sere 247 360 
Appropriation for (withdrawal from): 
MCU URCTITCINCIIN amis ea hike eae ey itis weal Rea atone 292 252 
Stabilization’ ofratesiand contingencies 2 iu. ha). wera (45) 108 
247 360 


See accompanying summary of significant accounting policies and notes to 
financial statements. 
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STATEMENT OF FINANCIAL POSITION 
as at December 31, 1986 
Assets 1986 


__1985 


millions of dollars 


Fixed assets (note 7) 


PIXed Asses SELVICEU 5. al Wcalh, a ca Oil) Bid ce ot 237312 
Pessraccumu lave dle DECCIatio Naan a:huinus oe mel ai ed ec 4.946 
18,366 
Gonstiuction im progress. OL waaay | Wh TAS CE aeons (Pips: 
26,103 


Current assets 


Gash and temporary investments (ei voe haw sore 285 
Aecounts recetvable sii. i 5) i wanade on cue ene 543 
Pirehtor electric peneration.(note seit. eon ae eae oe 1,065 
Materials andisupplies, at cost 200 i4 Lae ine eed 281 

2,174 


Other assets 


LeaMOMizegweDtcOsts Jar Tials chet 1) eee Os ots 1,597 
Unamortized advances for fuel supplies (note 9) ....... 884 
Unamorized deterred costs (note 10)ius sceee eee 283 
Long-term accounts receivable and other assets ........ 316 
3,080 

SP.357 


See accompanying summary of significant accounting policies and 
financial statements. 


20,604 
4,614 


15,990 
8,159 


_ 24,149 


notes to 


Financial Statements 


Liabilities 


6 es 4 Oi 8; 16) er 6 “Ope: S. 6, 6 6 SS 8 6 Le: 


Long-term debt (note 11) 


Current liabilities 

Accounts payable and accrued charges 
Short-term notes payable 
PIMC GAN ees ss) Sg ae eM 8 6 a a4 3050 
Long-term debt payable within one year 


oe 8-6 € @ € o C6 0 te © 2 we eo ee 8 


Other liabilities 
Long-term accounts payable and accrued charges 
Accrued irradiated fuel disposal 

and fixed asset removal costs (note 12) 


ooe je © 0 6 


Contingencies (notes 3, 9, 13 and 15) 


Equity 
Equities accumulated through debt 
retirement appropriations 
Reserve for stabilization of rates 
ANG CONLNCENCES mde ..o... Awid sso. Surat. 
Contributions from the Province of Ontario as 
assistance for rural construction 


CH ee vaey er teem ees ee Peet Cen et Jee et Ge Yeu yeek IMeT 1 


ene © C8 © 2 @ 6.8 


On behalf of the Board 


Tom Campbell 


Chairman 


Toronto, Canada, 
March 9, 1987. 


<0) 6) ee 6 


oe e # © @ @ 


Ce I cane Teme ee We eC vc Cot ) a Yo | 


eeceee ee 


oe ee © © © 


OO Ay ig 8 0. 


oe e © © © @ 


1986 


45 


1985 


millions of dollars 


2a494) o 22.900 

473 549 

255 223 

742 710 

1,076 407 

2,546 1,889 

136 158 

490 311 

626 469 

2,910 2,618 

1,654 1,699 

A, 127 

4,691 4,444 

B1i357 29,320 
Robert Franklin 

President 
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STATEMENT OF EQUITIES ACCUMULATED THROUGH 
DEBT RETIREMENT APPROPRIATIONS 
for the year ended December 31, 1986 


Power District 
(Rural Retail and 


Municipal Direct Industrial Totals 
Utilities Customers) 1986 1985 
millions of dollars 
Balances at beginning of year 1,827 791 2,018!) 233606 
ADPLODEAION 2 ateracrn khan 200 92 292 252 
Balances atend of year ..... Path | ad 883 2,910 2,618 
STATEMENT OF RESERVE FOR STABILIZATION 
OF RATES AND CONTINGENCIES 
for the year ended December 31, 1986 
Held for 
the benefit Held for the benefit of 
of all (or recoverable from) 
customers certain groups of customers Totals 
Rural Direct 
Municipal Retail Industrial 
Utilities Customers Customers 1986 1985 
millions of dollars 
Balances at 
beginning of 
rented) ee 1,742 1 (39) (5) 1,699 1,591 
Appropriation 
(withdrawal) (38) a (2) (5S) (45) 108 
Balances at 
end of year 1,704 1 (41) (10) 1,654 1,699 


paar reins: | eeeeteeniceneieinees)) | came | ee 
eS | | ha——a——csase’,  "(aesieaaaeees. | So 


See accompanying summary of significant accounting policies and notes to 
financial statements. 
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STATEMENT OF SOURCE OF CASH 
USED FOR INVESTMENT IN FIXED ASSETS 
for the year ended December 31, 1986 


1986 1985 


millions of dollars 
Operating activities 


Cash provided from operations (note 14) ............ 1,040 iia) 
Financing activities 

TAOINOATGETMELE OL ISSUER a he ate vee te ea og) cher 2,384 Lot 

Less fetirementsos avin sahertielastiae, oth) ities. 674 1,024 

Cash provided. ftom, financing. samt sos 3. gamed. Rms Li LY) hon 
Investing activities in other assets—decrease  __ 

OO ee ee a ta nL a oo ee a 70 18 
Cash from operating, financing and other investing 

ACU See ee i Re A ee hee Fila ss 2,820 1,830 
Changes in cash and cash equivalents 

ANGLE ASC) OCTE ASC ANIOLOGLS: Vik ania cid cenoninc ach -ullat ue \4 ad fou (235) 814 
Cash used for investment in fixed assets ............... 2,585 2,644 


Changes in accounts payable and accrued charges 
affecting investment in fixed assets 


BH ee raa sey tate Perma ert Jae) Femi siteg inate as Ok Ee (62) (103) 


Investment in fixed assets(note 14) ................04. 223 2,541 


See accompanying summary of significant accounting policies and notes to 
financial statements. 
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NOTES TO FINANCIAL STATEMENTS 


1. Secondary power and energy 
Secondary power and energy revenues include $247 million (1985-$350 million) from sales of electricity 
to United States utilities. 


2. Water rentals 
Water rentals are the amounts paid primarily to the Province of Ontario for the use of water for hy- 
draulic generation. 


3. Nuclear agreement—payback 

During 1983, units 1 and 2 of the Pickering Nuclear Generating Station were shut down for replace- 
ment of pressure tubes and have not operated since then. The Nuclear Agreement, which is described 
in the Summary of Significant Accounting Policies, allows maintenance and overhead costs during the 
shutdown period to be included in payback calculations. The calculations have resulted in negative pay- 
back amounts of $8 million in 1983, $36 million in 1984, $75 million in 1985 and $63 million in 1986. 
These amounts, totalling $182 million, have been credited against the costs of operations for the re- 
spective years and are included in “‘long-term accounts receivable and other assets’’. The basis for this 
accounting treatment is the belief by Ontario Hydro that under the Nuclear Agreement, these 
amounts, termed ‘‘negative payback’, plus interest, can be offset against future positive payback 
amounts payable to the Province of Ontario and to Atomic Energy of Canada Limited when the units 
return to service. Atomic Energy of Canada Limited objected to this interpretation and took the posi- 
tion that “‘negative payback”’ is not to be offset against future positive payback amounts. In addition, 
during 1983, the parties to the Nuclear Agreement agreed that the provisions for irradiated fuel dis- 
posal costs related to Pickering Nuclear Generating Station units 1 and 2 be included, subject to further 
discussions, in the calculation of payback for the years 1982, 1983 and 1984, and also to discuss whether 
such costs should continue to be included in the calculation of payback subsequent to 1984. 


During 1986, the parties to the Nuclear Agreement reached a settlement in principle regarding the 
interpretation of the agreement. The settlement establishes that the negative payback amounts accu- 
mulated during the shutdown period of the units, and included as long-term accounts receivable, are 
recoverable by Ontario Hydro. These amounts, plus interest, are to be recovered by Ontario Hydro 
over the remaining term of the Nuclear Agreement and will commence when the units are returned to 
service, which is expected in 1987. The settlement also provides that the termination date of the Nu- 
clear Agreement be extended from the year 2001 to 2003. In addition, the settlement recognizes that 
the provisions for irradiated fuel disposal costs related to units 1 and 2 are properly allowable costs to 
be included in the calculation of payback. At this time, the amendment to the Nuclear Agreement to 
reflect the settlement in principle has not been finalized. 


4. Depreciation 1986 1985 


millions of dollars 

Depreciation. ot fined assets Wi service 05% ou pas. gs ate ec ne ves 638 594 
PURO IZATION Of OC LOTTO CORES egrc ctice a idae Wie eae ea RUMOR E Biceneris ce Koniks 4] 39 
PLOVISIOIP ION Net FEMOVALCONS 4b iv cars cans tw te Se oe ace 106 104 
RIEDEF VOIMIVOLCUSES © cigs circ'g rai eek oh aa natn toe Ae ee Bi ee ey eh i 10 
800 747 

Less: 
Depreciation charged to—heavy water production ................405- 51 50 
-CONSIIUCTION 11) PIORLESS 70. Sicntaearae Waotaain Styne 33 a 
wie] LOL PICCINIC SONETAUON iow Site aes gr ns e 2 
INCE Gain OU Sales OF MINED Bssete «shi Greasy ck ata w een ek eee 9 13 
95 92 


705 655 
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5. Interest 1986 1985 
millions of dollars 
ifterest on ponds. notes; and Other debi i date a ei oh ees tee eae eS 2,650 Pf $5 
Interest on accrued irradiated fuel disposal 
neh tte mSSel TE MOV AL CORUM... ey ss ee ee oe Yates de te eke See 34 28 
2,684 nook 
Less: 
Interest charged to—construction in progress .. 0... eee eee 807 933 
se eAV VE Water PROUUCLIOM Grok enn vir avis ded ade es & {tz 116 
mie tor elechric CeMeraAtion) Gp it fupisis.d vice a te er 102 102 
—unamortized advances for fuel supplies............. 17 15 
Tnistest CAINEC CO IUVESUICHIS 4.0 eas DO ea ea ie gla Gis dae ie ak Bons 61 60 
1,099 1,226 
1,585 1,325 
6. Foreign exchange 1986 1985 
millions of dollars 
Amortization of foreign exchange gains and losses ............0 eee uee 189 190 
Net exchange loss (gain) on other foreign transactions ..............04, 24 (14) 
¥s) ) 176 
7. Fixed assets 2 PHIRI Do Nie ARES EG eink Ste Ae oy Bi 
Assets in Accumulated Construction 
Service Depreciation in Progress 
millions of dollars 
Generating sfations-hydraulic of ia. iw i ee ae eis 1,844 572 26 
CROLL. ez shay nad atic reieun anboakan MOA Mion 2,825 784 24 
SAE ena hin Madea hac uhins one Re 8,823 942 6,188 
FIG Avy Wales i te ie a a oer oo ee eran ous wl eis Ge ZALy 171 997 
Transiission and cistibution .5...4 < Seas ka es es 4,748 1,283 425 
Heavy water production facilities: . 0... F 2424545542 4% 1,128 339 - 
Administration and:service facilities ........0.%..%5 65% 1,042 407 77 
Non-operating reserve facilities 
STOSSIUBCMETAUING StBHONS cs alas eihsalsueay STOIe otha 785 448 - 


pe es 4,946 T3757 
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7, Fixed assets (continued) A a A LBS dae 

Assetsin Accumulated Construction 

Service Depreciation in Progress 

millions of dollars 

Generating stations—hyGraulic io) eho e Cahn es a 1,830 544 ii 

MOSSEL. Aires Ohiawste aint et aie tite beng te Nave 2,836 697 32 

aa: 1b 1 (ct: | OS Hatbe BURP Anne 8 SR ENIGE BEd iC Un un 6,805 718 6,561 

TIGA VV ALE Oe or ass sta Seas eee a eres 1,605 136 1,187 

‘Transmission and distributionn wipal.av nie ake cen ts ne ee 4,462 1,182 304 

Heavy water productionfacilities 2.1.3 wae ese ds ose 1o126 285 - 

Administraviomand service facilities. 2 Ln Poin on 6 ee 915 383 64 
Non-operating reserve facilities 

=fossihweeneratwig stationss a). 24 is Gx Se wail ce alae ee 786 432 = 

“heavy water production facilities ites... baa. | ie Zak 237 ~ 


20,604 4,614 8,159 


Non-operating reserve facilities consist of Lennox, R.L. Hearn, J.C. Keith and Thunder Bay unit 1 fos- 
sil generating stations. Substantially all of the undepreciated cost of non-operating reserve facilities is 
related to Lennox generating station, which based on current forecasts, is expected to return to opera- 
tions in the mid 1990s. Based on current forecasts, Bruce Heavy Water Plant “A” has been declared 
surplus and, accordingly, the capital cost and accumulated depreciation related to this facility were re- 
duced by $237 million effective December 31, 1986. 


Construction in progress at December 31, 1986: 


Estimated 
Costs to 
Remaining Dependable Costs Complete 
Numberof Planned Capacity to Incurred to (Excluding 
Units In-Service be Placed December 31, Escalation 
Scheduled Dates in Service 1986 and Interest) 
megawatts millions of dollars 
Nuclear generating stations 
(including heavy water) 
BIUCe obs (home en tae 1 1987 835 1,497 81 
Darlington cee acs. as + 1988-92 3,524 5,187 2,665 
All other construction 
1i) PIORTESS eieane tec 5. - - - 1,053 - 


vere) 


Estimated costs to complete are the most recent projections. These estimates exclude cost escalation 
and interest which are forecast to average 6% and 11% per year, respectively, over the period 1987 to 
1992. Because of the uncertainties associated with long construction lead times and planned in-service 
dates, these costs to complete are subject to change. 


The fuel channel replacement program for Pickering ‘“‘A”’ units 1 and 2 is estimated to cost $439 mil- 
lion, excluding interest and escalation. Of this total, $304 million is to be capitalized as installation 
costs, and the remaining $135 million is related to the removal costs of the existing pressure tubes and is 
being recovered through charges to operations as described in note 12. The actual expenditures for in- 
stallation costs, including interest of $56 million, totalled $247 million as of December 31, 1986 and are 
included in all other construction in progress in the above table. The first two units of Pickering “A” 
are expected to be returned to service in 1987. 


For 1987, additional investment in fixed assets is estimated to be approximately $2,532 million in- 
cluding escalation and interest. 
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8. Fuel for electric generation 1986 1985 
millions of dollars 

WR RMRLOTICO=ANETIVOUNY oe pocineay ad ly: ale bo wenake AR Ge aida aeelle m OM eT ORT ER ce5i6 586 533 

SE | MEARE: POPOL IR LANNY ATR EAD NO ae enema Chere” Oe Ptr 479 482 

1,065 1,015 

9. Unamortized advances for fuel supplies 1986 1985 
millions of dollars 

Uraniunenio Algom Limited... 4:5. ssa ays tilt ot ate uae 431 450 

=D EMSOMIMINES LAMITC 4c) le ay eG ens tet lal ap gene aio a4 ie aad 359 355 

790 805 

ere ie ae Eatin sae yo 8) ee Ie RW ge ie 1 STR Nya wa Wipe tastarcd Dian 94 94 


884 899 


Unamortized advances for fuel supplies are recovered as fuel is delivered. Contractual obligations for 
additional advance payments for uranium supplies together with interest capitalization approximately 
equal the amortization of advances for uranium supplies over the next five years. 


Ontario Hydro has entered into long-term contracts with Denison Mines Limited and Rio Algom 
Limited for uranium supplies through to 2012 and 2027, respectively. Ontario Hydro’s current forecast 
of the annual requirements for uranium is approximately 1,300 megagrams for 1987, increasing to ap- 
proximately 1,900 megagrams by 1994. The forecasted requirements and contracted deliveries are in 
balance up to 1994. Commencing in 1994 through to 2012, contracted deliveries exceed requirements of 
the nuclear generating facilities currently in service and under construction by approximately 1,000 me- 
gagrams per year. Ontario Hydro’s options for managing the oversupply include resale of the uranium 
and, under specified conditions, cancellation or renegotiation of the contracts. In the event that a con- 
tract is cancelled, the supplier is not required to refund any outstanding advances. At this time, the 
likelihood of a contract cancellation and the financial implications of pursuing the options are not de- 
terminable. 


10. Unamortized deferred costs 1986 1985 
millions of dollars 

Bruce Peavy Waier Elan aig shen dase ae ae yeaa ie a 4 ade eee acs Zoo, 280 

Wesleyville:Genérating Stations. 6.02 Girne, SOS Pals SoS a 24 33 


283 313 


Bruce Heavy Water Plant ‘“‘D” is an indefinitely deferred project with a low probability of construction 
being resumed. The captial cost of this project and the unamortized deferred costs associated with the 
cancelled Wesleyville generating station project were not written off directly to operations since the 
Board of Directors under its rate setting authority determined that these costs be amortized for recov- 
ery through electricity rates over the period 1984 through 1993. As a result of a recent review, the costs 
of removal of Bruce Heavy Water Plant ‘“‘D” have been estimated to be $18 million and, accordingly, 
this amount was included as an adjustment to the cost of this project, effective January 1, 1986. The 
amortization of the deferred costs associated with these projects results in an annual charge of $41 mil- 
lion for 1986. 


52 Appendix II — Finance 


11. Long-term debt 1986 1985 - 
millions of dollars 
Bonds and notes payable. iis jee e Ge «ell teas Gp ious pon earner eee 24,390 22,728 
Other long-tetiti. debt 2.0% Ao tac he dee ue cia moda gus eeaagecn saya 180 197 
24,570 22,925 
less Payable Within ONE Wear o/s. s ss whe 4 lw G hey Shee wan caatiee nga arene 1,076 407 


23,494 225518 


Bonds and notes payable: 
Bonds and notes payable, expressed in Canadian dollars, are summarized by years of maturity and by 
the currency in which they are payable in the following table: 


1986 1985 pipe 
Weighted Weighted 
Average Average 
Years of Principal Coupon Principal Coupon 
Maturity Outstanding Rate Outstanding Rate 
Canadian Foreign Total per cent Total per cent 
millions millions 
of dollars of dollars 
TOSGF) PR GR hh ee - - _ 386 
O87 Me VSR As 738 316 1,054 1,039 
ADE S* Gia!s Bene SCONE, ERA 853 336 1,189 1,191 
199%, Waived Raley. 517 818 193355 1,347 
EDGES ee CES 1,030 740 1,770 1,756 
POOR. PSE NG 6 WS 1,148 942 2,090 - 
pS Re Pa Mae OND 4,286 5 a ye 7,438 sa iy 5,719 p eh 
GalO VOATS ete, cree ceva 3,400 2,069 5,469 10.8 5,026 12.8 
El LS VEa0s cars bak lee 2,389 646 3,035 10.9 2,413 9.5 
16-20 Years: Hoi, ee aks os 2,058 1,296 3,354 10.5 4,096 HZ 
DUSZS Yeats ire. watery. cs 1,793 2,663 4,456 11.0 4,005 CS 
ZO2 OU MEALS? ta tras eiasnsibaiven tise - 638 638 14.4 1,409 14.8 
13,926 10,464 24,390 1132 PPB Pas: i 
Currency in which payable: 
CAN ada COUAESH. oan edie beet. ara os 13,926 11,839 
United States dollars. 0. o ecsee oa bas 10,355 10,699 
SWissira nes ese fe ah Does SE ANE ee, 86 122 
West German Deutsche marks ....... - 41 
United Kingdom pounds sterling ..... 23 21 
24,390 Lowen 


Ontario Hydro has entered into financial arrangements to hedge a portion of the foreign currency ex- 
posure related to principal and interest payments with respect to long-term debt. As at December 31, 
1986, these arrangements amounted to United States $744 million and Swiss francs 106 million, having 
weighted average Canadian dollar exchange rates of 1.39 and 0.87 respectively. These arrangements 
are primarily in short-term forward exchange contracts which hedge principal and interest payments 
due in 1987. 
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11. Long-term debt (continued) 

Bonds and notes payable in United States dollars include Canadian $7,083 million (1985—Canadian 
$7,190 million) of Ontario Hydro bonds held by the Province of Ontario and having terms identical 
with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. Bonds and notes 
payable are either held, or guaranteed as to principal and interest, by the Province of Ontario. 


Ontario Hydro has entered into interest rate swap arrangements amounting to Canadian $350 million 
in notional principal as at December 31, 1986, and expiring in 1989 through 1993. These arrangements 
have effectively converted fixed interest rates on long-term debt, having a weighted average coupon 
rate of 9.82%, to variable interest rates which are adjusted quarterly to the prevailing Canadian bank- 
ers’ acceptance rate. 


Other long-term debt: Yearsof Interest 


Maturity Rate 1986 1985 


per cent millions of dollars 
Balance due to Atomic Energy of 
Canada Limited on purchase of 
Bruce Fleavy Ay ser Pian Ar oe ee OE 1992 7.8 121 | a 
Capitalized lease obligation for the 
Head Office building, payable in 


IOLA aes eT ee ee Sete, Se ee ae 2005 8.0 52 pe 
Capitalized lease obligations for 
transport and service equipment’. 2s... 1987 6.3 
to 1994 to 11.9 | 7 
180 197 


Payments required on the above debt, excluding interest, will total $111 million over the next five 
years. The amount payable within one year is $22 million (1985—$21 million). 


12. Accrued irradiated fuel disposal and fixed asset removal costs 1986 1985 


millions of dollars 
Accrued inradiatedauel disposal costs) .)cus't as cisiere tagersd swiss nos lal has) } 243 189 
Accmed fixed asset removal costs. lis: Sox. acu gionw dh ap eblereeg, . rants). wieeelh 247 122 


490 311 


Irradiated fuel disposal costs: 


The significant assumptions used in estimating the future irradiated fuel disposal costs were: 

= an in-service date of the year 2010 for irradiated nuclear fuel disposal facilities; 

* a transportation distance of 1,000 kilometres from nuclear generating facilities to disposal facilities; 

« interest rates through to the disposal date ranging from 9% to 12% (1985 - 10% to 15%); and 

= escalation rates through to the disposal date ranging from 5% to 9% (1985 - 5% to 12%). 

Because of the uncertainties associated with the technology of disposal, and the above factors, these 
costs are subject to change. 


Fixed asset removal costs: 


Fixed asset removal costs are the costs of decommissioning nuclear generating stations and heavy water 
production facilities after the end of their service lives, and the costs of removing certain fuel channels 
from nuclear reactors which are expected to be replaced during the life of the reactors. The significant 
assumptions used in estimating fixed asset removal costs were: 

* decommissioning of nuclear generating stations in the 2041 to 2062 period on the deferred dismantle- 
ment basis (dismantlement following storage with surveillance for a 30-year period after shutdown of 
the reactors), and a transportation distance of 1,000 kilometres from nuclear generating facilities to 
disposal facilities; 

« dismantlement of Bruce Heavy Water Plants “‘A”’, ‘“B”’ and “‘D” in the 1991 to 2005 period; 


54 Appendix II — Finance 


12. Accrued irradiated fuel disposal and fixed asset removal costs (continued) 


* removal of fuel channels in Pickering Nuclear Generating Station “A” units 1 and 2 in the 1984 to 
1987 period and units 3 and 4 in the 2000 to 2003 period, and Bruce Nuclear Generating Station “A” 
in the 2002 to 2010 (1985-2002 to 2007) period, and commencing in 1986, Pickering ‘“B” in the 2012 to 
2018 period and Bruce “‘B”’ in the 2013 to 2019 period; 

* interest rates through to 2062 ranging from 9% to 12% (1985 — 10% to 15%); and 

* escalation rates through to 2062 ranging from 5% to 8% (1985 —-5% to 12%). 

Because of the uncertainties associated with the technology of decommissioning and fuel channel re- 
moval, and the above factors, these costs are subject to change. 


The fuel channel removal costs for Pickering ‘‘A”’ units 1 and 2 are being recovered by way of annual 
provision through to 1987 when both units are expected to return to service. As of December 31, 1986, 
annual provisions totalled $124 million with actual expenditures incurred amounting to $114 million. 


13. Fuel oil contract 

Ontario Hydro contracted with Petrosar Limited for the purchase of 20,000 barrels of residual fuel oil 
per day through to April, 1992. Deliveries for the years 1981 and 1982 were 6% and 2%, respectively, 
of the contract quantities and no deliveries were taken since then. Amounts have been charged to the 
costs of operations in prior years to provide for settlement with respect to reduced deliveries up to and 
including 1982. Ontario Hydro advised Petrosar Limited on May 24, 1983 that the contract is at an end 
due to Petrosar Limited’s prior undertaking to the Government of Canada to limit its production of re- 
sidual fuel oil to an amount less than the contracted quantities. Petrosar Limited commenced actions 
claiming damages of $45.5 million and $59.9 million for failure to take the contract quantities in 1981 
and 1982, respectively. Ontario Hydro counterclaimed for $39.4 million paid to Petrosar Limited in 
1980, 1981 and 1982 and an accounting for the difference between market and contract prices for resid- 
ual fuel oil supplied since the date of such undertaking. The trial on this matter in the Supreme Court 
of Ontario ended on March 18, 1986. On April 21, 1986, the Supreme Court rendered its decision that 
the contract between Ontario Hydro and Petrosar Limited was at an end, and that Petrosar Limited 
was to return the $25.5 million previously paid by Ontario Hydro with respect to 1981 and 1982, plus 
costs and interest. Petrosar Limited has appealed the court’s decision. These financial statements do 
not reflect the effects of the court’s decision. 


14, Statement of Source of Cash Used for Investment in Fixed Assets 
The Statement of Source of Cash Used for Investment in Fixed Assets reports the investment in fixed 
assets resulting from the cash flows from operating, financing and other investing activities, and the ef- 
fects of changes in cash and cash equivalents and changes in accounts payable and accrued charges af- 
fecting investment in fixed assets during the year. This statement focuses on the investment in fixed 
assets in view of Ontario Hydro’s current level of construction activities which are financed from two 
major sources, cash provided from operations and cash from external borrowings. 

The components of cash provided from operations, investment in other assets, and changes in cash 
and cash equivalents, defined to be cash and temporary investments net of short-term notes payable, 
are summarized below. 


Cash provided from operations: 1986 1985 
millions of dollars 
Ne tincamren oii eas ae sels ie dsl ee al es Ce el ati 247 360 
Items not requiring cash in the current year 
DEDTECHACION sc cecia ns b sadananiccabsn oul ies Las Realname Sabaeh eae oped. 705 655 
Amortization of foreign exchange gains and losses ................4. 189 190 
Provision tor irradiated fuel, Gisposal COSES 6. iia ite ace suchen: pips oa ia ike 3) 24 
INIICICAL ACLEGMCHI=PayOACk  uicit ses Mueinaacane Muti eee ia ad (63) (75) 
81) te Ra Sa ORD Ge OER TEL Ot PR BUM NS Wee RH GE tay ei Ca hin RU ene tra 16 21 
Funds provided from operations’. ).087 PFPe Pee I ee el ees 1,129 w175 


Changes in working capital, excluding cash and cash 
equivalents, and long-term accounts payable 
affecting operations — (increase) "4/2 Mt ae eae eee (89) (120) 


Cash provided ont Operations s-o\0.0.0\0.d\ cis as, eaty tear a ee ms Dee 1,040 1,055 
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14. Statement of Source of Cash Used for Investment in Fixed Assets (continued) 
Investment in other assets: 1986 1985 


millions of dollars 


rivances ang related Costs fOr TEL SUPDNCS. on shel os Fk aS pn slew be (32) (37) 
Less repayments and amortization of advances 
PCT IDOE tee Me dy nile ter amtN eet ea) Ve bata, ile elie toe alah Oe 52 49 39 
17 z 
CA html kel Bola sen lndgnte iiasg cits balnatat lyre ua ndersehi' clr Wey Nera Rae ot erie he ai 53 16 
Povestmentin Other assets-decrease natetad Ae As Pets HS PR a Oe 70 18 
Changes in cash and cash equivalents: 1986 1985 


millions of dollars 
Cash and temporary investments— 
(increase) decrease (267) 640 
Short-term notes payable—increase 32 174 


Changes in cash and cash equivalents— 
(increase) decrease (235) 814 


The reconciliation of the change in fixed assets during the year with the investment in fixed assets for the 
year is summarized below. 


1986 1985 
millions of dollars 

CRANVE MIKEC ASSIS oie cise niet nlnun « Mtpwitohet stah dilktnah en nla meoak Rants Se Malena We 1,954 2,002 

DC OLCCMIIO NOL NXE ASSelS 1 SET VICE 5/5 part isos) ane 4 Fb va te ge Gel ete 638 594 
Less depreciation charged to heavy water 

Hroduchion and construction im'PIOgress Loe pas chee aide Ee tens (84) (77) 
554 517 
Net book value of fixed assets'sold or retired oo... sie oon ews os ed a 15 22 


PIVGOCETINE TIEN) IREC ASSELS tec tire eet icy hie eri ins Blan celine we) RS tk wc eee amie ar ZL 2,541 


15. Pension and Insurance Plans 

Ontario Hydro’s employee benefit programs include pension and insurance plans. The assets of the 
pension, group life insurance and long-term disability plans and the changes in assets during the year 
are shown in the financial statements of The Pension and Insurance Fund, and are not included in On- 
tario Hydro’s financial statements. 


Pension Plan: 

The most recent actuarial valuation of Ontario Hydro’s pension plan as at December 31, 1985 reported 
a surplus of approximately $399 million (December 31, 1984 —- $220 million). The increase in the pen- 
sion plan surplus during 1985 is attributable to an experience surplus of $194 million and a surplus of 
$87 million arising from changes in actuarial methodology, partially offset by an application of $42 mil- 
lion towards plan improvements on January 1, 1985, and the amortization of $60 million of the estab- 
lished surplus. In 1986, $59 million of the $399 million surplus was applied towards plan improvements 
to the pension plan. 


The significant actuarial assumptions used in the 1985 and 1984 valuations were: 

* rate used to discount future investment income—8.5%, and future benefits-8%; 

«salary escalation rate-8%; 

* average retirement age for males—60.7 (1984-60.3) and for females—61.0 (1984-61.2); and 
* corporate shares valuation-five-year market value average. 
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15. Pension and Insurance Plans (continued) 


The pension plan costs for 1986 were nil (1985-$21 million) after the application of $74 million 
(1985-$58 million) of pension plan surplus to meet Ontario Hydro’s current service cost for 1986. 


On October 21, 1986, the Ontario Hydro Employees Union, Local 1000 of the Canadian Union of 
Public Employees—C.L.C. filed an application for judicial review in the Supreme Court of Ontario to 
determine whether Ontario Hydro is entitled to apply the pension surplus that has accumulated in On- 
tario Hydro’s pension plan to meet the Corporation’s contribution with respect to current service cost. 
The hearing on this matter was held on February 5, 1987. On March 3, 1987, the Supreme Court ren- 
dered its decision that Ontario Hydro has complied with the relevant statutory provisions regarding the 
corporate contribution towards current service cost. The Ontario Hydro Employees Union has the 
right to seek leave to appeal the court’s decision. 


Group Life Insurance Plan: 

The group life insurance plan had a surplus of approximately $33 million as of December 31, 1986 (De- 
cember 31, 1985-$34 million). Effective April 1, 1986, this surplus will be used to pay the insurance 
premiums for all members of the plan until the surplus is fully utilized. 


16. Research and development 
In 1986, approximately $71 million of research and development costs were charged to operations and 
$21 million were capitalized (1985-$63 million and $17 million, respectively). 
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Five-Year Summary of Financial Statistics 


1986 1985 1984 1983 1982 


millions of dollars 


Revenues 
Primary power and energy 
Municipal ntiities ies Pao es Wier Sass 3,116 2,891 25555 2,265 1,997 
RUranretaile CUSEOIMCTS *. Sch tics aces 6 ayes 885 815 ke 644 576 
Direct industrial CUStOMEES vic cc ac sis is eee « 604 568 516 448 395 
4,605 4,274 3,783 33307 2,968 
Secondary power andenerpys Po ee es 248 351 429 448 419 
4,853 4,625 4,212 3,805 3,387 
Costs 
Operation, maintenance and 
ACMIISTEAUION sc heeniia Cat a hoe eta cco eee 1,014 966 884 952 854 
Buelandiittevrelatedis sie oa no ees ey 1,089 1,143 1,210 1,169 1,094 
BrOPreciatiOni a ahay abummalen .iil-c eal g inlets see hae ers 705 655 476 396 348 
2,808 2,764 2,570 Pasay By 2,296 
Income before financing charges 2,045 1,861 1,642 1,288 1,091 
Financing charges 
COTOSS THEE TEST pe ts Sd UN oe ral ce ema 2,684 Doo | 2yo22 2,012 1,708 
CAD MATIZEd INTER EN ce rote itae ne See beree gin ens a (1,038) (1,166) (1,293) (1,194) (968) 
Investmieneincouier. hac, sien wale ee | serene (61) (60) (80) (58) (67) 
Poreignvexchange 53.60. hos eos as Manca ke ts yee ng Zio 176 118 56 70 
1,798 1,501 1,067 816 743 
Net income 247 360 Rye. 472 348 
Financial position 
SV Otol assetar ioc sees Urtcitc ake ea ean clots ayiniaes S1357° 29-320) 27.301 1 723,194 20.721 
UXO ASSO ES roan Re Ee eee eee aight 26,103 24,149 22,147 19,948 17,600 
one-term debtsncisca ac zie ie nano toed eres 23,494. 522.518. 220,059 A7.977T © / 15.882 
BSQUHEY (Salita iy crcest ners ated oa mee ee iene oh 4,691 4,444 4,084 3,509 3,037 
Source and use of cash 
CAS FLOM OMETAtIONS felted erty Gta neat lew ri ate ote 1,040 1,055 1,088 950 686 
CaSty TPO: PR ATCIN Dues cu ek ete rs cian etic 1,710 Tod 1,756 1,823 PE) 
Cash used for investment in fixed assets ......... 2.585 2,644 2,539 2,668 2,690 
Investment in fixed assets ..............000005 2,529 2,541 2,624 2,746 2,885 
Financial indicators 
Deb Urata ee fe a ieee edie, todas eoncols sabeened ect 835 .830 .833 840 845 
Cash flow coveragee? trea oulae een 1.05 1.02 .96 .88 .89 


THTETESE COVE TAREE ah ee eco Ne eNOS ret cash 1.09 1.14 1.25 1.24 1.20 
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1986 1985 1984 1983 1982 


Average revenue) in cents per kilowatt-hour of total 
Primary power and energy energy sales 
BARIUM sat alcn ons oie a apeters Sa wget, 3.894 3.754 3.440 3.210 2.981 
Peiral Porta CUStOMONS 1x needed caine 5.909 5.720 5.143 5.027 4.475 
mirect mdustiial CUSTOMETS’. vo... kk ae a a ws 3.272 3.155 2.896 2.740 2.614 
Secondary power andenergy ..............+--- 4.102 4.098 4.037 3.768 3.895 
PPCIASSIICAtIONS COMDINED 1 oc 6 eens 6 4 =: sil egal 4.017 3.925 3.586 3.409 3.203 
Average rate increases expressed as a per cent 
PIE IAT MILIMUCS ole See gs eee ar sae ees oe 4.0 8.5 8.0 8.2 9.6 
Peter Terai CuStOMErs ic Gos Kiss es op nee 3.8 8.7 tes 8.8 8.7 
DreCh MNCRISITIAL CUSLOMIENS 5) uae sae ssa sap 4.3 8.8 7.6 8.5 10.0 
Average cost(4)) in cents per kilowatt-hour of energy 
Hydraulic generated 
Operation, maintenance 
BAC IINSITATO TE  cius cyes he wo ole eo tL .200 .187 .184 159 A753 
Bere Water POM tals in. oes aw, Coyetta rs. os alae sles 243 233 .164 .076 .073 
Depreciation and 
MAMeIe CNATEOS 64. etry. mets 6,5, 6 a -< 4, o>. oh 414 399 384 345 .360 
857 819 Won 580 606 
Nuclear 
Operation, maintenance 
PIRArACIMINISIFAUON IE eer ae winks ane 2 eS gees 472 479 506 491 .487 
ese et ATT 4:7 ce apieke 8 eu 1h o's Rita sty Sleatate 481 426 361 me igh 384 
Depreciation and 
Rig ATONE CNAT LOS. lareh eh eoP cr isn Alay bo enacannnegels 2,051 1.889 1.330 1.026 .883 
3.004 2.794 2.197 1.874 1.754 
Fossil 
Operation, maintenance 
PEA! ACUMUTTIGULAUIOND © screed SR ae o airanier at eA alin rns 544 .437 348 368 .402 
Patelecoal Cav aMcLOll 2.) os ciayoremwar tie svanad ar wrench 2.745 2.609 2.500 2.417 2.328 
Depreciation and 
MOTOS CHAT RES Tor aheta tena sae slant BNPRT ON 1.444 997 oT 586 .683 
4.733 4.043 3.445 3.371 3.413 
ey eee cee a Ce a OL UR OD er ese ees PR ee tcl eee 
Footnotes 


(1) Debt ratio represents debt (bonds and notes payable, short-term notes payable, other long-term 
debt, and accrued irradiated fuel disposal and fixed asset removal costs less unamortized foreign ex- 
change gains and losses) divided by debt plus equity. 

(2) Cash flow coverage ratio represents funds provided from operations plus net interest, and interest 
charged to fuel for electric generation less interest on accrued provisions divided by interest on 
bonds, notes, and other debt. 

(3) Interest coverage represents net income plus interest on bonds, notes, and other debt divided by in- 
terest on bonds, notes, and other debt. 

(4) Figures for 1986 are preliminary. 

(5) Average cost per kilowatt-hour represents the costs attributable to generation but excludes the 
costs related to transmission, distribution and corporate administrative activities. These figures 
reflect the historical accounting costs of operating facilities and the actual energy generated by 
these facilities during the year. 
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FIXED 


for the year ended 


POWER SUPPLY FACILITIES 


Generating Stations—hydraulic ..............0000 eee 
soe f OSS 1 nea Apres WANs Gi v6 8 sce eR es 
ae CISAD oni is. Ox a ees Fe Ae 

FICAVYWALET aoa aa ie ES os eae she Wek Be Site bye oe: ogee oe 


Transmission and distribution 


TT PATSMISSIONSYSTE MIST he fois bos a slid 2 a aero s A 
Distributithy SYStCMIS 220. Re ee Pe Liga oh boleh ot ahr 
Communication €quipme itn 665s steps osm Sly aoe once 
RetarrcisteiOution tics te ett: « PERT ee es ue ol a en geay ees 


‘rotal'powersupplydacilities ig. sc han aw eens lets as 


ADMINISTRATION AND SERVICE FACILITIES 


Administration and service buildings... 6. 6s sc ee ce ae’ 
Transport and service EQUIPMENT 2. Uiiam 6 6 6 naa oa 


Total administration and service facilities ............... 


HEAVY WATER PRODUCTION FACILITIES 
NON-OPERATING RESERVE FACILITIES 


FossilGererating Stations $2)b5. i tha os ves cise cote 
Heavy Water Production Facilities .. 220... nes. Dae ene 


Total non-operating reserve facilities. ...........0.05++55- 
FOTAD FIXELVASSE LS. 2 errr ae re Rie tatens 2a ae te ae 


Balance 
December 


31, 1985 


$000 


1,830,338 
2,835,285 
6,805 ,440 


1,604 442 


13,075 ,505 


2,818,053 
258,572 
180,388 


1,205,435 
4,462,448 
MUSE TR 8S) 


353,048 


562,195 


915,243 


1,127,785 


786,384 
236,584 


1,022,968 
20,603 ,949 


IN 


Placed 


In-Service 


$000 


14,508 
(10,322) 

2,017,874 
517,156 


25939 216 


121,903 
29,253 
15,475 


144,309 


306 ,920 


2,846,136 


47,214 
131,094 


178 ,308 


176 


sau 


3 024,979 


ASSETS 


December 31, 1986 


SERVICE 


Retired 
or 
Reclassified 


$000 


(940) 


(385) 
(4,108) 


(5,433) 


(5,531) 

(4,202) 
3,358 

(15,138) 


We (21.513) 
(26,946) 


1,002 
(52,122) 


(51,120) 


(1,797) 
(236,584) 


(238,381) 
(316,447) 


Balance 
December 


31, 1986 


$000 


1,843 ,906 
2,824 ,963 
8,822,929 


2,117,490 


15,609 ,288 


2,934,425 
279 ,603 
199,221 


1,334 ,606 
4,747,855 
20,357,143 


401,264 


641,167 
1,042,431 
1,127,961 


784 ,946 


784,946 
23,312,481 


Fixed Assets 


Construction 
in Progress 
December 

31, 1986 


$000 


26,371 
23,650 
6,187,448 
996 ,309 


7,233,778 


3375203 
16,633 
14,747 
56,785 


425,428 
7,659,206 


62,054 
15,247 


disput 


7,736,507 


Total 
December 


31, 1986 


$000 


1,870,277 
2,848 ,613 
15,010,377 


3,113,799 


22,843,066 


3,271,688 
296,236 
213,968 


1,391,391 
Dil 13,202 
28,016,349 


463,318 


656,414 
1, 119732 
1,127,961 


784,946 


784 ,946 
31,048,988 


61 


Expenditures 
for 1986 


$000 


29,561 
(4,863) 
1,631,233 
326 ,347 


1,982,278 


253,108 
(1,042) 
21,601 

155,196 


428 ,863 
2,411,141 


51,811 
Lo9 725 


191,536 
176 


Re, 
2,603,212 
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ACCUMULATED DEPRECIATION | 
for the year ended December 31, 1986 | 


| 
Balance Retirements Balance | 
December Direct Indirect Sales and December 
_31,1985_ Provision Provision _Transfers_ _31, 1986} 
$000 $000 $000 $000 $7000 | 
POWER SUPPLY FACILITIES 
Generating Stations | 
MURVORAUNC | 2b Gamal oe 6 ms 543,876 29,410 — (792) 572,494 
SPOS SE oi oly: Acsch ass cag RE et wh a 696,378 87,376 = — 783,754 
SPHICLEAT ce ec cr  e 718,030 220,211 616 (208) 941,715, 
Heavys Water = 02% 2 t.wtawrs 2a ass mie 445 _ 34,100 PO oe ca __ 170,545 
2,094,729 374,163 616 (1,000) 2,468,508 
Transmission and Distribution | 
Transmission systems ......... 690,960 61,059 — (4,497) 747,522 
Distribution systems .......... 74,507 6,009 164 (2,097) 78,583. 
Communication equipment ..... 77,800 9,922 15 3080 90,770 
Retail distribution suc. circa gis ss 338,003 42,402 (14,326) 366,609 
1,181,800 119,392 179 (17,887) 1,283 1484 
Total power supply facilities 3,276,529 493,555 795 (18,887) 3,751 92 
ADMINISTRATION AND 
SERVICE FACILITIES | 
Administration and service buildings 63,514 116 8,798 483 72,911 
Transport and service equipment . . 319,305 — 56,778 (42,303) 333,780 
Total administration and | 
service facilities §.. 6.) ae sou es 382,819 116 65,576 (41,820) 406,691 
HEAVY WATER PRODUCTION | 
BACTRITIES 326 Bie: oa erate el es 285 ,523 3,042 50,556 — 339,121 
NON-OPERATING RESERVE 
FACILITIES 
Fossil generating stations ........ 432,310 17,866 — (1,797) 448,375 
Heavy water production facilities . . . 236,584 — — (236,584) = 
Total non-operating reserve 
PACH Sos oa ee it ee a 668,894 17,866 — (238,381) 448,376 
TOTAL ACCUMULATED 
DEPRECTATION( woh cies cela cca wee 4,613,765 514,579 116,927 (299,088) 4,946, 18: 
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Bonds and Notes Payable 


DETAILS OF BONDS AND NOTES PAYABLE 
as at December 31, 1986 


Year of Interest 

Maturity Callable Issue Rate 
% 

PAYABLE IN CANADIAN DOLLARS — BONDS (1) 
March 3, 1987 _ 1982 16.75 
May 12, 1987 - 1982 15.50 
July 5, 1987 1985 1967 6.25 
August 4, 1987 _ 1982 17.00 
August 12, 1987 — 1982 16.95 
October 12, 1987 _ 1982 13:75 
January 4, 1988 1984 1966 53/5) 
February 8, 1988 — 1983 10.50 
April 15, 1988 1984 1966 6.00 
July 5, 1988 1984 1966 6.00 
August 12, 1988 — 1982 16.95 
August 17, 1988 — 1983 11.50 
September 15, 1988 _— 1983" ae 11.25 
December 7, 1988 — 1983 10.75 
January 5, 1989 1985 1967 6.25 
February 22, 1989 — 1984 1e25 
May 1, 1989 — 1984 12.50 
May 1, 1989 = 1984 12.50 
August 14, 1989 _ 1984 13:75 
September 20, 1989 1985 1967 6.50 
February 1, 1990 — 1984 11.50 
February 14, 1990 — 1985 10.75 
February 14, 1990 _ 1985 10.75 
March 15, 1990 1986 1967 6.00 
May 6, 1990 — 1985 1125 
September 10, 1990 — 1985 10.375 
March 4, 1991 — 1985 10.50 
March 19, 1991 — 1986 9.50 
December 15, 1991 — 1986 9.00 
December 15, 1991 — 1986 9.00 
December 15, 1991 a 1986 9.00 
April 1, 1992 1988 1968 7.00 
August 15, 1992 1988 1968 7.00 
September 18, 1992 1988 1968 7.00 
September 15, 1993 _ 1983 12.00 
October 18, 1993 — 1983 iT 
December 23, 1993 — 1986 9.00 
February 22, 1994 — 1984 12.00 
March 18, 1994 1989 1969 ad 
April 1, 1994 1990 1970 9.00 
May 1, 1994 1989 1969 Us 
August 28, 1994 — 1984 13.00 
August 28, 1994 — 1984 13.00 
October 1, 1994 1989 1969 8.25 
November 8, 1994 — 1984 12.75 
December 1, 1994 1989 1969 8.50 
February 1, 1995 — 1984 12.00 
February 1, 1995 1990 1970 9.00 
May 30, 1995 — 1985 11.25 
June 30, 1995 1990 1970 9.00 
November 19, 1995 _ 1985 10.75 
November 30, 1995 1990 1970 8.75 
January 14, 1996 —_ 1986 10.00 
February 4, 1996 1991 1971 750 
April 1, 1996 1991 1971 7.625 
April 22, 1996 1986 9.00 
April 22, 1996 — 1986 9.00 
April 22, 1996 — 1986 9.00 
July 21, 1996 1991 1971 8.25 
September 15, 1996 1991 1971 7.875 
September 15, 1996 -— 1976 8.25 
February 1, 1997 1992 1972 FRR S 
April 5, 1997 1992 1972 7.625 
September 15, 1997 1992 1972 8.25 


Sub-total 


63 


Principal Outstanding 


December 31, 1986 
Can. $000 


72,139 
7,800,197 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d) 
as at December 31, 1986 


Year of Interest Principal Outstanding 
Maturity Callable Issue Rate December 31, 1986 
% Can. $7000 
PAYABLE IN CANADIAN DOLLARS — BONDS (1) (continued) 
Balance carried forward from page 63 7,800,197 
February 1, 1998 1993 1973 (Ae: 68,341 
May 15, 1998 1993 1973 8.00 115,385 
November 30, 1998 1993 1973 8.50 43,343 
March 1, 1999 1994 1974 8.50 47,816 
June 14, 1999 1994 1974 9.75 68,622 
August 15, 1999 1994 1974 10.25 70,917 
November 15, 1999 1994 1974 10.00 57,485 
January 10, 2000 1995 1975 O15 50,519 
February 10, 2000 1995 1975 9.50 70,913 
May 21, 2000 a 1975 10.25 56,288 
October 30, 2000 1995 1975 10.75 88 ,068 
January 29, 2001 1996 1976 10.25 148,100 
May 18, 2001 1996 1976 10.00 297 ,986 
March 3, 2002 1999 1982 17.00 99 688 
November 30, 2002 2000 1982 12.50 247,875 
November 30, 2002 2000 1983 12.50 100,000 
May 1, 2003 — 1984 13.50 138,700 
October 5, 2003 1996 1976 9.50 104,312 
January 6, 2004 1997 1977 9.25 747,720 
January 25, 2005 1998 1978 9.375 143,917 
May 1, 2005 1998 1978 9.75 134,243 
April 21, 2006 2001 1981 14.25 222,092 
June 27, 2008 2000 1978 9.75 140,556 
August 30, 2008 2000 1978 9.50 164 ,438 
April 4, 2009 2001 1979 10.25 264 ,334 
May 10, 2009 2001 1979 10.00 263,030 
January 15, 2010 2005(2) 1985 10.50 226,336 
March 25, 2010 2003 1980 13.375 127,196 
May 14, 2010 2003 1980 Bees: 284,676 
January 29, 2011 2004 1981 13.00 322,414 
12,715 507 
PAYABLE IN CANADIAN DOLLARS — ADVANCES FROM PROVINCE OF ONTARIO (1) 
May 1, 2000 — 1980 13.46 60,000 
May 5, 2000 — 1980 13.46 60,000 
May 6, 2000 _ 1980 13.46 21,714 
June 2, 2000 — 1980 12.01 60,000 
June 3, 2000 — 1980 12.01 60,000 
June 4, 2000 — 1980 12.01 42,273 
July 2, 2000 — 1980 11.82 60,000 
July 3, 2000 _ 1980 11.82 42,564 
August 5, 2000 — 1980 11.61 60,000 
August 6, 2000 _ 1980 11.61 19,534 
September 2, 2000 == 1980 12.55 13,915 
July 2, 2001 —— 1981 14.81 60,000 
July 6, 2001 o 1981 14.81 45,279 
August 4, 2001 — 1981 15.31 60,000 
August 5, 2001 a 1981 15:31 33,599 
September 1, 2001 — 1981 17.01 60,000 
September 2, 2001 a 1981 17.01 27,494 
October 1, 2001 _ 1981 17.00 60,000 
October 2, 2001 — 1981 17.00 28,018 
November 2, 2001 — 1981 eu | 60,000 
November 3, 2001 _ 1981 175 38,463 
December 1, 2001 —_ 1981 15.93 27,147 
November 10, 2006 _ 1986 9.46 119,000 
1,119,000 
PAYABLE IN CANADIAN DOLLARS — NOTES (1) 
Long-Term Notes — 1983 Various 92,000 
Short-Term Notes a 1984 Various 255,250 
347 ,250 


Total Bonds and Notes Payable in Canadian Dollars 14,181,757 


Bonds and Notes Payable 


DETAILS OF BONDS AND NOTES PAYABLE (Cont’d) 


as at December 31, 1986 


65 


Exchange 
Rate at Year of Interest Principal Outstanding 
Maturity Date of Issue Callable Issue Rate December 31, 1986 
% US $7000 Can $000 
PAYABLE IN UNITED STATES DOLLARS — BONDS (1)(4) 
March 10, 1988 1.2264 a 1983 10.375 200,000 276,100 
April 25, 1989 P2277 —_ 1983 10.50 200,000 276,100 
September 15, 1990 1.0762 1975(2) 1965 4.75 43,819 60,492 
May 1, 1991 1.1993 1988(2) 1981 14.625 97,215 134,205 
November 5, 1991 gl SI — 1981 16.00 99,650 137,567 
February 25, 1992 1.2296 _ 1982 ilb\at hs, 196,815 271,703 
August 31, 1992 1.2373 — 1982 14.625 194,625 268 ,680 
April 4, 1994 1.2789 — 1984 12.50 250,000 345 125 
March 15, 1996 .9850 —(3) 1976 9.50 435,500 601,208 
April 1, 1996 1.0781 1981(2) 1966 5.50 28,423 39 ,238 
April 15, 1997 1.0822 1982(2) 1967 5.625 54,312 74,978 
December 1, 1997 1.0812 1982(2) 1967 6.875 60,510 83,534 
August 1, 1998 1.0731 1983(2) 1968 fen Pes: 56,260 77 667 
February 15, 1999 1.0744 1984(2) 1969 VESTS 58,305 80,490 
September 1, 1999 1.0778 1984(2) 1969 8.375 66,375 91,631 
February 15, 2000 1.0725 1985(2) 1970 9.25 57,880 79,903 
August 1, 2000 1.0200 1985(2) 1970 9.25 43,135 59,548 
May 15, 2001 1.0098 1986(2) 1971 7.85 SAS) 98 450 
May 15, 2002 .9900 1987(2) 1972 7.70 78,795 108,777 
December 15, 2002 .9965 1987(2) 1972 7.30 67,525 93,218 
October 15, 2003 1.0003 1998(2) 1973 7.90 76,915 106,181 
March 15, 2004 .9706 1989(2) 1974 8.60 100,950 139,361 
October 1, 2004 .9818 1989(2) 1974 10.25 161,065 222,350 
March 1, 2005 1.0024 1990(2) 1975 8.875 162,890 224 870 
June 15, 2005 1.0260 1990(2) 1975 9.125 125,125 1725135 
November 15, 2005 1.0122 1990(2) 1975 9.25 166,080 229,273 
January 15, 2007 1.0226 1992(2) 1977 8.40 Passy- Dis. 353,015 
September 15, 2007 1.0744 1992(2) 1977 8.375 172,365 237,950 
January 5, 2008 1.0948 1993(2) 1978 8.75 230,310 317,943 
June 1, 2008 1.1180 1993(2) 1978 9.375 184,825 255,151 
November 30, 2008 LAS 1993(2) 1978 9.375 228,940 316,052 
March 1, 2009 1.1863 1994(2) 1979 9.75 264,440 365,059 
September 20, 2009 1.1677 1994(2) 1979 9.875 276,640 381,902 
May 1, 2011 1.1993 1996(2) 1981 1SA125 165,535 228,521 
November 5, 2011 1.1931 1996(2) 1981 17.00 149,845 206,861 
March 15, 2012 1.2167 1997(2) 1982 15275 178,585 246,537 
August 31, 2012 1.2373 1997(2) 1982 15.25 90,500 124,935 
March 10, 2013 1.2264 1998(2) 1983 11.50 95,775 132,217 
April 25, 2013 2277 1998(2) 1983 i175 975215 134,205 
5,544,174 7,653,732 
February 2, 1987 1.3835 — 1986 6.02 22,000 30,371 
5,566,174 7,684,103 
PAYABLE IN UNITED STATES DOLLARS — EURODOLLAR BONDS (1)(4) 
April 15, 1987 1.0492 ~ 1977 8.00 123,480 170,464 
April 29, 1989 1.2222 — 1982 14.75 150,000 207,075 
December 30, 1989 1.2187 — 1982 11.25 200,000 276,100 
May 19, 1990 1.2328 — 1983 10.25 250,000 345 ,125 
September 29, 1990 1.2328 ood 1983 VTS 200,000 276,100 
February 26, 1991 11975 — 1981 13.50 100,000 138,050 
August 28, 1991 1.2107 — 1981 16.00 150,000 207 ,075 
November 19, 1991 1.1837 — 1981 16.00 200,000 276,100 
August 5, 1992 1.2481 _ 1982 15.00 150,000 207,075 
October 14, 1992 1.2288 — 1982 122 200,000 276,100 
February 9, 1994 1.2457 = 1984 11.625 200,000 276,100 
1,923,480 2,655,364 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d) 
as at December 31, 1986 


Exchange 
Rate at Year of Interest Principal Outstanding 
Maturity Date of Issue Callable Issue Rate December 31, 1986 
% US $’000 Can $000 
PAYABLE IN UNITED STATES DOLLARS — NOTES (1)(4) 
Long-Term Notes 
— NEI Parsons Ltd. various — 1982-85 8.50 3,048 4,208 
Long-Term Notes 
— North Carolina Bank various — 1984-85 8.50 8,379 11,567 
11,427 iris: 
Total Bonds and Notes Payable in United States Dollars 7,501,081 10,355,242 


PAYABLE IN SWISS FRANCS — BONDS (1)(4) 
SF’000 Can $000 


September 30, 1987 8434 — 1986 4.875 100 ,000 85,590 
Total Bonds Payable in Swiss Francs 100,000 85,590 


PAYABLE IN UNITED KINGDOM POUNDS STERLING — NOTES(1)(4) 
UK £’000 Can $’000 
Long-Term Notes 
— NEI Parsons Ltd. various — 1985 11.00 11,310 23,147 


(1) Bonds and notes payable in United States dollars include $7,083 million of Ontario Hydro bonds held by the Province of On- 
tario and having terms identical with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. All 
bonds and notes payable are either held, or guaranteed as to principal and interest, by the Province of Ontario. 

(2) Callable at various declining premiums. 

(3) Payable 1987-1995 in annual installments of 5.5% of original amount of note of $650 million. 

(4) Bonds and notes payable in foreign currencies are translated to Canadian dollars at year-end rates of exchange. 


Allocation of Charges for Primary Power 67 


SUMMARY OF THE ALLOCATION OF THE AMOUNTS 
CHARGED FOR PRIMARY POWER 
for the year ended December 31, 1986 


POWER DISTRICT 
Rural Direct 
Municipal Retail Industrial 
Utilities Customers Customers TOTAL 
$000 $000 $000 $’000 
AMOUNTS CHARGED FOR PRIMARY POWER 
Common Function 
Common Demand (Note Lion vile, spe tes ate rns suecegtee sans 1,475,176 302,288 264,656 2,042,120 
Enereyat, 8.70) Mills per. kWin(Note'2) 5 31. cline ies wiser tyne 1,482,793 304 423 343 ,008 2,130,224 
fotak€ommon Function: hie) 225 na ee ee 2,957,969 606,711 607 ,664 4,172 344 
Non-Common Functions 
Gustomer Administration (NOES)! oo. es octets ee ee ee ee 43,482 20,521 7,074 71,077 
siranstormationi(INOtE:4) ina. cunt cusped. ei -kohewaslnaes ures ism nie 89,338 19,395 5,247 113,980 
Power District Distribution Stations (Note 5) .............. 1,843 19,689 — 21935 
Municipal Distributors’ Specific Distribution Stations (Note 6) ... 331 — _ 331 
Distribution Lines (Notes) tee Wel: fine hese Glial ee aie 491 20,027 344 20,862 
SUNGTV UNG LE:S )Moerte uate ceuieey ourachtibena ds apn sme riers Mamereetss «seria otal a (490) (255) (14,811) (15,556) 
Total’ Non-Common- Functions: e-e seri ore) oe aos 134,995 79,377 (2,146) 212.227 
Total/Bulk Charges Allocated’... «ms. © seve eee 3,092,965 686,088 605,518 4,384,571 
Rural Retail Distribution Charges Allocated (Note 11).......... — 198,124 _ 198 ,124 
Total Amount Charged for Primary Power (Note 10) ..... 3,092,965 884,212 605,518 4,582,695 
Amounts billed\(Notes 10'andd2)i nen a mess lee se 3,097,802 885 ,411 601,081 4,584,294 
Variance Between Amounts Charged for Primary Power 
ARGLAMOUTCS BINEG = «1c eceieecidiceaibis. Peike Rl we aN cumeua hia Lets vile (4,837) (1,198) 4,437 (1,599) 
Balance Retunaed to Municipal: Utilities ac se. jest ts isa oe 4,837 — oo 4,837 
— (1,198) 4,437 3,238 
InterestiOnPOWweLr District DeniCity Werenckoe sare ois sete ome kate ter see robe — 3,568 663 4,231 
Deficit Transferred to Reserve for Stabilization of Rates 
and Contingencies for the Power District (Note9) ........... — 23310 5,099 7,469 
PRIMARY POWER AND ENERGY SUPPLIED (Note 10) 
Average of Monthly Peak Load (Costing Load) used in Allocating 
the Amounts Charged for Bulk Power-MW .............. 12,495 2,560 2,241 17,296 
i SYOCTE SEN EES 8 Gib 5. teen opr es 1G, WRG OReNC ale moaAnep tie on enCUB et ar 79 ,294 16,279 18,343 113,916 


Note: Columns may not add due to rounding. 


68 Allocation of Charges for Primary Power 
NOTES TO SUMMARY OF THE ALLOCATION OF THE AMOUNTS CHARGED FOR PRIMARY POWER 


1. The common demand function performed in the production and supply of power, is considered to be used by all customers © 
in relation to demand requirements and is allocated to the customer classes based, on costing load, as follows: 


Rural Direct 
Municipal Retail Industrial 
Utilities Customers Customers 
$/kW $/kW $/kW 
Common Demand 25 eee co 3 Oe eee Gre te cea eine sere 118.06 118.08 118.08 


The demand charge is the per kilowatt charge for primary power, exclusive of energy cost. 


2. The portion of the amount charged for primary power attributable to producing energy, rather than meeting demand re- 
quirements, has been classified as energy charge. For allocation purposes, this charge has been established at 18.70 Mills per 
kWh. 


3. Customer administration charges are those associated with customer service activities and interest costs, associated with the 
supply of bulk power, that can be specifically identified with municipal utilities, the rural retail customer class or the direct 
industrial customer class. 


4. Transformation charges are those associated with transformation stations that step power down from above to below 50 kV. 


5. Power District Distribution Stations charges are those associated with low voltage distribution stations that exclusively serve 
the power district and those that are shared between the power district and one or more municipal distributors. 


6. Municipal Distributors’ Specific Distribution Stations charges are those associated with low voltage distribution stations that 
exclusively serve municipal distributors. 


7. Distribution Lines’ charges are those associated with segments of low voltage lines that exclusively serve an individual dis- 
tributor and lie within its boundary. 


8. Sundry charges are those associated with rate discounts and contract adjustments to customers for special service conditions. 


Included in the total amount charged for primary power to municipalities is a discount applied to the following municipalities 
for taking power at the 230 kV voltage level: 


Municipality 
$’000 
Hamilton rs amipaerenr 8 ores eee) ou prea emaN ee A oa ee) AS wtnctohbeytiiee @ ale cual a hg Sea meeray ose oten ee (136) 
Mark hari 2b bs firs cat as ee Pe eke Se aecbeciie ey oe NAG varemeRcr el ney 8 cade eel, SumerlleiPue eee Gus tuebenten at hale (157) 
Waterloo—Wellesley—Woolwich'ic:. 4) sualnutes ache So eutsunigt pubs leaden: ususiyeks cogs hs cae cuiegty te Ree Renee (197) 
(490) 


9. The withdrawal from stabilization of rates and contingencies for 1986 as shown on the Statement of Operations consists of: 


$’000 
Gommon Function: 5. 5.3% vcs ete cist hee dee ve ae a4, BARE OR ee ee ee ee et ee (768) 
INOn-Comimron-FUunctions: Serer (x haa eter iP Aves @ 07a ale al cone ee Te noe ee ae (2,083) 
Rural Retail(Distr bution Bunction c205,chvrtres wok icy, oy stelie ds Weenie eater Me aM ote abet Matis se faitecel le) ees Nentats (34,510) 
Surplus (deficit) of RuraliRetail' Customers aise iss «ss cha e pede eS tone ty stereos date siier (2,370) 
Surplus/(deéficit) of Direct: IndustrialiCustomens. 74 c- 2e sea ee i al on is eis oye ieetigus hoa (5,099) 
Interest. Ons RESETVE Vs Sincere mene Peete ose. nace eeisres U2 Loar ae tals PMR tmuld ice Mbauaes io Mtiore eames 152 
44,678 


10. The Distributing Companies served by Ontario Hydro are costed with secondary revenue and therefore excluded from this 
Summary. For 1986 financial statement purposes, these distributing companies were treated as Municipal Utilities. Accord- 
ingly, the revenue and energy figures reported for Municipal Utilities in the 1986 Financial Statements are higher than those 
reported in this Summary. 


14 $000 
Gross Rural Retail Distribution Charges: Allocatedign a1. «siete -ici-iets nace ons eps eanea re kone sean 261 ,768 
BesSiRuralsRateAssistan Cem war wre 5 nee wd aie do ce eG ere ink cc RMR Ts: cl hc shee ar cdvn ePanay amameeed 63,644 
Rural Retail! Distribution Charges Allocated’ o255 war) aa aes Ww wae) aes os) ay ey te) i ae cl oneal gee 198,124 


12. The delivered demand loads (billed loads) for 1986 are: 


Municipal Utilities 12,494,905 MW 
Rural Retail Customers 2,835,461 MW 
Direct Industrial Customers 2,628,423 MW 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases | DEMAND POWER 
of Allocation FUNCTION DISTRICT 
(Including ENERGY AT |TRANSFOR-| DISTRI- 
MUNICIPALITY Average of Customer 18.70 MILLS] MATION BUTION 
Monthly Administration) } PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h 7000 $ $ $ $ 
WilsavC raga cee keauaseun L215 6,970.0 147,720 130,341 9,479 11,228 
Aiaketh ae eh Beane 43,705.4 270,248.7 5,312,828 5,053,653 340,902 — 
Alexandria tA Ny hs 8,501.5 49,120.3 1,033,442 918,550 66,312 ss 
Alftedy ic baciiecteree es) 2,407.3 13,751.5 292,631 257,155 18,777 22,243 
Aston. Appttn csi asia 7,561.7 46,369.1 919,200 867,102 58,981 os 
Almonte. ee 5.2252 28,950.2 635,175 541,369 40,757 = 
AWUSON doce etna cn: 873.4 5,045.7 106,171 94,356 6,813 7,765 
Amberstburg wcciscecienliens 13,104.1 80,246.6 1,592,934 1,500,613 102,212 4,468 
Ancistetious chops 5,308.2 31,497.5 645,265 589,005 41,404 aes 
Apple “Hilti ie ee 286.7 1,610.1) 34,851 30,111 2,236 2,649 
Arkand Uo etsaseny eins. 563.4 3,239.3 68,487 60,577 4,395 5,206 
AxnOtion ernie ears. 15,233.3 100,674.4 1,851,760 1,882,611 118,820 25,408 
APENUP Pace one ten gua 3,448.3 21,569.4 419,175 403 ,348 26,897 = 
Atikokan Twp.........00c00 8,016.2 54,696.2 974,449 1,022,821 62,526 
Aurora tnt: a vsevutetees 29,799.1 183,962.6 3,622,379 3,440,101 232,433 = 
AsOUMmOre ick eer ee 231.6 1,368.2 28,153 25,587 1,806 2,140 
AVipheieics ise te eae 10,275.5 57,849.3 1,249,090 1,081,782 80,149 = 
Bandrolt Gant eee th 4,746.6 25,764.1 557,694 481,789 37,023 39,650 
Barrie sore mei cay. 90,760.7 565,636.6 11,032,871 10,577,406 707,933 on 
Barty'’s' Bay (s.cedesdavvcue 2,054.7 10,897.6 249,769 203,787 16,027 1,677 
Bath aes eee 1,460.2 8,407.7 177,502 157,226 11,390 13 346 
Beachitutre s...0.cte econ 1,016.4 5725.3 117,858 107,063 7,928 9,109 
BeetGa cuca eae, 2,018.5 12,030.2 245,369 / 224,965 15,744 Be 
Belle, Riven cc tcc: os 4,227.2 25,667.4 513,858 ‘479,980 32,972 = 
Belleville’ <ccscdssiesuaas deans 70,748.5 453,791.4 8,600,188 8,485,899 551,838 - 
HelnGet 1k wanes 1,270.2 7,184.9 154,406 134,360 9,908 11,644 
Blandford-Blenheim.......... 2,806.1 16,406. 1 341,110 306,794 21,888 16,384 
Bienheimsaycai eee 6,900.7 40,481.2 838,849 756,998 53,825 4,229 
Bloomfield ..............0000000- 1,311.7 7,399.7 159,450 138,374 10,231 as 
Biv ee 1,992.1 11,464.4 242,160 214,386 15,538 13,569 
Bobcaygeon 00. <escacieseentes- 4,303.1 24,600.0 523,085 460,020 33,564 = 
Bothwelle 5, ers 3s 1,380.9 8,022.6 167,862 150,023 10,771 17732 
Bracebridge...........:...006+- 4,660.3 23,219.0 566,506 434,195 36,350 _ 
Bradiords $4 oe 8,735.7 53,613.6 1,061,912 1,002,574 68,138 — 
Brainpton i..isaac caves. 283,065.0 1,785 ,643.1 34,409,381 33,391,528 2,207,907 —_ 
Brantined cca hen 115,766.4 722,933.4 14,072,564 13,518,855 902,978 “= 
Brantford Twp. ..........600-. 18,805.2 114,219.1 2,285,960 2,135,899 146,681 _ 
BISCO eeck eat cana, 452.1 2,517.6 54,957 47,081 3,526 4,177 
PSIG st in aiaccsactect 5,420.9 31,890.1 658,965 596,347 42,283 a 


BrOckics cacacatien secs cc sanana 7,587.1 44 268.3 922,288 827,817 59,179 10,622 


see notes on page 68 


ISTRIB- 
UTION 
LINES 
Note 7) 


4,719 


10,292 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


MUNICIPAL 
DISTRIB- 


UTORS’ 


DISTRIB- 


UTION 


STATIONS 


(Note 6) 


notes on page 68 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 
(Note 8) 


$ 


298,768 
10,707 ,383 
2,023,023 
590,807 
1,855,576 


1,217,301 
215,105 
3,200,228 
1,275,674 
69,847 


138,664 
3,888,566 
861,502 
2,059,796 
7,294,912 


57,687 
2,411,549 
1,116,156 

22,318,210 
477,632 


359,464 
241,958 
504,779 
1,037,150 
17,637,925 


310,317 
686,176 
1,653,902 
308 ,056 
489 762 


1,016,669 
341,388 
1,037,052 
2,132,624 
70,008 ,816 


28,494 396 
4,604 ,257 
109,742 
1,302,517 
1,819,907 


AMOUNTS 
BILLED 


$ 


303,204 
10,676,829 
2,019,351 
593,762 
1,861,774 


1,220,184 
218,175 
3,243,971 
1,285,746 
70,542 


141,508 
3,912,604 
860,681 
2,085,189 
7,271,481 


59,715 
2,389,773 
TTL9 912 

22,269 928 
481,425 


360,617 
243,515 
504,103 
1,046,752 
17,713,945 


311,291 
686,511 
1,668,919 
307,007 
492,815 


1,015,459 
346,733 
1,047,334 
2,135,450 
69,508,195 


28 ,469 ,069 
4,698,855 
110,608 
1,304,120 
1,825,175 


BALANCE 
(Refunded) 
or Charged 


(4,436) 
30,554 
3,672 
(2,955) 
(6,198) 


(2,883) 
(3,070) 
(43,743) 
(10,072) 
(695) 


(2,844) 

(24,038) 
821 

(25,393) 
23,431 


(2,028) 
21,776 
(3,756) 
48 ,282 
(3,793) 


(1,153) 
(1,557) 
676 
(9,602) 
(76,020) 


(974) 
(335) 
(15,017) 
1,049 
(3,053) 


1,210 
(5,345) 

(10,282) 
(2,826) 

500,621 


25,327 
(94,598) 
(866) 
(1,603) 
(5,268) 


DEMAND 
CHARGE 
(Note 1) 


71 
TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
245.87 42.86 
244.99 39.62 
237.96 41.19 
245.42 42.96 
245.39 40.02 
232.97 42.05 
246.29 42.63 
244.22 39.88 
240.32 40.50 
243.61 43.38 
246.13 42.81 
255.27 38.63 
249.83 39.94 
256.95 37.66 
244.80 39.65 
249.13 42.16 
234.69 41.69 
235.15 43.32 
245.90 39.46 
232.46 43.83 
246.17 42.75 
238.05 42.26 
250.08 41.96 
245.35 40.41 
249.30 38.87 
244.32 43.19 
244.53 41.82 
239.67 40.86 
234.85 41.63 
245.85 42.72 
236.26 41.33 
247.23 42.55 
222.53 44.66 
244.13 39.78 
247.32 39.21 
246.14 39.41 
244.84 40.31 
242.75 43.59 
240.28 40.84 
239.87 41.11 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases DEMAND POWER 
FUNCTION DISTRICT 
(Including | ENERGY AT |TRANSFOR-|  DISTRI- 
MUNICIPALITY Average of Customer |18.70 MILLS} MATION BUTION 
Monthly Administration) | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 

Broek ville ceiviccgeh@ tan. 45,762.4 284,797.8 5,562,877 5,325,719 356,947 = 
Birueakes ncaa ees. 1,512.9 9,032.1 183,908 168,900 11,801 13,970 
Buordict catia ae oe 1,437.2 9,193.7 174,706 171,924 11,210 13,280 
BarkésPalls.s.a ct. c dation. 2,085.0 11,023.1 247,585 206,132 16,263 13,106 
Butlingon ¢..55.cho ees. 175,817.0 1,080,560.2 21,372,315 20,206,478 1.31373 ms 
Cache Bay.«...b; eee. 953.6 5,110.3 110,454 95,564 7,438 8,811 
CalédGnls ccs ee 11,105.3 64,428.3 1,349,960 1,204,809 86,621 sal 
Cambridge-North Dumfries 140,039.6 836,753.6 17,023,214 15,647,292 1,092,309 ss 
Campbellford ...........000002. 4,818.8 227204 585,773 424 886 37,587 — 
Capel vicensttene.: 4,494.3 27,973.0 546 327 523,097 35,056 = 
APCING) ste ee 1,734.8 10,215.4 210,882 191,028 13,531 ie 
Carleton Place ...........006. 9,564.5 56,755.5 1,162,661 1,061,328 74,603 _ 
CasselAR,. ds conc.ct a tectess 3,684.8 21,778.8 447,924 407,265 28,741 32,333 
Chalks Rivets :..i0 ere. 1,192.5 7,056.1 137,827 131,951 9,302 11,019 
Chapleau Twp.............00. 5,485.7 32,093.7 666,842 600,152 25,705 30,450 
Chathians. cess ot A otnke. 65,621.2 403 ,857.8 7,976,913 7,552,143 511,845 = 
Chatsworth v.cc.0gh ca 720.2 4,104.0 87,548 76,745 5,618 6,347 
Ces e ii ozs csshss BREE 3,256.5 18,361.2 395,860 343,356 25,401 = 
Chesterville «......2..aheints, 4,191.4 23,901.4 509,507 446,956 32,693 me 
CHGS echoes Be Bae 953.6 5,660.9 115,920 105,859 7,438 8,811 
ClidtOGia ie. cisc ee. 4,600.7 26,946.1 | 559,261 503,894 35,885 = 
Cabs ttinin sicassv duc IRIE: 1,581.2 9,088.3 183,651 169,953 12,333 14,610 
Coboite 22u).cil.c.cai ee 28,184.2 175,814.9 3,426,071 3,287,739 219,837 a 
COCRTANE crip nnceiniswWh boos 9,334.8 56,480.4 1,134,738 1,056,183 — = 
Calbiartienc.c i ukit ce Rees. 2,932.4 17,937.7 356,463 335,435 22,873 <= 
Coldwater |...:iidhs Asad 1,883.3 10,599.8 228,934 198,216 14,690 15,096 
Collingwood...........0000.060 31,219.5 206,382.2 3,795,042 3,859,349 243,512 es 
COMER cake RR AES.. 935.1 5,303.0 113,671 99,166 7,294 8,640 
COOKSOWN sooc cel liasigadth 1,372.7 7,804.5 166,865 145,944 10,707 ape 
erties Sas sckst de BORE 1,000.2 5,543.7 121,584 103,669 7,802 9,223 
CORI oc os cud intadess 1,880.1 11,027.4 228,545 206,212 14,665 17,225 
Dashwood... i... 48 808. 628.8 3,485.2 76,437 65,173 4,905 5,718 
Peep River 4.....48 tie: 9,662.4 §2,153.4 1,125,957 975,270 75,367 89,281 
DG LWANE scan doedees 627.9 3,567.4 76,328 66,710 4,898 5,635 
Deli ge. sh eae 5,813.1 32,541.4 706 ,640 608,524 45 ,342 —_ 
DSSS sc ccnszrccah hes 2,582.8 15,449.7 313,965 288,911 20,146 _ 
DraMati eid hese bess 1,289.8 7,812.0 156,788 146,086 10,060 11,918 
Soc ee En te 4,997.2 29,573.4 607,460 553,023 38,978 = 
Prarie ssi. AG Aes 9,772.3 60,577.4 1,187,921 1,132,797 76,224 26,791 


| ilo] Sh ee ence nna cacey memanete Goce 576.1 35166.2 70,031 59,208 4,494 5,268 


see notes on page 68 


Allocation of Charges for Power 73 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


ee notes on page 68 


MUNICIPAL TOTAL 
DISTRIB- AMOUNT 
UTORS’ CHARGED 
DISTRIB- DISTRIB- FOR 
UTION UTION PRIMARY BALANCE DEMAND TOTAL AMOUNT 
LINES STATIONS POWER AMOUNTS | (Refunded) CHARGE CHARGED FOR 
(Note 7) (Note 6) (Note 8) BILLED or Charged (Note 1) POWER 
Mills 
$ $ $ per kW per kW.h 
= 11,245,543 11,255,933 (10,390). 245.74 39.49 
ses 378,579 379,159 (580) 250.24 41.91 
i 371,120 369,053 2,067 258.22 40.37 
abe 483,086 485,755 (2,669) 231.70 43.82 
19,038 42,969,203 43,051,046 (81,843) 244.40 39.77 
— 222,268 226,907 (4,639) 233.08 43.49 
4,190 2,645,581 2,653,628 (8,047) 238.23 41.06 
= 33,762,815 33,791,490 (28,675) 241.09 40.35 
— 1,048,246 1,066,911 (18,665) 217.53 46.14 
a 1,104,480 1,117,984 (13,504) 245.75 39.48 
fo 428 ,666 420,141 8,525 247.09 41.96 
— 2,298 592 2,275,067 23,525 240.33 40.50 
= 916,264 915,663 601 248.66 42.07 
= 290,098 294,243 (4,145) 243.26 41.11 
— 1,323,149 1,343,569 (20,420) 241.20 41.23 
~ 16,040,901 16,107,900 (66,999) 244.45 39.72 
bone 176,257 177,767 (1,510) 244.75 42.95 
2,034 766,651 770,467 (3,816) 235.42 41.75 
ae 999,068 989,596 9,472 238.36 41.80 
=. 238,028 238,050 (22) 249.60 42.05 
2,604 1,101,644 1,103,889 (2,245) 239.45 40.88 
as 380,547 383,154 (2,607) 240.68 41.87 
med 6,933,647 6,965,025 (31,378) 246.01 39.44 
os 2,190,922 2,200,368 (9,446) 234.71 38.79 
= 714,770 718,224 (3,454) 243.75 39.85 
_ 456,936 458,825 (1,889) 242.62 43.11 
1 7,897,904 7,901,194 (3,290) 252.98 38.27 
om 228,771 226,258 2,513 244.64 43.14 
= 332,817 333,504 (687) 242.45 42.64 
sons 242,278 240,915 1,363 242.22 43.70 
. 466,647 467,179 (532) 248.21 42.32 
“ 152,233 153,926 (1,693) 242.12 43.68 
— 2,265,875 2,297 ,638 (31,763) 234.51 43.45 
— 153,571 154,962 (1,391) 244.59 43.05 
— 1,360,507 1,349,962 10,545 234.04 41.81 
oa 639,798 640,455 (657) 247.71 41.41 
a 324,853 320,967 3,886 251.87 41.58 
_ 1,199,460 1,207,108 (7,648) 240.02 40.56 
4,597 2,428,330 2,458,841 (30,511) 248.49 40.09 
— 139,000 139,804 (804) 241.29 43.90 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases DEMAND POWER 
of Allocation FUNCTION DISTRICT 
(Including ENERGY AT |TRANSFOR-| DISTRI- 
MUNICIPALITY Average of Customer 18.70 MILLS| MATION BUTION 
Monthly Administration) |} PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 
in Gates. Sac eee eee 2,968.8 17,589.5 360,887 328,924 23557 — 
Diindaswsién yee ees 21,962.2 133,603.5 2,669,725 2,498 385 171,305 — 
Dunnville. ccucseaeeene 6,963.3 42,282.0 846,459 790,675 54,314 —_ 
Durham eats. ei ceens 3,361.9 19,576.4 408,673 366,081 26,223 — 
DUttOnieav.ko nto eee 1,094.1 6,440.7 132,999 120,443 8,534 10,109 
Bastin MOCK ni sccbomncceeas teens 121,938.4 793 ,945.9 14,822,832 14,846,788 951,120 — 
East Zorra-Tavistock........ 3,885.0 22,124.0 472,261 413,721 30,303 — 
Eganville as hass sees 1,619.0 8,643.8 196,806 161,641 12,628 — 
Bliivalest. oceans tare: 2,254.9 13538771 274,106 250,341 17,588 — 
Elm woodiws.s ecceaneve etneta: 382.0 2,196.7 46,436 41,078 2,980 3,530 
BlORa Ri. ectarse teens 3,600.4 21,392.6 437,665 400,042 28 ,083 — 
Emibrin.t iota cee 4,050.5 23 389.7 492,379 437 ,389 31,594 37,427 
EPi@allttins.saae nese eres. 832.6 4,921.5 101,211 92,034 6,494 7,693 
1g 1 is HR OR PRR ress Go oe 6,995.8 50,257.9 850,409 939,823 54,567 26,544 
Espanola’ eee eee 7,892.0 46,502.3 959 352 869 ,593 61,558 _ 
ESSex Resco stint eokeeas 7.017 45 336.8 932,572 847,798 59,839 — 
Etobicoke'sdasnacm eee eates 560 ,397.5 3,608 253.6 68,121,920 67,474,342 4,371,101 _- 
Breter ti: sacmeaee 7,074.8 41,688.7 860,013 779,581 $5,183 _ 
Fenélon>Fallsiscs ace teen: 3,931.1 22,381.4 477 ,865 418,532 30,663 — 
Fengusiysivetscosueeaaines. « 15,476.3 93 ,052.9 1,881,299 1,740,089 120,715 — 
FInGhsccoctn cae hae ete ees 714.0 4,077.4 86,794 76,247 5,569 6,597 
Flamborough ws eae pes. 3,692.4 22,436.2 448 848 419,559 28,801 4,821 
Fleshentonseyiwecseseeeen 1,143.5 6,291.6 139,004 117,655 8,919 10,566 
FOres@R 2. chee eis: 4,618.2 26,860.8 561,388 502,299 36,022 — 
Fort(brances: ance a ce 12,814.3 66,901.8 1,557,706 1,251,066 — — 
Frankford csigoe eae ec 2,699.8 15,502.4 328,188 289 ,897 21,058 23,486 
Georgina Sasevie Re 4,478.7 26,919.2 544,431 503,389 34,934 — 
Glencoe sac.cst ree 2,691.1 15,076.7 327,130 281 ,934 20,991 21yi27 
Gloucester s2:.c. besa: 102,780.0 626 ,936.4 12,493,937 1723.73 635,830 38 ,269 
Goderich iat cect ees 17,105.4 107 394.6 2,079,332 2,008,279 133,422 — 
Goulbournste-aian eet 4,773.5 27-2270.5 580,267 509 ,958 7/788) 44,107 
Grand Bendi4e ssh aes: 2,196.7 12,524.4 267,031 234,208 17,134 20,251 
Grand’ Valley i.s@ enters 1,716.5 10,253.9 198,346 191,748 13,389 15,860 
GrAntONn Se paccssea OSes 557.5 2,706.1 67,770 50,606 4,349 3,090 
GTAVeEnnUrTsty ice eee ateeees 6,508.7 39 352.9 791,198 735,901 50,768 — 
GEDSBY 8 sis vaate anaeeetokee << 18,631.8 112,262.5 2,264 ,882 2,099,311 145,328 —- 
Gael pny... sn scug ey Oem ce 152,398.7 956,139.4 18,525,586 17,879,807 1,174,728 — 
Haldimand . <0. scocstShe aes ss 7,992.8 48 996.9 971,605 916,244 62,344 14,960 
ParOnubls >, o).ccR eae. 53,296.1 334,609.3 6,478 ,674 6,257,194 415,710 _ 


ig k:vior! (0 Assn acer ROR eeeD eee ee 838,618.3 5,858,668.0 101,942,441 109,557,092 S91 7,523 — 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


DISTRIB- 
UTION 
LINES 
(Note 7) 


102,107 
5,451 


-€ notes on page 68 


MUNICIPAL 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 
(Note 8) 


DISTRIB- 
UTORS’ 

DISTRIB- 
UTION 

STATIONS 
(Note 6) 


$ 


714,147 
5,339,416 
1,698,241 

800,976 

272,085 


30,722,847 
9215739 
371,075 
549,931 

94,023 


895,531 
998,789 
207,432 
1,871,343 
1,890,502 


1,840,860 
139 ,967 ,363 
1,696,078 
927,710 
3,763,216 


175,208 
902,028 
276,144 
1,101,621 
2,808 ,772 


662,629 
1,082,754 
652,107 
24,891,749 
4,221,034 


IGE 7A5505 
540,252 
419,343 
125,814 

1,580,145 


4,509,520 
37,580,121 
1,965,152 
LSM DART 
217,280,607 


AMOUNTS 
BILLED 


$ 


714,737 
5,366,403 
1,709,584 

804,223 

274,419 


30,763,929 
932,261 
B12,235 
551,728 

94,615 


_ 900,616 
995,083 
210,143 

1,876,492 

1,906,328 


1,846,337 
140,220,426 
1,701,679 
932,185 
3,756,735 


177,112 
904,359 
277,084 
1,107,566 
2,879,513 


659,160 
1,086,692 
657,497 

24 878,426 
4,250,378 


1,176,656 
542,487 
421,060 
125,937 

1,586,136 


4,504,912 
37,531,658 
1,970,327 
13,187,513 
217,879,358 


BALANCE 
(Refunded) 
or Charged 


(590) 


(26,987). 


(11,343) 
(3,247) 
(2,334) 


(41,082) 
(10,526) 
(1,160) 
(1,798) 
(592) 


(5,085) 
3,706 
(2,711) 
(5,149) 
(15,826) 


(5,477) 
(253,063) 
(5,601) 
(4,475) 
6,481 


(1,904) 
(2,331) 
(940) 
(5,945) 
(70,741) 


3,469 
(3,938) 
(5,390) 
13,323 

(29,344) 


(5,091) 
(2,235) 
(1,717) 

(123) 
(5,991) 


4,608 
48,463 
(5,175) 

(35,936) 

(598,751) 


DEMAND 
CHARGE 
(Note 1) 


75 


TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
240.55 40.60 
243.12 39.96 
243.88 40.16 
238.25 40.92 
248.68 42.24 
251.95 38.70 
237.26 41.66 
229.20 42.93 
243.89 41.08 
246.12 42.80 
248.73 41.86 
246.59 42.70 
249.14 42.15 
267.49 37.23 
239.55 40.65 
239.95 40.60 
249.76 38.79 
239.74 40.68 
235.99 41.45 
243.16 40.44 
245.38 42.97 
244.29 40.20 
241.50 43.89 
238.54 41.01 
219.19 41.98 
245.44 42.74 
241.76 40.22 
242.32 43.25 
242.18 39.70 
246.77 39.30 
245.43 42.96 
245.93 43.14 
244.30 40.90 
225.69 46.49 
242.77 40.15 
242.03 40.17 
246.59 39.30 
245.87 40.11 
246.76 39.30 
259.09 37.09 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases DEMAND POWER 
FUNCTION DISTRICT 
(Including ENERGY AT |TRANSFOR-| DISTRI- 
MUNICIPALITY Average of Customer |18.70 MILLS] MATION BUTION 
Monthly Administration)! PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 

Hangver :.c.cv-s2 chloe 12,424.4 70,073.1 1,510,310 1,310,369 96,910 = 
HaPAsttts..iisnncits teed Mle: 2,949.1 18,377.7 358,493 343 ,665 23,003 — 
Hato Where sccvcded ntekoe es 4,191.6 21,853.8 509,531 408,668 32,694 = 
Hastiiges 55.00. ee 1,691.2 10,248.5 205,582 191,647 13,191 15,524 
Havelogk « nscothsthaekees 1,964.7 11,849.9 226,482 221,595 15,325 18,154 
Hawkesbury ....00.<.2cats. 28,949.6 184,652.8 3,519,113 3,453,007 114,466 3,527 
Hess) cc ee ae. 16,767.5 100,234.2 2,038,257 1,874,381 130,787 — 
Hensal, oicscansnsde et. 2,791.6 14,173.1 | 339,347 265,039 21,774 ass 
Holetein cininaensunee:, 252.4 1,377.8 30,682 25,767 1,969 2,332 
Huntsville 4: ..0cctedlaes-s 7,206.8 45,190.3 876,059 845,060 56,213 ~ 
Ingersoll «<div oe ee. 14,737.0 89,320.9 1,791,430 1,670,301 114,949 -_ 
Dr OQONS 5c cccage. sch ae ee 3,593.2 22,938.0 436,789 428,942 28,027 18,105 
Iroquois Falls...............6.. 4,764.0 28,378.6 579,112 530,682 37,159 750 
KaWQtal <. <csesccr tsk ibe: 39,312.4 244 907.7 4,778,815 4,579,774 258,313 = 
Kapuskasing .icc.cssoed aster. 8,533.8 51,657.1 1,037,369 965,990 66,564 = 
Ket ptwille o.c.n08, coseeeees. 5,280.9 30,553.8 641,946 571,356 41,191 a 
Rengiie.. cient ot Aas: 16,448.7 103,354.9 1,999,504 1,932,737 ae = 
Killaloe: Stn acc. cf. ce8sovetut 805.4 4,567.9 93,963 85,422 6,282 7,442 
Kincardine jac... ak Ades. 11,096.9 63,738.6 1,348,939 1,191,912 86,556 _ 
FCS OT sc yocsninacdewte eae! 104,389.0 660,519.1 12,689,527 12,351,709 814,234 = 
Kingsville... guide aes 7,484.6 45,199.8 909,828 845,236 58,380 = 
Kivkfield :.2..-..s.0:-den bee 371.9 2,123.3 45,208 39,706 2,901 3,436 
Kitchener-Wilmot............. 262,808.6 1,667,442.9 31,947,013 31,181,184 195,613 = 
LOmaial «4. <2 ate ae. 2,987.4 17,162.1 363,148 320,933 23,302 27,311 
Laketieid 2. :uJ2e hac... 4,990.8 28,419.4 606,682 531,443 38,928 = 
nt ee, Oe 1,282.1 7,034.0 155,852 131,536 10,000 11,847 
err eee ee ae 1,280.1 7,470.1 155,609 139,691 9,985 11,828 
Larder Lake Twp. ........... 1,485.7 8,821.0 180,602 164,953 11,588 13,728 
DabohfiatehscacsncsactnaeeGeesr- 574.8 3,494.3 66,247 65,345 4,483 5,311 
Leamington onic. <cicdcochisvtehs. 19,572.8 121,905.3 2,379,270 2,279,629 152,668 _ 
Line cid te eae.. 4,785.9 28,244.4 581,774 528,170 37,330 ia 
Ea es a ee 27,923.4 171,419.0 3,394,369 3,205,535 217,803 _ 
Ee en Se are 10,901.2 62,799.5 1,325,150 1,174,351 85,029 = 
LAM sid cesiaidectt dies 390,446.7 2,461 ,084.8 47,462,701 46,022,288 3,045,484 = 
Ee eee eee te eae 2,365.7 13,859.4 287,574 259,171 18,452 ~~ 
Be een ae ore ee 1,889.3 10,699.4 229,663 200,081 14,737 17,457 
While cis fuk Bao 2,535.2 14,344.1 306,942 268,235 19,775 12,982 
Magnetawan............c0000e.. 385.5 2,190.9 45,357 40,970 3,007 3,199 
Markdale in.so.sesscesetiaenilsn. 3,267.8 17,713.4 397 ,234 331,242 25,489 — 


MAPPER EDN oi .cur, Ceasmatedae 175,515.8 1,059,067.0 21,335,701 19,804,555 990,155 — 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


DISTRIB- 
UTION 
LINES 
(Note 7) 


16,069 
2,604 


ee Notes on page 68 


MUNICIPAL 


TOTAL 
AMOUNT 
CHARGED 


FOR 


PRIMARY 
POWER 
(Note 8) 


$ 


2,948,574 
727,164 
950,893 
425,945 
481,555 


7,091,212 
4,043,425 
627,096 
60,749 
TRO SL 


3,576,679 

911,864 
1,147,703 
9,616,902 
2,069,922 


1,256,446 
3,932,241 
193,109 
2,627,407 
25,855,470 


1,832,899 
oF 251 
63,323,811 
734,694 
1,177,053 


309,235 
317,113 
370,871 
141,387 
4,811,567 


1,153,214 
6,817,706 
2,587,662 
96,530,473 
566,458 


461,938 
617,090 
92,533 
753,965 
41,973,035 


AMOUNTS 
BILLED 


$ 


2,954 ,083 
730,813 
955,926 
425,195 
486,113 


7,118,935 
4,051,684 
629,251 
60,498 
1,775,246 


3,581,738 

913,801 
1,044,967 
9,599,916 
2,092,890 


1,266,535 
3,969,610 
195,018 
2,649,874 
25,794,578 


1,847,225 
93,407 

63 467,708 
738,642 
1,182,589 


309,835 
319,189 
376,225 
143,699 
4,819,735 


PAS35254 
6,796,315 
2,587,801 
96,779,058 
573,492 


466,308 
618,594 
92,641 
756,428 
41,941,620 


BALANCE 
(Refunded) 
or Charged 


(5,509) 
(3,049) 
(5,033) 
750 
(4,558) 


(27,723) 
(8,259) 
(2,155) 

251 
2,086 


(5,059) 

(1,937) 
102,736 

16,986 
(22,968) 


(10,089) 

(37,369) 
(1,909) 

(22,467) 
60,892 


(14,326) 
(2,156) 
(143,897) 
(3,948) 
(5,536) 


(600) 
(2,076) 
(5,354) 
(2,312) 
(8,168) 


(37) 
21,391 
(139) 
(248,585) 
(7,034) 


(4,370) 
(1,504) 
(108) 
(2,463) 
31,415 


Fa 
DEMAND TOTAL AMOUNT 
CHARGE CHARGED FOR 
(Note 1) POWER 

Mills 
$ per kW per kW.h 
237.32 42.08 
246.77 39.60 
226.86 43.51 
251.85 41.56 
245.11 40.64 
244.95 38.40 
241.15 40.34 
224.64 44.25 
240.73 44.09 
246.62 39.33 
242.70 40.04 
253.77 39.75 
240.91 40.44 
244.63 39.27 
242.56 40.07 
237.92 41.12 
239.06 38.05 
239.77 42.27 
236.77 41.22 
247.68 39.14 
244.89 40.55 
245.34 42.98 
240.95 37.98 
245.93 42.81 
235.84 41.42 
241.20 43.96 
247.73 42.45 
249.62 42.04 
245.96 40.46 
245.83 39.47 
240.96 40.83 
244.16 39.77 
237.37 41.21 
247.23 39.22 
239.44 40.87 
244.50 43.17 
243.41 43.02 
240.02 42.23 
230.73 42.56 
239.14 39.63 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases DEMAND POWER 
of Allocation FUNCTION DISTRICT 
(Including DISTRI- 
MUNICIPALITY Average of Customer |18.70 MILLS] MATION BUTION 
Monthly Administration) | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h 000 $ $ $ $ 

Maranora jock el eas. 2,233.5 13,294.6 270,948 248,609 17,421 11,884 
Martintown ..)...08...00uia.. 359.6 1,971.6 43,713 36,871 2,805 3,269 
Maser hiss 2,046.7 11,994.6 237,114 224,299 15,964 18,912 
Miaevihe aiid eee ees 1,443.5 7,979.1 175,472 149,209 11,259 = 
McGarry Twp. ......00cceees 1,142.9 6,832.4 138,931 127,768 8,915 10,560 
NERTONE | os. eee 6,765.6 38,878.3 822,426 727,024 §2:7%2 = 
MER 2 i aN ae 729.4 4,187.3 88,666 78 ,304 5,689 6,564 
Midtind. ill See 24,219.9 148,275.8 2,944,171 2,772,757 188,915 — 
Mildniay so i6ccs. 4 eR. 1,336.3 7,909.5 162,441 147,908 10,423 12,347 
RMNDTOOK isis, See: 1,492.3 8,920.8 181,404 166,819 11,640 13,789 
OH ea Baste ae 52,994.3 345,683.7 6,441,987 6,464,287 413,356 a 
MEOVECtON. 4. isda clastic. 2,085.9 11,953.1 253,562 223,523 16,270 = 
Mississauga.......2...4feiiee- 675,288.0 4,353,594.8 82,088,009 81,412,223 5,267,246 = 
Mitchel: iyihc eid. 5,719.6 31,842.0 695,275 595,445 44,613 = 
Moorefield ..........c0ccc0ce00 764.0 3,863.5 92,872 72,249 5,959 7,041 
Mofhisbultg......))03c-8hei hes 5,023.9 27,092.5 610,705 506,630 39,186 é.. 
Mount Brydges ............6.. 1,493.7 9,234.5 181,574 172,687 11,651 13,737 
Mount Forest............0008 6,236.8 37,173.3 758,145 695,141 48,647 = 
Nanticoke’: ti duc ee”, 8,359.8 52,258.2 1,016,217 977,230 65,206 11,687 
Napanee sical. 9,115.8 55,755.4 1,108,117 1,042,626 71,103 ee 
Nepean S0c0hs Ap 136,128.4 859,653.3 16,547,768 16,075,519 835,250 ae 
Neustadt ooo. cs.ssgeo denotes: 626.8 3,570.2 76,194 66,765 4,889 5,342 
Newbortah.5...<..4/00ee. 733.5 4,434.0 89,164 82,916 5,721 6,778 
NeWRULY...ccecvrches tee 539.3 3,302.4 65,557 61,757 4,207 4,974 
Neweastle (0: inch Mini. 24,507.4 151,741.2 2,979,120 2,837,560 191,158 14,779 
Newmarket .......0...cc0esceee 48,059.4 293,049.1 5,842,101 5,480,018 374,863 oe 
Niagara Falls ............0006.. 96,231.8 617,049.1 11,697,938 11,538,820 750,608 a 
Niagara-On-The-Lake ....... 18,149.2 112,810.7 2,206,217 2,109,560 141,564 = 
Nickel Centre ........00cc008s 2,503.5 15,401.1 304 ,325 288,001 19,527 = 
Nipigon Twp.........00.c000. 2,877.0 18,394.1 349,728 343,972 22,441 26,531 
| ee 4 764.6 4,750.7 92,945 88,840 5,964 7,065 
Nort Bay iis cd ek. 80,392.7 512,643.2 9,772,537 9,586,428 627,063 13,635 
North Dorchester ............ 1,370.9 8,372.5 166,647 156,566 10,693 12,667 
Nosth "York 01:1. 0k. 38).. 838,520.0 5,315,610.2 101,930,491 99,401,913 5,704,284 a 
NOG iss. BRE.. 3,106.5 18,434.2 377,626 344,721 24,231 10,135 
Norwood 0.00, CR at.. 1,820.4 10,872.6 221,288 203,319 13,941 14,838 
Caltitie cc ane. 183,982.0 1,237,944.5 22,364 852 23,149,562 1,435,060 — 
GaSprmaecs.(s. 6 See. 735.1 4,433.7 89,359 82,912 5,734 6,497 
Oo Ie Ae 1,344.3 8,078.2 163,413 151,064 10,486 12,421 


Orangeville. ..- ancient ees 21,648.9 136,077.4 2,631,640 2,544,649 168,861 — 


see notes on page 68 


FOR PRIMARY POWER TO MUNICIPALITIES 


Allocation of Charges for Power 


December 31, 1986 


MUNICIPAL 
DISTRIB- 
UTORS’ 
DISTRIB- DISTRIB- 
UTION UTION 
LINES STATIONS 
(Note 7) (Note 6) 
1,302 
7,933 
447 
1,302 
1,098 
3,783 
17,614 
1,261 
8,828 


ce notes on page 68 


TOTAL 
AMOUNT 


CHARGED 


FOR 
PRIMARY 
POWER 
(Note 8) 


$ 


555,852 

86,658 
496,289 
344,916 
286,174 


1,610,155 
179,224 
5,906,291 
333,119 
373,652 


13,319,630 
519,305 
168,767,478 
153355333 
178,121 


1,157,620 

379,649 
1,505,716 
2,089,618 
2,221,846 


33,458 ,537 
153,189 
184,579 
136,494 

6,040,232 


11,696,982 
23,987,366 
4,457,341 
613,114 
742,671 


194,814 
19,999,662 
346,572 

207 036,688 
771 ,865 


453,387 
46,949,474 
184,501 
337,384 
5,345,151 


AMOUNTS 
BILLED 


$ 


55175352 

88,034 
502,818 
346,440 
290,527 


1,611,359 
180,958 
5,917,864 
334,947 
373,829 


13 303,842 
519,801 

168 896,124 
1,337,491 
185,567 


1,160,890 

381,211 
1,513,412 
2,090,852 
Mepis) SE) 


33 448,358 
153,768 
184,448 
137,639 

6,095 ,809 


11,678,405 
24 033,932 
4,474,845 
619,927 
750,549 


195,461 
2ORZAEZ9O9 
346,584 

207 608,110 
774,334 


456,088 
46,953,614 
186,703 
3372991 
5,362,585 


BALANCE 
(Refunded) 
or Charged 


(1,500) 


(1,376). 


(6,529) 
(1,524) 
(4,353) 


(1,204) 
(1,734) 
(11,573) 
(1,828) 
(177) 


15,788 
(496) 
(128,646) 
(2,158) 
(7,446) 


(3,270) 
(1,562) 
(7,696) 
(1,233) 
(1,673) 


10,179 
(579) 

131 
(1,145) 
(55,577) 


18,577 
(46,566) 
(17,504) 
(6,813) 
(7,878) 


(647) 
(121,637) 
(12) 
(571,422) 
(2,469) 


(2,702) 
(4,140) 
(2,202) 
(607) 
(17,434) 


79 
TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
248.87 41.81 
240.96 43.95 
242.49 41.38 
238.95 43.23 
250.40 41.88 
237.99 41.42 
245.71 42.80 
243.86 39.83 
249.28 42.12 
250.39 41.89 
251.34 38.53 
248.96 43.45 
249.92 38.77 
233.47 41.94 
233.15 46.10 
230.42 42.73 
254.16 41.11 
241.43 40.51 
249.96 39.99 
243.74 39.85 
245.79 38.92 
244.41 42.91 
251.63 41.63 
253.08 41.33 
246.47 39.81 
243.39 39.91 
249.27 38.87 
245.60 39.51 
244.90 39.81 
258.14 40.38 
254.78 41.01 
248.77 39.01 
252.82 41.39 
246.91 38.95 
248.47 41.87 
249.06 41.70 
255.19 37.93 
251.00 41.61 
250.98 41.76 
246.90 39.28 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 

(Principal Bases DEMAND POWER 

of Allocation FUNCTION DISTRICT 

(Including ENERGY AT | TRANSFOR- DISTRI- 

MUNICIPALITY Average of Customer 18.70 MILLS| MATION BUTION 

Monthly Administration) | PER kW.h STATIONS 

Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 

kw kW.h °000 $ $ $ $ 

COribia te) eee 33,399.9 187,025.7 4,060,092 3,497,381 260,519 = 
OSIWE n0) ae Ree 227,241.1 1,449,211.8 27,623,428 27,100,261 1,772,481 an 
Oe eR lates or: Oe 622,214.8 3,952,776.7 75,636,431 73,916,926 4,116,700 = 
Owen Sound {)..9,.iia.. 39,292.8 248,422.4 4,776,433 4,645,501 306,484 — 
PAINE Vice sesk de 1,800.2 10,407.6 218,832 194,624 14,042 ~ 
Palmerston,...../40/4ussleedie 2,825.5 16,595.5 343 ,468 310,336 22,039 —~ 
yr Cy Oe ere Pe 10,156.4 62,788.5 1,234,612 1,174,147 79,220 — 
Parwonn ols) ioccb i eeoe eh. 2,452.2 14,737.9 298,089 275,599 19,127 = 
Parry Sound’:..(.2..2n 0a. 11,912.2 68,193.7 1,448,047 1,275,224 92,915 — 
Perane 105d Ie eS 2,908.2 17,351.2 353,521 324,467 22,684 — 
Pembroke. 00 eats 19,010.8 98,589.0 2,310,953 1,843,614 148,284 = 
Penetanguishene .............. 10,681.9 65,028.3 1,298,492 1,216,029 83,319 _ 
Pennie! ce OU 14,486.4 85,532.2 1,760,967 1,599,454 112,994 — 
Peterborough...........00.000. 106,797.9 656,404.8 12,982,353 12,274,770 833,024 — 
Petrolia 2 ccc es, 5,611.0 34,954.1 682,073 653,642 43,766 = 
Picketite (8 68,051.1 413 ,696.8 8,272,292 7,736,130 530,799 = 
Picton tte cee es: 7,410.1 44,364.2 900,772 829,611 57,799 _ 
Plantagenet ..............c00006 1,686.3 9,496.5 204,987 177,586 13,153 15,556 
Point Edward........0....00. 9,842.3 52,276.3 1,196,430 977 ,567 76,770 = 
Port Burwell.........00...008 708.3 4,393.8 86,101 82,166 5,525 6,545 
Pott Colborne... Mik. 32,126.2 204 783.2 3,905,261 3,829,448 250,584 = 
Port Blpin (<0. ph ave. 11,935.8 69,861.9 1,450,916 1,306,419 93,099 i 
Pore Hope .c).8. te: 31,377.8 195,650.4 3,814,285 3,658,664 244,747 = 
Port McNicoll .........00...0. 2,457.2 14,271.9 298,697 266,885 19,166 19,614 
Port Stantey, 4c.) ROR... 2,973.2 15,502.7 288,486 289,900 18,511 = 
PrOMCOtEs a, clit tani. 7,687.6 43,795.6 934,505 818,980 59,963 = 
Pricecilie ccc t bs UR... 192.8 1,059.9 23,437 19,822 1,504 1,758 
Rainy River... .4.ke. 1,632.7 9,153.3 198,471 171,167 12,735 a 
Reo Rock 1d ee 1,107.0 6,404.9 122,273 119,774 8,635 10,229 
ReMIEW i tins aes 13,959.7 80,022.9 1,696,941 1,496,430 108,886 = 
Richmond Hill ................ 65,968.0 396 652.5 8,019,070 7,417,402 514,550 = 
Ridgetown: :::.5..4:.0.8ee. 4,153.2 23,696.5 504,863 443,125 32,395 = 
Ringer Ae bee. 1,045.7 5,959.5 127,115 111,445 8,156 9,662 
Rocklaadsccsisa in ets. 7,724.4 44,966.5 938,978 840,875 60,250 71,373 
Rockwood 6.4 A... 1,835.2 10,930.4 223,087 204 ,398 14,315 16,957 
en ne ERAS a eae 1,301.0 7,231.5 158,150 135,229 10,148 12,021 
ROR. hana diel 451.3 2,440.2 52,916 45,634 3,520 3,956 
ee Ws OE 2,309.7 12,610.5 280,767 235,818 18,016 21,342 
Sandwich West Twp. ....... 14,335.1 78,134.4 1,742,575 1,461,113 111,814 — 
a ee ee 80,092.3 537,539.9 9,736,020 10,051,996 624,720 a 


see notes on page 68 


DISTRIB- 
UTION 
LINES 
(Note 7) 


14,726 
5,044 
12,448 


4,719 


2,034 


> notes on page 68 


MUNICIPAL 


DISTRIB- 
UTORS’ 
DISTRIB- 
UTION 
STATIONS 
(Note 6) 


Allocation of Charges for Power 


TOTAL 
AMOUNT 


CHARGED 


FOR 
PRIMARY 
POWER 
(Note 8) 


$ 


7,817,992 
56,496,169 
153,670,057 
9,728,417 
427,498 


675,843 
2,487,979 
592,815 
2,816,186 
701,201 


4,302,851 
2,608 ,864 
3,473,415 
26,090,146 
1,381,555 


16,539,220 
1,788,181 
411,282 
23262,959 
180,987 


7,985 ,293 
2,850,434 
7,732,423 
617,110 
609,346 


1,818,166 
46,521 
3995119 
260,910 
3,302,257 


15,951,022 
980,383 
256,379 

1,911,477 
458,757 


315,548 
106,026 
555,943 
3,315,502 
20,412,736 


AMOUNTS 
BILLED 


$ 


7,804,679 
56,629,057 
154,036,283 
O2T5257 
431,172 


673,247 
2,488,973 
596,611 
2,837,226 
704,066 


4,326,830 
2,618,948 
3,469,440 
26,046,910 
1,392,130 


16,516,225 
LOO 2, 
416,266 
2,257,200 
182,568 


8,011,575 
2,878,398 
7,743,040 
620,764 
611,773 


1,822,792 
46,247 
405,153 
264,297 
3,309,925 


15,857,982 
990,699 
258,687 

15922092 
454,275 


319,998 
105,388 
560,710 
3,346,702 
20,531,717 


BALANCE 
(Refunded) 
or Charged 


$ 
13,313 


(132,888) 


(366,226) 
1,160 
(3,674) 


2,596 
(994) 
(3,796) 
(21,040) 
(2,865) 


(23,979) 

(10,084) 
3,975 
43,236 

(10,575) 


22,995 
26,269 
(4,984) 
5,759 
(1,581) 


(26,282) 
(27,964) 
(10,617) 
(3,654) 
(2,427) 


(4,626) 
274 
(6,034) 
(3,387) 
(7,668) 


93,040 
(10,317) 
(2,308) 
(11,215) 

4,482 


(4,450) 
638 
(4,767) 
(31,200) 
(118,981) 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


DEMAND 
CHARGE 
(Note 1) 


81 


TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
234.07 41.80 
248.62 38.98 
246.97 38.88 
247.59 39.16 
237.48 41.08 
239.20 40.72 
244.97 39.62 
241.75 40.22 
236.41 41.30 
241.12 40.41 
226.34 43.64 
244.23 40.12 
239.77 40.61 
244.29 39.75 
246.22 39.52 
243.04 39.98 
241.32 40.31 
243.90 43.31 
229.92 43.29 
255.51 41.19 
248.56 38.99 
238.81 40.80 
246.43 39.52 
251.14 43.24 
256.76 39.31 
236.51 41.51 
241.27 43.89 
244.45 43.60 
235.70 40.74 
236.56 41.27 
241.80 40.21 
236.05 41.37 
245.18 43.02 
247.46 42.51 
249.98 41.97 
242.54 43.64 
234.92 43.45 
240.70 44.09 
231.29 42.43 
254.87 37.97 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases DEMAND POWER 
of Allocation FUNCTION DISTRICT 
(Including ENERGY AT |TRANSFOR-| DISTRI- 
MUNICIPALITY Average of Customer 18.70 MILLS| MATION BUTION 
Monthly Administration) | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 
Scarborough..........cc0ceee 636,512.0 4,092,979.8 77,374,399 76,538,724 4,964,794 _ 
Schreiber Twp..........c00000 3,465.0 21,264.5 421,205 397 ,646 27,027 12,581 
SOU BOR Hite Culp Nevaiee 6,920.3 41,155.1 841,232 769 ,602 53,978 acs 
Centar et ein Rees 3,352.7 19,447.1 407,554 363,661 26,151 — 
Shelbadeie ics Ai ea 4,526.7 27,346.2 550,266 511,376 35,308 =o 
Sinieoe ts | iocasee es 28,083.7 173,193.2 3,413,855 3,238,713 219,053 so 
Sioux Lookout .........00000- 5,418.7 33,072.9 658,697 618,463 42,266 = 
Smiths Falls... 0268.. 17,592.9 101,144.1 2,138,593 1,891,395 137,225 oe 
South Dumfries ............-.- 1,688.0 10,553.6 205,193 197,354 13,166 10,268 
Sout River). 1,668.1 9,680.4 193,705 181,023 13,011 15,413 
South-West Oxford .......... 3,234.5 21,868.6 393,186 408,945 25,229 — 
Southampton...........00:0600 5,642.2 33,277.8 685,866 622,295 44,009 = 
Spritgtield’, scsi. Wate. 578.2 3,251.1 70,286 60,796 4,510 5,315 
St. Catharines ...........00.6.. 271,557.3 1,694,080.2 33,010,505 31,679,302 1,825,212 = 
St. Clair Beach ........00..0. 3,502.9 | 19,323.7 425,813 361,353 27,323 ae 
Sei Thong 5... 45 603.3 284,217.5 5,543,537 5,314,869 355,706 = 
Se WMatys 6 ccc tac Maes 7,714.1 44 882.8 937,726 839,308 60,170 diss 
Stavnee es scisiclscnele enter. 3,621.1 21,593.2 440,181 403,793 28,245 = 
Stier po  Atal cae 2,929.0 16,909.2 356,049 316,202 22,846 _ 
Stoney creek si. 4catano.. 57,792.6 362,516.9 7,025,268 6,779 ,066 450,782 = 
Serathardl.. Gini dca 50,830.8 305 ,675.7 6,178,992 5,716,137 396,480 oy 
Sirathnay ton ssa heteen. 13,952.6 82,831.2 1,696,078 1,548,943 108,830 is 
Sturgeon Falls ...........00008. 8,994.0 54,928.3 1,093,311 1,027,161 70,153 La 
Sqbery cock. hems 125,726.5 795 ,732.8 15,283,313 14,880,203 980,667 22,290 
Sindvidee «..pir ecmaeoes: 1,778.7 10,213.9 206,594 191,000 13,874 16,392 
1c ee Se ee, be 1,435.2 8,747.4 174,463 163,576 11,195 13,261 
f(a 8,593.9 49 267.6 1,044,674 921,306 67 ,032 2 
MREESWAtCE vue hacacanesuemene sien 1,897.6 117235°9 230,672 210,113 14,801 — 
Terrace: Bay Twp: aie. 4,162.8 25 214.7 481,914 471,517 32,470 38,464 
Thamesville............c000000 1,527.5 8,372.2 185,683 156,560 11,915 sie 
THedGed .c 0. .cice a. 1,073.3 6,453.7 130,470 120,686 8,372 9,501 
These soe ec eek 2,774.0 15,781.0 337,207 295,107 21,637 — 
Thershury cde 2,895.3 17,841.1 351,953 333,630 22,583 = 
Thieneile oct. 486.8 2,526.6 59,175 47,249 3,797 4,498 
gb pra Rake on ae 755.8 4,215.2 91,875 78,824 5,895 6,984 
There ook hoes. 22,157.4 150,529.5 2,693,454 2,814,904 172,828 = 
Thunder Bay ...........00000.. 177,340.8 1,085 ,469.8 21,557,548 20,298,287 1,383,258 35,700 
Tie ek Re ee 9,908.0 59 ,726.6 1,204,416 1,116,887 77,282 2,035 
Tillsonburg.......s4ccs0cs-4.s0.. 22,900. 1 134,708.0 2,783,736 2,519,040 178,621 11,856 
Torani ci. shes 1,359,460.2 8,818,557.0 165,255,982 164,907,018 9,079,454 = 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


DISTRIB- 
UTION 
LINES 
(Note 7) 


1,261 


22,862 


‘notes on page 68 


MUNICIPAL 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 
(Note 8) 


DISTRIB- 
UTORS’ 

DISTRIB- 
UTION 

STATIONS 
(Note 6) 


$ 


158,877,916 
869,198 
1,666,033 
797,366 
1,096,950 


6,871,620 
1,347,092 
4,167,212 
426,999 
403,153 


827,360 
1,352,170 
140,906 
66,515,019 
814,488 


11,214,112 
1,837,204 
872,218 
695,097 
14,255,117 


12,291,610 
B53995852 
2,198,598 

31,166,473 

427,860 


362,495 
2,041,800 
469,615 
1,024,365 
368,678 


269,030 
653,951 
708,166 
114,923 
183,578 


5,681,185 
43 274,793 
2,401,882 
5,493,252 
339,265 316 


AMOUNTS 
BILLED 


$ 


159,271,921 
887,127 
1,674,678 
801,285 
1,096,709 


6,872,901 
1,359,200 
4,177,463 
427,717 
405 438 


~ 835,429 
1,370,402 
141,342 
66,707,609 
814,471 


11,232,887 
1,843,427 
871,988 
697,402 
14,256,355 


125839555) 
3,364,132 
22230911 

31,387,556 

432,523 


365,662 
2,049 ,934 
474,616 
1,038,448 
8125389 


272,086 
660,989 
718,562 
114,918 
183,799 


5,659,686 
43 ,669,256 
2,394,249 
5,484,859 
339 066,416 


BALANCE 
(Refunded) 
or Charged 


(394,005) 


(17,929) ; 


(8,645) 
(3,919) 
241 


(1,281) 
(12,108) 


(10,251). 


(718) 
(2,285) 


(8,069) 

(18,232) 

(436) 

(192,590) 
17 


(18,775) 
(6,223) 
230 
(2,305) 
(1,238) 


(47,747) 
(10,280) 
(24,493) 

(221,083) 

(4,663) 


(3,167) 
(8,134) 
(5,001) 
(14,083) 
(3,661) 


(3,056) 

(7,038) 

(10,396) 
5 

(221) 


21,499 

(394,463) 
7,633 
8,393 
198,900 


DEMAND 
CHARGE 
(Note 1) 


83 


TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
249.61 38.82 
250.85 40.88 
240.74 40.48 
237.83 41.00 
242.33 40.11 
244.68 39.68 
248.60 40.73 
236.87 41.20 
252.96 40.46 
241.68 41.65 
255.79 37.83 
239.65 40.63 
243.71 43.34 
244.94 39.26 
232.52 42.15 
245.91 39.46 
238.16 40.93 
240.87 40.39 
237.32 41.11 
246.66 39.32 
241.81 40.21 
240.37 40.49 
244.45 40.03 
247.89 39.17 
240.55 41.89 
252.57 41.44 
237.59 41.44 
247.48 41.80 
246.08 40.63 
241.36 44.04 
250.65 41.69 
235.74 41.44 
244.59 39.69 
236.09 45.48 
242.88 43.55 
256.40 37.74 
244.02 39.87 
242.42 40.21 
239.88 40.78 
249.56 38.47 


84 Appendix II — Finance 


STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 


DURING YEAR COMMON 
(Principal Bases DEMAND POWER 
of Allocation FUNCTION DISTRICT 
(Including ENERGY AT |TRANSFOR-| DISTRI- 
MUNICIPALITY Average of Customer 18.70 MILLS} MATION BUTION 
Monthly Administration) | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h 7000 $ $ $ $ 

Totiethata i. AeA.. 3,431.1 20,272.7 417,085 379,099 26,763 — 
Preto 2 ti hte es: 39,782.7 265,127.5 4,835,985 4,957,886 310,305 a 
POOR hiss See 3,067.8 17,348.4 356,431 324,415 23,929 28,346 
Ube iis pitas. 5,297.7 30,267.2 643,988 565,997 41,322 — 
Vankleek Hill ...........0..... 3,170.1 18,033.8 385,357 337,234 24,727 29,292 
Sse 1: ee Re) Be 141,215.9 830,640.9 17,166,205 15,532,987 1,101,484 a 
Victoria Harbour ............. 1,796.3 10,589.7 218,358 198,027 14,011 16,598 
Walkerton. .isisieseteecoevns 9,915.5 57,588.7 1,205,328 1,076,909 77,341 a 
Wallaceburg .........00:cc0e0. 32,210.5 203,960.5 3,915,508 3,814,061 251,242 =. 
Wardaville........0 illo. 511.3 3,141.7 62,154 58,750 3,988 4,724 
Warkworth..........ccccceee 1,012.6 5,951.9 123,092 111,302 7,898 9,356 
Wasaga Beach...........0.66.. 12,411.8 69,865.7 1,508,778 1,306,489 96,812 7,814 
Waterloo-Wellesley- Woolwich 144,423.8 887,931.5 17,556,157 16,604,319 316,140 — 
Wathardsiaheinu £4 Pai tees. 2,198.0 11,707.9 267,189 218,938 17,144 2,024 
Waubaushene ...........0.0002. 1,186.4 6,869.9 144,219 128,467 9,254 6,041 
Webbwoodiinwsdeite ens. 649.5 3,747.1 76,392 70,073 5,066 6,001 
Wellat isi cin yecendertuievtes : 62,932.0 371,343.6 7,650,014 6,944,127 468 ,678 — 
Wellington .........ccccccceeee 2,003.1 11,617.6 243,497 217,251 15,624 16,128 
West Lincoln .......00.c0006. 1,702.3 9,724.6 206,932 181,852 13,278 15,452 
West LOMe ics.cnnihars.. 3,028.7 16,670.5 368,169 311,738 23,624 ame 
Westminister Twp............ 2,794.2 16,111.3 339,663 301,283 21,795 = 
WEstPOrt s sivdivenguccdstiven. 1,379.9 7,947.5 167,741 148,620 10,763 12,625 
Wheatley Avkcissdcuhe btn. an7.3 12,385.5 263,943 231,609 16,936 _ 
fs ee ee ae ee 63,310.3 402,172.4 7,696,000 7,520,624 493,820 ee 
Whitchurch-Stouftville....... 10,543.4 67,312.0 1,281,656 1,258,734 82,239 a 
WIR .cisiicinedotrniom. 3,831.9 23,600.7 465,806 441,335 29,889 — 
Williamsburg ...........000.000- 501.5 2,737.6 60,962 51,195 3,912 4,634 
Winchester.......cscscseceees- 5,603.0 35 469.5 681,101 663,280 43,703 —_ 
Wintiees. Se EL... 405,524.7 2,614,845.2 49,295,583 48,897,607 3,004,391 _ 
Wiig ath asictiidatrdtne. 9,193.5 52,479.9 1,117,562 981,374 71,709 = 
Woodstock .......0.ccscseeeee: 50,309.5 300,856.7 6,115,623 5,626,020 392,414 = 
WaGdVile &. siserccccedcacdieless 905.2 5,326.9 110,036 99,613 7,061 8,298 
Wibiciins (4 -A,.ids Leth a <: 1,949.2 11,746.1 236,945 219,652 15,204 mat 
WE che tins ns 137,017.5 907,168.7 16,655,847 16,964,057 1,068,737 = 
es Oe ae a 3,707.5 23,022.5 450,684 430,521 28,919 _ 
PN 2 dik ie ek 1,375.4 7,923.4 167,194 148,168 10,728 9,174 
Total Municipal............... 12,494,906.3 | 79,293,734.9 | 1,518,658,885 | 1,482,792,855 | 89,337,680 1,843,278 


see notes on p 


age 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1986 


DISTRIB- 
UTION 
LINES 
(Note 7) 


18,835 
3,254 


490,724 


> notes on page 68 


MUNICIPAL 
DISTRIB- 
UTORS’ 

DISTRIB- FOR 
UTION 
STATIONS 
(Note 6) 


TOTAL 
AMOUNT 
CHARGED 


PRIMARY 
POWER 
(Note 8) 


$ 


822,947 
10,104,176 
7333121 
15255212 
776,610 


33,800,676 
446,995 
2,378,413 
7,984 ,066 
129,616 


251,649 
2,919,893 
34,279,977 
505,295 
290,897 


1575032 
15,062,819 
492,500 
417,513 
703,531 


672,785 
339,749 
512,488 
15,710,444 
2,626,208 


937,030 
120,703 
1,392,070 
101,197,580 
2,170,645 


12,134,057 
225,007 
482,236 

34,688,640 
910,123 


335,264 


331,818 | 3,092,964,771 


AMOUNTS 
BILLED 


$ 


827,972 
10,031,432 
735,252 
1,263 ,373 
777,075 


33 378,578 
449,757 
2,390,732 
EIT AO 
131,349 


251,559 
2,934,689 
34,300,581 
503,460 
291,938 


160,284 
15,154,221 
494,155 
419,040 
702,673 


670,676 
338,607 
511,398 
TSEZ9 191 
2,605 326 


942,067 
122,018 
1,385,231 
101,770,857 
2,298,795 


12,136,042 
223,657 
485 ,765 

34,792,336 
916,176 


339,524 
3,097,802 ,001 


BALANCE 
(Refunded) 
or Charged 


(5,025) 
72,744 


(2,131) 


(8,161) 
(465) 


422,098 
(2,762) 

(12,319) 
12,356 
(1,733) 


90 
(14,796) 
(20,604) 
1,835 
(1,041) 


(2,752) 
(91,402) 
(1,655) 
(1,527) 
858 


2,109 
1,142 
1,090 

(18,747) 

20,882 


(5,037) 
(1,315) 
6,839 


(573,277) | 


(128,150) 


(1,985) 
1,350 
(3,529) 
(103,696) 
(6,053) 


(4,260) 


(4,837,230) | 


DEMAND 
CHARGE 
(Note 1) 
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TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
239.85 40.59 
253.98 38.11 
238.98 42.26 
236.94 41.47 
244.98 43.06 
239.35 40.69 
248.84 42.21 
239.87 41.30 
247.87 39.15 
253.51 41.26 
248.53 42.28 
235.25 41.79 
237.36 38.61 
229.89 43.16 
245.19 42.34 
242.53 42.04 
239.35 40.56 
245.87 42.39 
245.26 42.93 
232.29 42.20 
240.78 41.76 
246.21 42.75 
236.03 41.38 
248.15 39.06 
249.08 39.02 
244.53 39.70 
240.69 44.09 
248.45 39.25 
249.55 38.70 
236.11 41.36 
241.19 40.33 
248.59 42.24 
247.40 41.05 
253.17 38.24 
245.48 39.53 
243.76 42.31 
247.54 39.01 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Additions in the 
Year through 


Balance at Transfers Balance at 


Municipality December 31, 1985 Debt Retirement and Adjustments December 31, 1986 
Appropriations 
$ $ $ 
AdlSar Craigie ieantaseae sc cctoecesteeiccdeareeere 202,689.00 19,386.00 222,075.00 
POH pote teres eee wee ligh lr i ce Oa ed 4 658,669.00 697,255.00 5,355 ,924.00 
A TOXANCTIA cris sradichacet neocon cer nannies 1,173,391 .00 135,629.00 1,309,020.00 
FALITREG! Seen. ceive peck cee ce re vate tee 283,311.00 38,405.00 321,716.00 
AITISCON racen oo san ar seteeoceeecoaeanaten aeee 1,134,083.00 120,636.00 1,254,719.00 
ANIMIONTO TA coerce a ereitaan caost eee atteere 720,442.00 83,360.00 803,802.00 
ALIVINSTOMS scgectentncteteiee toc Scie sae 161,727.00 13,933.00 175,660.00 
ANMMHEIStOUTG .c.crs. seat emen ano dle cenee etn 2,067 ,478.00 209,057.00 2,276,535.00 
ANIICASIET Lseureciema ce marca ee aca meee 799 862.00 84,684.00 884,546.00 
A PDIOWELIN. auc sPeu mene icin cous eeaes Ament 52,883.00 4,574.00 57,457.00 
ARR OMA catr ey. acth ce ee oko ar cee a 116,963.00 8,988.00 125,951.00 
ATRDTIONs. case snet neste eed sess see eee ee 2,139,748.00 243,025.00 2,382,773.00 
PS ROMU Tees ficse can Pear ttt eee ee 506,223.00 55,013.00 561,236.00 
AUKOKANG LWP crema an ee Reenter 1,218,998 .00 127,887.00 1,346,885.00 
PA UTOM A erasers estnca ces seme cons ates ee 3,166,502 .00 475,401.00 3,641 ,903.00 
AVOMMOLE earns aoa hereteaeca eaten eee: 45,581.00 3,694.00 49,275.00 
AAVEIMIET tu cen semctar omen Owners oreneteaetem a 1,623,519.00 163,931.00 1,787,450.00 
Bancroitc. ssc ute ee acceso eee 588,176.00 75,725.00 663,901.00 
Barrie ura caniores eae orotate he see erate: 11,306,464.00 1,447,954.00 12,769,921.00 
Bareyise Baye cachec chee preads «aches ae 259,265.00 32,779.00 292,044.00 
Bathe cca ae cts merce ere Re aerate 191,809.00 23,296.00 215,105.00 
Beachbure cmccies eee ttre heat eee eee 134,371.00 16,216.00 150,587.00 
BCCtOlrncaaccsr soneccm tcc ten acs en eee: 289 978.00 32,202.00 322,180.00 
Bete a Rivet cee vana ncaere cea eM acme 578,989.00 67,439.00 646,428.00 
Belleville cic wac tet eee ness cacaee toe 10,088 ,598.00 1,128,689.00 11,217,287.00 
15 {ol snnXoy (Memease nt Beetle MMe ite Ie os 222,115.00 20,263.00 242,378.00 
Blandtord-Blenheimy wee... ses dk cee 483,577.00 44,768.00 528,345.00 
Blenheim acc muet ete eee 913,492.00 110,090.00 1,023 ,582.00 
Bloomfields. somes cua secontton enti can 201,377.00 20,927.00 222,304.00 
BVO Fos ccc Sreacea user onttiee vo ducetcdh ice 312,119.00 31,781.00 343,900.00 
Bobeayeeon ct cet eee eee 446,031.00 68,650.00 514,681.00 
BOthwelle. cccecaodcestemerten asc oe eee 226,632.00 22,030.00 248 ,662.00 
Bracebridge: wwisecc, ta there aucaschen cme 546,522.00 74,348.00 620,870.00 
Bragrord ie dacs dt ainccr eee near: 1,033 ,520.00 139,365.00 1,172,885.00 
Brampton atic sage era eR mecca ee ee 30,690,808.00 4,515,887.00 35 206,695.00 
STANCEOR ost, oa cg An POR vin tac oe 20,115,027.00 1,846,883 .00 21,961 ,910.00 
Brantford Pwp. 9.005 u eracnass cease aoe 3,055,108.00 300,010.00 3,355,118.00 
Brechin’ coco. te ee eae 78,179.00 7,212.00 85,391.00 
BIO NtOn cs ec ae cr haccee et cae 742,400.00 86,483.00 828,883.00 
BrOCkiheet cnc... cotic Mech oete os ccec ec oseuaeeean 1,108,566 .00 121,041.00 1,229,607.00 
BTOCKVING Martie cnccasccuetetee ete 6,788 ,870.00 730,072.00 7,518,942.00 
BRUSSeISie root ee Sc ee 275,396.00 24,135.00 299 531.00 
BUriOrd iy iu decrees eed exces aceon tee 263,078 .00 22,928.00 286,006.00 
Burkis.Palls\oshovactenmetens acti tiesete: 280,810.00 33,262.00 — 314,072.00 
Burlington seers uence sere 20,513,174.00 2,804 903.00 (93,832.00) 23 224,245.00 


Equities Accumulated by Municipalities 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Municipality 


BPACHERBAY, Sotho bevoidamsoecaartatias <soewe dh see's 
BAe COMM coca ac ialeine tac nic soateawe ws arieutelons 


MMR CITI Aldea na eet thiseraudistaees screrlecraeleenalaietdayesieis 
REAMICTOME PLACE Ge os en acaecrmaie aici dala 
MAS SCUIATATIS ete cietaaianc ar ae daaisNinaeroecealas nests 
MRAAVKIRAV CL Rs ttcorstiiseasicans ates aeiecoaeesalen'hs 
SPIT APIO AUAIL WD, Ain ton cnciaioniiicelsuastoctoelnaice vests 


_INBUI RET re listo See some soon n Cr encerne peeacter 
BPR TATS WO LUNI ot oie cate ctoatendavanioniatsels setewentetrers 
BM CSIC Varese ct niciaensciorntiresaavaee da nein 
eS ee 
FELL a sehalrdtee ate Auewdve cogalenantelts 


BRITE Ieee chelate orarclouractetad satel a ieaaciaal calves 
ELD GIST 4 aR Gee Es Re 
BORON ONU Oe aie gh ras forcing salrsawrars ctowearetenls ss 
PN OLITATI CMe Maes tak holssoenn acwuetomuctedanisaatess 
_ DUSYOTUINS, Beane a RS BReB Cee donc eccincone caer Onc OnEee 


BMT WALC Tes eels Pee vio cers sais sbeheceienwisndaceiree 
BONN I WOO S49 Arent assem tibaes clecicinsDevess 
MEE LIME TAR Ais sisi steed ol braratte olga alee Sez ole 
BEOKGTO MMs ene iieis sansa tere cnceaWens stainneesrecet 
MPESU CATT e ehaa/ t hacic nausea uMeuugueteacautataes 


BRE ORION OMS dike cewek de Wieeoume dad Pascaleets 
HLSLINIOO6 bocca Cosa RBEED RSE pone e Mper one arene 
BECOMING Tate cei an cae sad snorevaeusinnearesess 
LAW ATC REMMI hike icicodis onde oeasvisleddeeucawe’ » 


BB OSCROTILO MANN. solic ciel cue casicah Seas aadsemonde ves 
Be AV COLMAR sia ood east uiwajedivxennts 
CSG TIPPS Sioa a occdacuik Sateeedilvea maine 
BROT Mea Tarte av aso ate ebwedis bacdtvens’ 
Ber We eee cic adaces dtd cssicin dd gebee. 
BEATA] Kaen Seco hcss Saeed c acalnicheinds 
Dundas 


BIS TMCOL KOM soe nce ea ae atence edd asshnacens 
ReAStHZOTTA=T AVIStOCK dy .cstcees sed tawstella ter 
REM AIV I GMP Sa cess dane toot castavndactareiuee 
Elmvale 


Balance at 


December 31, 1985 


$ 
124,741.00 
1,183,005.00 
22,134 ,007.00 
590,573.00 
683,483.00 


297,460.00 
1,582,911.00 
399,486.00 
172,549.00 
611,084.00 


10,431,177.00 
116,831.00 
588,230.00 
619,351.00 
169,155.00 


866,022.00 
238,866.00 
4,500,864.00 
1,201 ,973.00 
435,364.00 


323,130.00 
4,390,806.00 
177,329.00 
194,808.00 
135,138.00 


263,062.00 
134,656.00 
1,302,300.00 
98,645.00 
893,379.00 


476,615.00 
215,225.00 
789,026.00 
1,331,864.00 
103,761.00 


386,570.00 
3,735,056.00 
1,413,151.00 

634,847.00 

207,860.00 


21,936,962.00 
631,836.00 
218,893.00 
329,285.00 
76,762.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Transfers 
and Adjustments 


$ 
15,213.00 
177,169.00 
2 234,127.00 
76,877.00 
71,700.00 


27,677.00 
152,588.00 
58,785.00 
19,025.00 
87,517.00 


1,046,890.00 
11,489.00 
51,953.00 
66,867.00 
15,214.00 


73,397.00 
25,225.00 
449 637.00 
148,923.00 
46,782.00 


30,046.00 
498,062.00 
14,918.00 
21,899.00 
15,957.00 


29,994.00 
10,031.00 
154,149.00 
10,017.00 
92,740.00 


41,205.00 
20,577.00 
79,724.00 
155,902.00 
9,190.00 


47,362.00 
350,375.00 
111,090.00 

53,635.00 

17,455.00 


1,945,348.00 
61,979.00 
25,829.00 
35,973.00 
6,095.00 


Balance at 


$ 
139,954.00 
1,360,174.00 
24 368,134.00 
667,450.00 
755,183.00 


325,137.00 
1,735,499.00 
458,271.00 
191,574.00 
698,601.00 


11,478,067.00 
128,320.00 
640,183.00 
686,218.00 
184,369.00 


939,419.00 
264,091.00 
4 950,501.00 
1,350,896.00 
482,146.00 


353,176.00 
4,888 868.00 
192,247.00 
216,707.00 
151,095.00 


293,056.00 
144,687.00 
1,456,449.00 
108 ,662.00 
986,119.00 


517,820.00 
235,802.00 
868,750.00 
1,487,766.00 
112,951.00 


433,932.00 
4,085 431.00 
1,524,241.00 

688,482.00 

225,315.00 


23 882,310.00 
693,815.00 
244,722.00 
365,258.00 

82,857.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Municipality 


Blamboroughivescss-qsa.cen mene geeen te 


Flesherton... 


Frankford ... 
Georgina.... 
Glencoe...... 


Grand Valle 
Granton ..... 


Hastings ..... 
Havelock.... 


Ingersoll ..... 
Iroquois...... 


ViGaisancdeoateisergeratachoree ace eee 


lroquoistBallste 2 ieee. scaeer teat oe 


Kanata. 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Transfers 
and Adjustments 


Balance at 
December 31, 1985 


$ $ 


575,429.00 57,438.00 
387,676.00 64,619.00 
164,462.00 13,283.00 
620,950.00 111,608.00 
1,025 396.00 125,905.00 


1,064 853.00 122,391.00 


77,668 ,437 .00 8,940,321.00 
1,067 324.00 112,868.00 
392,311.00 62,715.00 
2,402,004.00 246,902.00 


114,997.00 11,391.00 


621,599.00 58,907.00 
185,390.00 18,242.00 
761,190.00 73,676.00 
2,083,944.00 204,434.00 


338,201.00 43,071.00 


650,793.00 71,451.00 
428,443.00 42,933.00 
10,099 862.00 1,639,703.00 
2,726,390 .00 272,892.00 


497,643.00 76,154.00 


306,731.00 35,046.00 
262,966.00 27,384.00 
91,920.00 8,893.00 
1,088 ,409.00 103,837.00 


2,457 ,812.00 297,243.00 


20,995,727 .00 2,431 ,298.00 
1,518,595 .00 127,513.00 
7 486,500.00 850,262.00 


150,816,461 .00 13,378 ,925.00 


2,092,309.00 198,213.00 


587,607.00 47,049.00 
675,813.00 66,871.00 
233,422.00 26,981.00 


286,042.00 31,343.00 


3,253,622.00 461,848.00 


1,700,313.00 267,502.00 
439,215.00 44,536.00 
48 272.00 4,026.00 


1,276,505.00 114,974.00 


2,547 ,528.00 235,108.00 


563,950.00 57,325.00 
— 76,003.00 

3,548 487.00 627,172.00 
1,337,336.00 136,144.00 


Balance at 
December 31, 1986 


$ 
632,867.00 
452,295.00 
177,745.00 
732,558.00 
1,151,301.00 


1,187,244.00 
86,608 ,758.00 
1,180,192.00 
455,026.00 
2,648 ,906.00 


126,388.00 
680,506.00 
203,632.00 
834,866.00 
2,288,378.00 


381,272.00 
722,244.00 
471,376.00 
11,739,565.00 
2,999 282.00 


573,797.00 
341,777.00 
290,350.00 
100,813.00 
1,192,246.00 


2,755,055.00 
23,427 ,025.00 
1,646,108.00 
8,336,762.00 
164,195 386.00 


2,290 522.00 
634,656.00 
742,684.00 
260,403.00 
317,385.00 


3,715,470.00 
1,967,815.00 
483,751.00 
52,298.00 
1,391,479.00 


2,782,636.00 
621,275.00 
76,003.00 
4,175 ,659.00 
1 473,480.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Additions in the 
Year through 


Balance at Transfers Balance at 


Municipality December 31, 1985 } Debt Retirement and Adjustments | December 31, 1986 
Appropriations 
$ $ $ 
eSEIDUVILLCL aie. hava uGcebowsecaehtarenw sssnctns 798,235.00 84,249.00 882,484.00 
RAE OAMM LES oe sks anwsicutlsreadterees ne oeetaaney 1,889,481.00 262,415.00 2,151 896.00 
BALOGH SCI feta rs cccshecanerdencsabonsesaunes 113,010.00 12,849.00 125,859.00 
BERIT CALC INCU ROG sia ice cat asbearssastnns scenes 1,536,148.00 177,035.00 1,713,183.00 
“Sc IRESO A to kdasinariact ne Beepee scene aerators 15,728 ,788.00 1,665 373.00 17 394,161.00 
DSSITUGS Jasco ae ROR Teen Gene nese cue re ceRaCeETe 1,115,485.00 119,406.00 1,234,891.00 
BK EHe Ua oe Ra ciiliss natenice vecretterca Soe nioemsate' 56,852.00 5,934.00 62,786.00 
BACHE NET = WAILMNOt. «.ccskiaccsecwesreneseseswess 39,416 ,665.00 4 192,726.00 43 609 391.00 
BO) TP AN ir ones svn Ascatgs a ssteteveesspan cone 307,652.00 47,659.00 355,311.00 
BPR CHC IA RAY cane hac enon eee admais in anateases 662,215.00 79,621.00 741,836.00 
MMAMATK oes esse eeeeetee cee evenerensvrnnsvees 191,398.00 20,454.00 211,852.00 
BNE ALOE Feiss swe apsinesn avens onsanannenens 165,352.00 20,422.00 185,774.00 
MMALGeTANZAKE | TWD cseschseress cece arene cna'sneite 228,936.00 23,703.00 252,639.00 
CUS SESS 3 eh eee ceo ener 76,142.00 9,171.00 85,313.00 
| BATE OTOM ears ceo nais ebecle ws siedio wise sinrsiealaiec's st 2,989 768.00 312,255.00 3,302 ,023.00 
| BEICOMIS MEE sticks ocesena gs stciuctieo mar staeisres s 727,562.00 76,351.00 803 ,913.00 
BRMEAGSAV IS Yo ceiies Stes. veiien cn Sete ataseuur eels 4,356,118.00 445 476.00 4,801 ,594.00 
ME CNTs 5 ales chaicadie ss vasenaiewiniiese ene esesen 1,797,995.00 173,913.00 1,971 ,908.00 
MBER ccs scsshcavaseantedsarsaphntrvn 57,659 ,013.00 6,229 ,004.00 63,888 017.00 
| BAT tee fas s cusidticn brome ale nus ede eos 348,857.00 37,742.00 386,599.00 
rE Mus ocstsavadavennseens 362,344.00 30,141.00 392,485.00 
BRAC CHE MEE A Oh, oie tasst sis s aaetlesinelsacienigedudc 399,859.00 40,445.00 440,304.00 
MAW AN dyes sco shines oeu¥aeessnvnseravens 48,224.00 6,150.00 54,374.00 
MERC OM tee Nes ss vance code Mee ae sive 402,035.00 52,133.00 454,168.00 
| MAATSHATIIER OR oe ohio sn canh crake Settee ppiesispce vis 15,036,511.00 2,800,098.00 17,836,609.00 
BATION ARE ey ciiaiibe os ohodc costae siewsioneswens 310,826.00 35,632.00 346,458.00 
“PERG ITRLON 7a ok RS ERE tn eee Oneaeeneere 56,756.00 5,738.00 62,494.00 
SSO 2 croup che esis doi tleambeeiieinayinnn’ 236,356.00 32,651.00 269,007.00 
BRN CH EER adr asses indinsadteiden sien wemssp sa 236,355.00 23,028.00 259,383.00 
MEGATY RW Di ose c5siseeoeceseieecsmnsercveses 200,336.00 18,233.00 218,569.00 
RC AOL ME Pes vccsisssesnssepcebaandeoatsies soe 1,264 ,022.00 107,934.00 1,371 ,956.00 
RM OF Li csi aessavevencscin nae tvone 153,029.00 11,637.00 164,666.00 
OS ee eee 4,183,077.00 386,392.00 4,569 469.00 
NN 8g ass saksaaseosensnedannioee 196,813.00 21,319.00 218,132.00 
BOL OOKM NES fea) s orcs sss oautneleceaeualine weve 191,616.00 23,807.00 215,423.00 
a Cnn ere eRe ak. 2 caotnse ase ansums seash ovate’ 5,396 ,964.00 845 446.00 6 696,242.00 
| BUCH OM eos. ca vachics dee cblevave cer ewnentes 448,992.00 33,277.00 482,269.00 
MMESSISSAULD AMY oasis nnctevsaalaieptin teats geema cig 68,306,001.00 10,773,230.00 79,079 231.00 
EAU Ee , ous shasdskvtaeedundocweodven’ 953,270.00 91,248.00 1,044,518.00 
SE en eee 126,125.00 12,188.00 138,313.00 
MU TLISDUTG scctdi di oiecensccesvenvaorosnepereacur> 610,542.00 80,148.00 690,690.00 
MPRPOUNTEBTVAGES |v. s.c..seacraccngadeseravena rene 202,127.00 23,830.00 225,957.00 
PEG MCCS oo 5si0 5 > pactvose ra somorsneies 955,406.00 99,499.00 1,054,905.00 
MES PRR a. cs sabi ctuissyasdounsesosy 1,513,959.00 133,369.00 1,647 328.00 
MRED ANC CHEN Sit even cst scGucsuleneaSenaasinaces 1,476,257.00 145 ,430.00 1 621,687.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


Nepeaniv.n.s 


Newburgh... 
Newbury..... 
Newcastle ... 


Newmarket . 
Niagara Fall 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Municipality 


SOU sin lbiwiaisl en Sie alles! oie ste everalsidialoielainjerieistas 


Niagara-On-the-ake ks... ccease<cossccevenss 
NICKEMG en theres: arcscdieewaraasteaaaiasstanwens 
INIPLZONMIRW Pesccs owarsatvesiet eters eaacetes 


Norfolk ...... 
North Bay.. 


Northe Dorchester <n-toasiktiend eoceseoees 


North York 
Norwich ..... 


Norwood .... 
Oakville ..... 


Parry Sound 
Pelham cnn, 


Perth. 


PeterbOrougnt tess ieucgus.encemtencecsauin oss 


Petrolia ...... 


Pickering .... 
Pictons' sca: 
Plantagenet . 


ROINEMI Wats ccf ccnsssdueeoneac coment 
Ott PBA WEIIEN oo cas3cn ch da want tnceas Gasanteds 


Port Colborn 
Port Elgin .. 
Port Hope.. 


Re Wainer ga sui etnivnie ne sa leteaweamaha 


POrtRIMENICON EK ch wasntbonorecteennaconceusecs 


Port Stanley 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Transfers 
and Adjustments 


Balance at 
December 31, 1985 


$ $ 


14,664,480.00 2,171,729.00 
118,784.00 9,999.00 
103,254.00 11,702.00 
84,870.00 8,604.00 


3,937 ,497.00 390,980.00 


5,050,396.00 766,717.00 


15,338 ,296.00 15535523700 
2,317,686.00 289 543.00 
356,827.00 39,940.00 


560,920.00 45 898.00 


140,323.00 12,199.00 


11,618,452.00 1,282,547.00 
198,792.00 21,870.00 
109,598 995.00 13,377,357.00 


624,822.00 49,559.00 


273,060.00 29,042.00 


23,748,607 .00 2,935 ,163.00 
162,265.00 11,727.00 
186,216.00 21,446.00 


2,535,132.00 345 376.00 


4,304,741.00 532,846.00 


- 33,664,589.00 3,625 ,298.00 
83,774 630.00 9,926 ,526.00 
6,067,696.00 626,859.00 


280,896.00 28,719.00 


538,997.00 45,076.00 


1,730,657.00 162,030.00 
411,919.00 39,121.00 
1,550 ,062.00 190,042.00 


449 576.00 46,395.00 


2,119,783.00 303,289.00 


1,421,747.00 170,414.00 
2,101,933.00 231,109.00 
16,997 ,930.00 1,703 ,804.00 


1,075, 134.00 89,515.00 


5,774,169 .00 1,085 ,655.00 


1,385 ,177.00 118,217.00 
205,372.00 26,902.00 
1,732,969 .00 157,019.00 


107,561.00 11,300.00 


4,354,140.00 512,526.00 


1,474,123.00 190,418.00 
3,939 269.00 500,587.00 
405,094.00 39,201.00 


495,212.00 37,861.00 


Balance at 
December 31, 1986 


$ 
16 836,209.00 
128,783.00 
114,956.00 
93,474.00 
4 328,477.00 


5 817,113.00 
16,873 ,533.00 
2 607,229.00 
396,767.00 
606,818.00 


152,522.00 
12,900,999.00 
220,662.00 

122 976,352.00 
674,381.00 


302,102.00 
26,323,770.00 
173,992.00 
207 ,662.00 
2,880,508.00 


4,837,587.00 
37,289 887.00 
93,701,156.00 
6,714,935.00 
309,615.00 


584,073.00 
1,892,687.00 
451,040.00 
1,740,104.00 
495,971.00 


2,423 ,247.00 
1,592,161.00 
2,333 ,042.00 
18,701,734.00 
1,164,649.00 


6,859 824.00 
1,503 ,394.00 
232,274.00 
1,889 ,988.00 
118,861.00 


4,866,666.00 
1,664 ,541.00 
4,439 856.00 
444 295.00 
533,073.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Brescott .os..05.+s 
Priceville ........ 
Rainy River.... 
Red Rock ...... 
Renfrew ......... 


ROONEY :...5..... 


Municipality 


Sandwich West Twp. ........ccccccceeeees 


AGIA ecko. once ces 


BeatDOLOUC Nine se. miccnane scat nsaneoesre ones 


Schreiber Twp. 


OCs e open neg sc han cvccsihesaresaunscnnes 


Seaforth ........ 


BRE TIUTTOG ete ican nincsianosamerosvioncdabee seas 


SHNCOC «osc. 58 
Sioux Lookout 
Smiths Falls... 


CAMP UIMILICS 6..<5.s.apwsessreces osninensewes 


South River... 


BESET WestyOXfOrd onc. ecacegensess seses sates 


Southampton.. 
Springfield ..... 
St. Catharines . 
St. Clair Beach 


Se Marys:...!.. 
Stayner... cs.cs. 
Sfirling..:....... 
Stoney Creek. 


_ Teeswater...... 


BU CORBAYE LWP. ocigeg danwiiencotsannenaenes 


MMIBTATHESNIN CMS hs. os ete corasteicuendmonaimeses 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Transfers 
and Adjustments 


Balance at 
December 31, 1985 


$ $ 
1,371,410.00 122,644.00 
28,594.00 3,076.00 
233,083.00 26,048.00 
234,408.00 17,660.00 
1,714,264.00 222,706.00 


7,733,188.00 1,052,422.00 


737,583.00 66,258.00 
194,210.00 16,682.00 
712,559.00 123,231.00 


228,342.00 29,278.00 


223,503.00 20,756.00 
70,839.00 7,200.00 
236,713.00 36,848.00 
1,771,503.00 228 696.00 
19,938 803.00 1,277,755.00 


76,392,452.00 10,154,615.00 


476,847.00 55,279.00 
895,875.00 110,404.00 
669,334.00 53,488.00 


622,108.00 72,217.00 


448,034.00 


4,151,515.00 


744,146.00 86,447.00 
3,039 ,030.00 280 ,669.00 
257,321.00 26,930.00 


207,818.00 26,613.00 


771,145.00 51,601.00 


818,031.00 90 013.00 
106,200.00 9,224.00 
39,498 800.00 4,332 ,299.00 


389,311.00 55,884.00 


727,534.00 


7,761 327.00 


1,833,811.00 123,067.00 
506,717.00 57,770.00 
417,499.00 46,728.00 

7,143,585.00 921 ,996.00 


8,913,062.00 810,931.00 


2,033 358.00 222,594.00 
1,159,331.00 143 486.00 
18,286,425.00 2,005 782.00 


221,332.00 28 376.00 


235,177.00 22,897.00 
1,027,917.00 137,104.00 
333,223.00 30,274.00 
580,397.00 66,411.00 
304,966.00 24,369.00 


Balance at 


$ 
1,494,054.00 
31,670.00 
259,131.00 
252,068.00 
1 936,970.00 


8,785 610.00 
805 ,722.00 
210,892.00 
835,790.00 
257,620.00 


244 259.00 
78,039.00 
273,561.00 

2 000,199.00 
21,216,558.00 


86 547,067.00 
532,126.00 
1,006 ,279.00 
722,822.00 
694 325.00 


4,599 549.00 
830,593.00 
3 319,699.00 
284 251.00 
234 431.00 


822,746.00 
908 ,044.00 
115,424.00 
43,831 099.00 
445 195.00 


8 488,861.00 
1,956 ,878.00 
564 487.00 
464,227.00 
8 065,581.00 


9,723 ,993.00 
25205;3952.00 
1,302,817.00 
20,292 207.00 
249,708.00 


258,074.00 
1,165,021.00 
363,497.00 
646,808.00 
329,335.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Additions in the 
Balance at Year through Transfers Balance at 


Municipality December 31, 1985 | Debt Retirement and Adjustments | December 31, 1986 
Appropriations 
$ $ $ 
Thedford ey Ow Baits eae wa vedeian Soavee aires 199,522.00 17,123.00 216,645.00 
Thess alonPishecs nsescasaee dace eoeeaaemeees 321,761.00 44,255.00 366,016.00 
PHOPNDUTY Pie. occ e Waceak shamed: seen neerenes 387,212.00 46,190.00 433,402.00 
VT HOLHAAlCR st. con tacacacattansertvenecee erie 98,183.00 7,766.00 105,949.00 
THOERCOW Sr hee rosderi aetaorereeavinlen on tvaeets 92,544.00 12,058.00 104,602.00 
PP orGldtamincscesy cskccca eta mheanak anteminades 4,012,190.00 353,488.00 4 365,678.00 
WhanderyBayectecvegeas ters teeatee seers: 41,250,511.00 2 829,212.00 44 079,723.00 
TBO TY sae aoe ee se anscomea nteaeeneevanens 1,181,808.00 158,067.00 1,339 875.00 
TINSONDUT Seka aw cengattoaticn oecrse eh agente 2,949 885.00 365,338.00 3,315,223.00 
MOLONt Owe aereacs cosacdeoecs savas sae eebasaees 266,091 ,454.00 21,688,195.00 287,779 ,649.00 
FPOttenhar merce ntee anteater scar et atc done’ 401,659.00 54,738.00 456,397.00 
FRTENCOM eee rast rere ae Gu Seater aeeeat 5,650,005.00 634,675.00 6,284,680.00 
SE WEE GI eres niet sncesk des San eae Dea te ens 507,997.00 48,942.00 556,939.00 
RIXDIIG Oe fx ertcenn aes se ecamet he ceeesmaab am maenst 847,699.00 84,517.00 932,216.00 
Wanklee ee Piitlh oy ssatenc sents ceachoneas 345,215.00 50,575.00 395,790.00 
Waa liantncn aetuaecscsacicces Sisecaneeeeense nis 9 692,860.00 2,252,892.00 11,945,752.00 
MictO nae Harboun a ca escort sree eeens 235,281.00 28,658.00 263,939.00 
Walkerto muetertatericiic ti ka ea deetaen 1,515,732.00 158,188.00 1,673,920.00 
Wiallacebui iarsess cect mir, te weeaem wesnet ae 5,074,279.00 513,871.00 5,588 ,150.00 
IW ARESViNe ee esck ions lees saeeeh ase e omen 89,004.00 8,157.00 97,161.00 
Wearkiwortha.ces. f24 sihns acct ate ceases 143,459.00 16,154.00 159,613.00 
WasaparBeachitccen cumin cnendtemaislets: 1,672,698.00 198,013.00 1,870,711.00 
Waterloo-Wellesley-Woolwich ............. 17,833 ,894.00 2 304,070.00 20 137,964.00 
Wath Orel Se te rrcsccast alemeaea terete Sebaeas 463,254.00 35,065.00 498 319.00 
WaUDalishtene@mstsnscesccaaccscoenee ota troscaies 164,351.00 18,928.00 183,279.00 
Webb Wood et iicsicactans ccerder ss eeaneeraees 81,796.00 10,362.00 92,158.00 
Welland Aree ea disteianachh meatenttanes 10,940,821.00 1,003 988.00 11,945 ,123.00 
Wellington Rack rave cesct ovtarekeenciieeucccraes 290,387.00 31,956.00 322,343.00 
IWiGSUREINGONM Re rertena ns hese cerabeaeaainenseans 234,943.00 27,158.00 262,101.00 
West Horner Mas acavesdiucrrtettanneaten atten 457,556.00 48 318.00 505,874.00 
Westmimstéere Twp iti sassereacterssanste-s 408,495.00 44,577.00 453,072.00 
WiGSEOO beer irs tues se epariss Cutettc utenti oecane 194,907.00 22,015.00 216,922.00 
WIRGAUIG Vine aetenneenednes meee sence rent anos 365,264.00 34,640.00 425 ,928.00 
WIKIDYy naeeeeh cic: sas mone motes 7,194 ,277.00 1,010,023.00 8,204 300.00 
Whitchurch-Stouffville..................00000s 1,199,660.00 168,205.00 1,367,865 .00 
WV TABCOTY rats mat ret os adc enya hak Uimtona tea eautiees 598,536.00 61,133.00 659,669.00 
WilliamisGur eerste. caw tee econaeeeanaecs 96,370.00 8,000.00 104,370.00 
Wiabeneste nr mien tecakts Soaummeeteceantdasteas 756,904.00 89,388.00 846,292.00 
WV ACLS PRISE Oa vaca pic dancaurnccasent et ness 74,130.00 — = 
WVINCSOP ere Crene cachet arsds ws tae dombeots Sich 61,984 ,081.00 6 469,552.00 68 453,633.00 
Witte tianniiesenc:- sscecqoarceitergeseedecateuss 1,393 453.00 146,668.00 1,540,121.00 
WOGUSTOCK Ee eacancs ama kes dh cwsto eta crac 8,814,734.00 802,614.00 9 617,348.00 
WioOdvilles lea ati Rate ee cdence chav tiles 128,599.00 14,440.00 143,039.00 
WY YOU Benes condone truce tere das aenwceees 280,644.00 31,097.00 311,741.00 
OY OT eater enon sa cian’ Cregeen clase siaiaes 25 868,872.00 2,185,914.00 28 ,054,786.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1986 


Additions in the 
Balance at Year through Transfers Balance at 
Municipality December 31, 1985 | Debt Retirement and Adjustments | December 31, 1986 
Appropriations 


$ $ $ 
LAT Dlegeodoadagsoccnodudle gaeeaanegncaueencs mnare. 593,265.00 59,148.00 652,413.00 
BREE aes isle eis cera vein ea snsaisaianiee eats soleil 223,861.00 21,942.00 245,803.00 
@tal Municipalities .............s00seseseees 1,826,695 ,052.00 199 337,897.00 (9,853.00) 2,026 ,023 096.00 
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APPENDIX III — POWER DISTRICT 
RETAIL AND DIRECT CUSTOMERS 


Ontario Hydro provides service to rural and direct customers through the 
Power District operation to customers not served by municipalities or private 
power companies. This operation is viewed as comparable in scope with that 
of a municipal utility. Service to rural customers, including residential, farm, 
and general customers, and service to direct customers is administered 
through 48 area offices, six regional offices and the Regions and Marketing 
Branches at head office. The various classes of service are described below. 


RETAIL CUSTOMERS 


Residential Service 


Residential service is provided to single unit dwellings used only for living 
accommodation. It embraces two kinds of service — continuous-occupancy 
service and intermittent-occupancy service. 


Residential continuous-occupancy service is provided to dwellings consid- 
ered to be customers’ permanent residences. There are two classes of contin- 
uous-occupancy service for rate purposes-class R1 for service in designated 
zones of high customer concentration where there are at least 100 customers 
of any class in a group with a density of not less than 15 customers per kilo- 
metre of line, and class R2 covering service elsewhere. 


Residential intermittent-occupancy service is provided to any single unit 
residential dwelling which is not regarded as the customer’s permanent resi- 
dence and is occupied intermittently throughout the year or part of it. As 
with continuous-occupancy service, there are two classes of intermittent-oc- 
cupancy service for rate purposes, designated R3 and R4 for zones of high 
and normal customer concentrations respectively. 


Farm Service 


The farm class includes single-phase or three-phase electrical service to the 
farm residence and to all buildings and equipment used in the production and 
processing of farm products. For purposes of classification, a farm can in- 
clude a year round residence as well as a business as long as the service to the 
year round residence is supplied through the same meter as the service to the 
business. The business, which is agricultural production on a continuing ba- 
sis, must be carried on at such a level as to ensure that the farm is a viable 
economic unit. 
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96 Appendix III — Power District 
General Service 


The general class includes services to all businesses, excluding those that 
fall within the farm class. Customers may receive either single-phase or three- 
phase electrical service at secondary, rural primary, sub-transmission, or 
transmission voltage. 


DIRECT CUSTOMERS 


These customers each have a demand exceeding 5000kW and are served di- 
rectly under individual contracts with Ontario Hydro. Most are located out- 
side the service areas of municipal utilities. Where Ontario Hydro provides 
service to a direct customer located within the distribution area of a munici- 
pal utility, this is done only with the agreement of the utility. At the end of 
1986, Ontario Hydro provided primary power to 105 direct customers. 
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PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS 


Areas by Regions 


Central Region 
Lakeshore... 
Dundas’)... - 
Fenelon Falls . 
Guelphaty ae. 


Western Region 
Beachville ... 
Clinton at 
East Elgin... 
ESSEX speedos 


Eastern Region 
Arnprior.... 
Bancroft .... 
Brockville ... 
Cobden .... 
Frankford ... 


Rertiiee «007 


as at December 31, 1986 


Number of Customers 


Continuous 
Occupancy 
or All- Year 


Intermittent 
Occupancy 
or Seasonal 


Primary Line 


Farm General Total 


13,897 20,576 
13,404 16,781 
10,273 22,430 
7,946 15 443 
20,416 27,627 
11,434 21,873 
124,730 

8,988 16,418 
6,381 15 606 
6,770 11,709 
14,952 23,609 
8,359 17,831 
14,090 21,808 
9,059 12,853 
13,320 25,118 
7,012 13,540 


88,931 12,438 42,959 14,164 | 158,492 


8,117 11,884 
3,895 E999) 
8,875 14,406 
13,5227 20,903 
12,103 17 692 
20,743 29,241 
9,930 20,085 
7,446 12,342 
Sypvall 13,675 
10,503 16,615 
23,694 31,178 


23,020 124,054 37,140 235599 15,267 | 200,020 
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PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS (Cont’d.) 
as at December 31, 1986 


Number of Customers 


Intermittent 
Occupancy 
or Seasonal 


Continuous 
Occupancy 
or All-Year 


Areas by Regions Primary Line 


Km Farm General Total 


Georgian Bay Region 

Alstonap st, abetns & ikon wooo Grae 9,274 
HuUroniah ar, Weds sok totes he! Senta 37,604 
Bracebridgey ats cus cae cu eects ebro ee 20,869 
Hiuntsvilles.0 cate mes. ces omnes nae ter eens 14,363 
Mindente 3) ela .e cP odRN leon ore eer 15,081 
Orangeville’. We aos toe nes ole oroRna 14,216 
Owen Sound us ci seacers sees const eatin 24,287 
Parry SOUnd roche nn sees ar sweasl i arerelta 13,010 
Penetaneuishene sa sravales oro alten 16,813 
Wialkentonis >. ccaiiatuie  iteenoke, toca sibsrione 17,263 
TODA te AN ae 182,780 
Northeastern Region 

PNT (0) (17: eae te Coho A ey Se RR OP 10,188 12,827 
Kapuskasing en.s cati< 21s ceva uses 6,029 7,863 
KirklandiPake voit ay. c ctehten dere ken 6,052 7,659 
Manitoulingis, see! ou bk aclekeeaee aoa ekene 3,503 1132 
Newiliskeard: Vee 0 4 ic ate ais, wee Paee 7,476 10,755 
North Bay siiciais (onstage thls 13335 11,457 
SUCDULY, ORG leickses tira areas: Er aE, 18,335 21,834 
TINIMINS tas eloeeh Laas owe roe 19,292 23,432 
Wearrents etre aisitik sheen orale eames ee 4,342 7,770 


Remote: Areas. ers ccc ie Satan el 


TOTAL Vo icctn ci be sehen hl ecma ra kicrees 10,414 82,552 13,322 2,620 125235 | 1105729 


Dryden is. aijaue miko ic either nes a 6,063 8,455 
Fortbratices: eho). 8 see a ot ee 2,391 4,565 
Kenorage. ao Sa 205) ee a eke ee 2,792 6,818 
Thunder Bay 145% o.4 s&s lade on hi tare 1225 16,604 


TOPAL obty ees ear es ohn 5,731 22,471 7,991 36,442 
TOTAL REPAIOS Poy case 90,839 474,200 164,284 | 106,163 | 68,546 | 813,193 


Class of Service 


Residential . . 
Continuous 
Occupancy 


Residential .. 
Intermittent 
Occupancy 


* 


Electricity Sales, Revenue, and Customers 


POWER DISTRICT 


ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Year Sales 


kW.h 


5 423 760 600 
5 808 048 700 
5 904 562 900 
5 892 631 400 
5 888 096 900 
5 808 757 400 
5 981 830 600 
6 006 290 900 
6 606 569 000 
6 787 660 500 
7 153 181 800 


442 179 300 
442 048 500 
431 715 700 
453 115 800 
449 596 600 
487 495 900 
508 166 800 
484 388 000 
533 832 000 
530 716 300 
564 394 100 


2 064 034 800 
2 097 367 400 
2 105 581 500 
2 197 378 300 
2 247 550 700 
2 298 139 200 
2 322 291 800 
2 321 935 300 
2 420 793 000 
2 415 607 900 
2 446 594 900 


of (a ish ele La 


The monthly use per customer has been adjusted to reflect the transfer of customers to 


restructured municipal utilities. 


Revenue 


$ 


131,427,282 
179,158,470 
196,936,328 
212,747,044 
236 879,454 
25755305008 * 
289 ,943,576*** 
STA AOL 8S" t 
372,196,016*** 
418 ,642,093*** 
462,290,375*** 


18,457,651 
24 236,873 
25,903,387 
29 259,090 
32,205,995 
36,932,597 
41,015,076 
44,115,613 
50,300,953 
54,929,552 
60,381,527 


50,723 ,625 

63,345,233 

67,661,810 

75 197,986 

83,959,051 

94,466, 190** 
104,503,701*** 
1135113,690° 
126 ,832,907*** 
1383587,379" 
146,575 ,206*** 


Customers 


426 437 
452 265 
445 527 
434 440 
429 957 
422 262 


_ 426 908 


432 898 
443 731 
458 022 
474 200 


157 976 
159 147 
160 139 
160 495 
161 355 
163 046 
163 741 
164 071 
163 913 
163 765 
164 284 


120 911 
118 050 
115 019 
112 786 
111 462 
110 245 
109 516 
107 596 
107 049 
106 548 
106 163 


Monthly 
Use Per 
Customer 


kW.h 


1 089 
1 102 
1 126* 
i322? 
1135" 
1 136* 
1174 
1 164 
1 256 
1/255 
1279 


233 
232 
Di he 
PAN 
232% 
250* 
259 
246 
a 
270 
287 


1 413 
1 463 
2523" 
1 602* 
1 665* 
L725" 
1 761 
1 782 
1 880 
1 885 
917 


Gross revenue prior to application of 1981 Ontario Government Assistance. 


Gross revenue prior to application of Rural Rate Assistance. 
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Revenue 
Per 
kW.h 


6.46 


4.17 


10.35 
10.70 


2.46 


100 


ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Class of Service 


General 2). eo 
Under 5 000 kW 


CFONeIal | eons 
Over 5 000 kW 
(Directs) 


Street Lighting .. 


* 
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POWER DISTRICT 


kW.h 


4 452 763 600 
4 616 130 800 
4 428 738 500 
4 407 296 200 
4 281 368 600 
4 125 066 000 
3 989 649 900 
3 947 161 250 
4 240 264 053 
4 447 686 860 
4762 539 733 


14 070 761 535 
15 187 209 992 
14 774 977 578 
15 756 928 631 
16 431 878 561 
17 077 003 922 
15 118 572 381 
16 347 808 580 
17 816 205 225 
18 002 577 560 
18 446 852 365 


52 870 300 
57 534 400 
56 075 700 
60 358 600 
69 072 300 
64 038 500 
65 461 400 
65 008 400 
65 830 000 
67 538 500 
69 375 900 


restructured municipal utilities. 


Revenue 


$ 


87,713,160 
114,617,731 
117,593,420 
125 ,603 ,473 
135 ,648 385 
143,739,130 
153,564,352 
165,846,251 
191,190,661 
216,942,093 
242,587,413 


170,666 ,087 
244,981 ,084 


245 ,208 ,059 
284,522,703 
341,117,817 
390,460,618 
394,746,692 
447,803,718 
515,821,316 
56757923563 
603,546,114 


9595593 
1,329,050 
1,408,620 
1,553,632 
1,918,836 
1,975 ,497 
2,210,561 
2,402,678 
2,669 ,685 
3,014,066 
3,271 ,468 


Customers 


Monthly 
Use Per 
Customer 


kW.h 


5 892 
5 949 
51/38" 
5 668* 
Sooo" 
5 453* 
S277 
pki. 
5 479 
5 627 
5 870 


11 609 539 
12169239 
11 896 117 
12 810511 
13 166 569 
13 816 337 
11 829 869 
12 731 938 
14 072 832 
14 707 988 
15 070 958 


The monthly use per customer has been adjusted to reflect the transfer of customers to 


Revenue 
Per 
kW.h 
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SUPPLEMENT 


Municipal Electric Service 


The 316 municipal electric utilities, collectively, are the major distributors 
of power to the ultimate retail customers. Some appreciation of their com- 
bined operations and growth can be gained from the following statistics: 


Increase 
1986 1985 % 
Plant & Facilities (at cost) 

(Millions of dollars)’ 7) AGeRs) hie. 8,195 2,895 10.4 
Customers(000'S) cairusence ae: dea als «Be 2,439 pipes is 2.6 
Energy Supplied | 

CNETHONS OD WaT: Svenycie «pert iaeteua bean. 76,876 73,488 4.6 
Annual kW.h percustomer .......... BESI9 30,916 2.0 
INUIMIDEL OF ULIITICS Gee. is snes 316 316 


The increase in energy use of 4.6% compares with 3.1% in 1985; the over- 
all increase in revenue from the sale of power and energy was $265 million or 
8% over that received in 1985. Revenue from other sources increased by $6 
million or 7.1%. The revenue for each class of service for the years 1986 and 
1985 is compared below: 


Class of Service 1986 1985 Increase 
($000,000) ($000,000) % 

Residential). anh oe eee rkoetes tole LO 1,084 7.9 
General 

(inc. commercial & industrial) ...... 2,398 2,220 8.0 
Streetliohting ..... 2s Renee ae eereen lc 29 28 3.8 
Total Service Revenue .28 687.24 ..0.5°. Sie 3352 8.0 
Other Reventte <0; Be ees oe ae 91 85 pee | 


Total Reventle |} suis eRe eee aa 3,688 3,417 7.9 


Municipal Electric Utilities 


ison of the various 
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elements of cost is shown below. 
00 
$000,000 Total 


0 O 
$000,000 Total 
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Municipal Electrica 


Class of Service 


Residential ..... 


General 


eiLepiel(d Penis) ai 


Under 5 000 kW 


General 


@ Olen 8 & 0 


Over 5 000 kW 


Street Lighting .. 


Electricity Sales, Revenue and Customers 


MUNICIPAL UTILITY 
ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


kW.h 


16152623151 
16 383 587 108 
17 025 577 108 
17 565 667 706 
17 932 123 332 
18 438 609 678 
18 886 891 334 
19 710 406 892 
20 693 144 465 
21 160 129 780 
22 242 481 786 


29 724 507 257 
30 130 253 795 
31 645 398 787 
33 096 418 309 
34 187 505 625 
35 697 764 317 
35 896 905 250 
37 383 602 494 
39 409 612 800 
40 805 702 805 
43 021 927 216 


9 134 224 598 
9 549 367 883 
9 853 962 963 
10 254 591 261 
9 678 858 443 
9 667 130 048 
9 532 967 341 
9 861 695 941 
10 538 116 870 
10 857 379 886 
10 947 950 446 


608 288 454 
617 494 280 
630 757 605 
647 160 888 
657 393 343 
665 282 032 
667 153 365 
668 616 358 
669 492 926 
665 195 977 
663 272 664 


Revenue 


$ 


340,934,916 
431,271,516 
474,034,772 
528,959 ,296 
605,536,287 
684,068 ,885 
771,290,930 
866,807,435 
975,142,474 
1,068 ,606 ,382 
1,163,503 ,464 


544,773 ,996 
699,079 328 
762,983,114 
866,465 ,702 
1,007 ,242,380 
1,156,576 ,203 
1,288 ,862,632 
1,436,425 ,179 
1,630,700,982 
1,805 ,468 ,754 
1,972,120,211 


130,508 ,806 
178 ,935 ,412 
190,760,474 
216,438,880 
231,026,403 
252,980,769 
282,432,162 
312,646,773 
358,148,852 
398,871,911 
418,555 ,663 


10,490,524 
13,429,128 
14,305 ,257 
15,894 ,416 
18,266,009 
20,404 ,086 
22,629.98) 
24,456,306 
26 ,662 336 
28,399,032 
29,266,111 


Customers 


BVI2 51h 
1 746 882 
1 805 209 
1 854 535 
1 901 896 
1 942 956 
1 968 557 
2 007 356 
2 044 747 
2 089 792 
2 142 849 


228 477 
232 497 
241 623 
252 051 
258 506 
265 746 
271 864 
274 424 
280 415 
287 360 
296157 


12 
115 
120 
119 
Lz? 
118 
120 
118 
121 
125 
129 


Monthly 
Use Per 
Customer 


7 147 281 
7 011 283 
6 988 626 
7 151 040 
6 693 463 
6 713 285 
6 675 747 
6 905 950 
7 348 757 
7 355 948 
7 183 695 
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Revenue 
Per 
kW.h 


Dio 


1.83 


4.58 


1.43 


3.82 


172 


4.4] 
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Net income was $152 million compared to $137 million in 1985. Of this, $22 
million was allocatead to the retirement of debt and $130 million was allo- 
cated to accumulated net income. 


The sources of funds for the municipal electric utilities totalled $380 mil- 
lion. This was comprised of $261 million from operations, $39 million from 
borrowing and $76 million through contributions in aid of construction and a 
net decrease in other assets less other liabilities of $4 million. Additions to 
fixed assets amounted to $311 million and the redemption of debt amounted 
to $45 million. Working capital increased by $24 million. 


The total assets of the 316 municipal electrical utilities at December 31, 
1986 amounted to $4,959 million after deducting accumulated depreciation of 
$1,081 million. Included in these assets is the equity of the utilities in the as- 
sets of Ontario Hydro in the amount of $1,829 million or 37% of their total 
assets. This represents the accumulation of charges in the cost of power for 
the repayment of Ontario Hydro’s long-term debt. These amounts would cor- 
respond to those reported in the Statement of Accumulated Equities if these 
were available when the utilities close their books. As this is not possible, the 
equities stated are those at the end of 1985 rather than 1986. The number of 
utilities remains the same as in 1985. 


The books of account, from which the foregoing information is derived, 
are kept by the utilities in accordance with a standard accounting system de- 
signed by Ontario Hydro for use by all municipal electric utilities. These 
records are periodically inspected by the Corporation’s municipal accoun- 
tants. From time to time, adjustments and improvements in accounting pro- 
cedures and office practices are recommended. By providing this type of 
assistance and supervision, Ontario Hydro seeks to ensure the correct appli- 
cation of rates and standard procedures and the observance of a uniform clas- 
sification of revenues and expenditures. The work performed by the 
Corporation’s municipal accountants does not, however, constitute an audit 
of their account; that function is performed by the duly appointed auditor of 
each municipality. 


Municipal Electric Utilities 
Utility Changes — 1986 


Effective Date Old Status 
January 1, 1986 Windermere 
January 1, 1986 Private Company 
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New Status 

Ontario Hydro Rural 
—Bracebridge Area 
(Georgian Bay 
Region) 

Iroquois Falls HS 
(Northeastern 
Region) 
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Municipal Electrical Utilities Financial 


Municipality 720300. scdernos ar erseracs oysakses oa ehenas Ailsa Craig Alexandria Alfred Alliston 


Number of Customers 302 1,594 460 1,935 


A. BALANCE SHEET 
FIXED ASSETS 


$ $ $ $ 
212,920 12,110,364 1,582,857 362,746 1,341,066 
82,461 3,324,036 638,023 164,535 607 ,624 


INGEMIXEC [aSSCtSi ya nee veh audio umucses arenes cst 130,459 8,786,328 944 834 198,211 733,442 


CURRENT ASSETS 


Cash Fand "Banks.ae cikasccomoe soe denere cranes Oke 43,569 * 471,706 82,180 128,077 Wee 
INVEStMENTS Bent once reese acs eh atiacesbueeawsuncecebsoder 15,000 650,000 — — 175,000 
ACCOUNTS RECEIVADI eit. vinecacncetcsescnueeeceescr 9,051 250,883 107,280 15,247 96,706 
Wnbilled Revenveracvusccctsncceste scones cece 37,500 1,458,075 326,936 80,505 258,834 
TRV ENGI Y EA Saas sic extep one O58 orgetioce cna a eeearcisn aan ds — 531,139 82,356 5,764 73,401 
Other — — — — 1,948 


Total Current Assets 105,120 3,361,803 
OTHER ASSETS —_— 233 ,386 
EQUITY IN ONTARIO HYDRO 202,689 4,658,669 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Lenin Oe Bt wanes eccwereunoascsaceerteresdes yc 790,488 6,314 
Less Sinking Fund on 
DEDENCUTOIS catei' san dednouen ss Mamaidnaslrora acim es == = 


790,488 


598,752 229,593 606,624 
_ 1,500 6,296 
1,173,391 283,311 1,134,083 


Less Payments due within 


ONOMVE AT Ae nate nantes cnasncsni te aeenn sie neneNeet 56,661 
hOtalis fethic. wulghe these anteastacuc aso sopecets tomen asin — 733,827 — — 
LIABILITIES 
Currents Lia bilitiostesccaracrsvevsser pes cuen eee tare 30,744 1,331,920 241,190 87,564 248,845 
Other hiabilitiesh asia tecccsencut woecees santa sees 340 357,224 56,599 7,307 30,311 
TPOtAN AM is dudere nan ranankoarmenash raceme ates 31,084 1,689,144 297,789 279,156 


DEFERRED CREDIT 
Contributions in Aid of 
ONISEFUGCUHOM see. aranul piace commnem ounces canes 


1,810 2,911,593 167,798 
285 245 ,053 8,872 


13,343 
2,208 


1,525 2,666,540 158,926 P35 69,906 
RESTHIR VIBES cava: sais sone te amacinneguesedna bomen a a —= od = 
ERDLETIEY SEOUL, dy, sevpesnuciaeraaaaitan san trscante 202,970 7,292,006 1,086,871 323,298 997,300 
EQUITY: IN ONTARIO UY DRO ic iicrayer =: 202,689 4,658 ,669 1,173,391 283,311 1,134,083 


TOTAL DEBT. LIABILITIES & EQUITY . 438,268 17,040,186 2,716,977 712,615 2,480,445 


Statements B and C 107 


Statements for the Year Ended December 31, 1986 


Municipality...........:sceccseeeeeeeeeseneeeeeneeeeenn ness Ailsa Craig Alexandria 


Ajax 


Number Of Customer:s...:.......00:cscsseresessessees 302 12,092 1,594 


Alfred Alliston 
460 1,935 
$ 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 196,446 6,543,868 1,008,223 315,109 1,069,536 
Net income for year...........c.ceeseeeeeeeeeeeeees 6,524 748,138 78,648 8,189 (72,236) 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments .........00ccceceseeeceeeeeeeeeeeeeaneneees 


UTILITY EQUITY, END OF YEAR ........... 


YRS TEES YTS A 


| manare | 7,292,006 1,086,871 323,298 997,300 
(SEES HES 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVENUE ..........ecccceeeeeeeeeeeeeeeeetanes 325,657 12,523,906 2,299 328 644,708 1,997,643 

Other Operating Revenue ..........:-:eeseereees 6,837 225,680 37,476 5,989 57,262 

TOMAL REVENUE) Bi swccsccsasaaettcmatcrseineectts 332,494 12,749,586 2,336,804 650,697 2,054,905 
EXPENSE 

ME IPOW ET PUICHASEE) Lectitn ase derisleovespimecmelsitilsot> 298,767 10,707,381 2,023,028 590,804 1,855,579 


TOCA GENE LAtlON wonwaneseessderdowsisineacacsesciness 


Operation and Maintenance..........----. 6,120 361,370 57,349 9,750 100,938 
Billing and Collecting ..........::::esesseseeeeeeees 8,336 278,761 54,685 8,154 57,926 
PA IMINIStr a tON concms nas wuansiewateceninecacleaclen ease 4,481 201,000 75,962 19,494 60,752 
Depreciation Less Amortization .............+5 8,174 342,969 45,272 14,306 43,009 
Financial Expense ...........ccesseeeeneseeeeeeeenees 92 109,689 1,860 — 148 


TOTAL IEXRENSE | jcnessecsscmensesucanenmscereenes 


325,970 12,001,170 2,258,156 642,508 2,118,352 


6,524 748,416 78,648 8,189 
Ms, 278 as ait 


6,524 748,138 78,648 8,189 (72,236) 
iTS 


’ 
ea FR TATED IEEE ESS 


Income Before Extraordinary/ 
Unusual Items .2........02s.ccnessecseecnvcsesrecoeres 
Extraordinary/Unusual Item(s)...........00:++s1008 


(63,447) 
8,789 


NET INCOME ............:0:scceceeeceereenenee en eeeenes 


54,117 
694,021 


10,070 us nas 
68,578 8,189 (72,236) 


748,138 78,648 8,189 (72,236) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN et METRCOINIG fs oyca ce se ve cncneee sles siaateches semeloiaesiestalnsiesis 
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Municipal Electrical Utilities Financial 


Municipality’ vce; ccicntotneettsasaangseecemeciebeetaese te Almonte Alvinston Amherstburg Ancaster Apple Hill 


Number. of (Castomersies .ccsainatencsceetteontes voce 1,679 357 2,769 1,664 ji M7! 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant. and: facilities aren .c.asanocees wateoencacaserse 1,977,665 197,366 3,014,200 1,694,511 73,853 
Less: Accumulated Depreciation................ 773,599 59,519 989 692 586,216 35,180 


INGtafixe dr ASSGtS aie danrgu scam ysueeoaccsasagy es 1,204,066 137,847 2,024,508 1,108,295 38,673 


CURRENT ASSETS 
Gashitanid. Bankes. ducasc osuossasshaes meoebereswes 


18,846 44,229 98,741 337,352 17,463 


TNVESEMENES Fae. haces ces emnanotnsc cotteioas webeares 39,055 — — —_ — 
Accounts, Receivables. acsccssehaveswes sauna sore 29,248 5,959 79,591 14,212 3,820 
Unbilled sRevenue sis x. aevecarnctesasiecasamorstetess 228 ,503 28,900 542,000 222,002 10,107 
INVETLOT Vie ses sooo aes sou devs sheemtinase yeas wadoens 36,369 804 94,912 1,892 — 
OUR ORGS icc d co eee ak sv cdonnce eat anaees orees 4,206 1,406 3,090 — 200 


(Lotale Current sASSets. sce eeeidsaeavten scencacis 356,227 81,298 818,334 575,458 31,590 
OTHER ASSETS etiereadudesccsavcateanmccemeers cee 23,000 1,144 _ 5,000 _— 
EQUITY IN ONTARIO HYDRO...........-00:< 720,442 161,727 2,067,478 799,862 52,883 


MLOTAL ASSEUS. Gronce. .sccs tnstanemeednentecan' 


2,303,735 382,016 4,910,320 2,488,615 123,146 


Zz ie = eS 


596,588 80,000 
42,300 6,000 


554,288 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erin SDeDt.., Cermsettoncccsaesde tnendeystvs ties we 
Less Sinking Fund on 
De Denture ss ieceses-anuceanangneromnioendacnaatweentos 


Less Payments due within 
ONG (VEAL cscs eee tes sents oaasmaaveateeamw antic ox 


=) 74,000 
LIABILITIES 
Cusrentc Esa D Mites suche casei anee dere cnecerneane 


Other ola bilitiesi tans. chvcaccens atenemeendesceeaccnen 


23,056 
260 


478,936 
39,122 


127,748 
32,885 


218,747 
54,960 


160,633 23,316 518,058 273,707 


DEFERRED CREDIT 
Contributions in Aid of 


49,680 
2,491 


23,690 
4,745 


80,348 
8,443 


388,941 
49,712 


47,189 18,945 71,905 


339,229 


RESERVES (i vsccsctencaadensersend onan aucateesveaunanaeas ss _— —_ — 
CEU IPY Se) CMUIY, sav cuhrvntorcnenncsen scanned ae aateses 1,375,471 178,028 1,698,591 1,001,817 
EQUITY IN, ONTARIO (AY DRO} a aiccrsasre: 720,442 161,727 2,067,478 799 862 


TOTAL DEBT. LIABILITIES & EQUITY . 


2,303,735 382,016 4,910,320 2,488,615 123,146 


Statements B and C 109 


Statements for the Year Ended December 31, 1986 


Municipality.............ssssesescsseseceesessnevecenesenes Almonte Alvinston Amherstburg Ancaster 


Nuniber (Of CustOmersiiidecscredes secewts ote teeaennesioss 1,679 357 2,769 1,664 


Apple Hill 
117 
$ 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 1,296,760 171,430 1,529,822 1,058,127 57,437 
Netrincome forjyeatsres-<000-.-sesnneerttescsnes 78,711 6,598 168,769 (56,310) 4,801 


Capital Contributions in respect of 
land/street lighting plant received in year a 


Adjustments)s.c. tee. ssevacessccwseweaseamonsetesenese 
1,375,471 178,028 1,698,591 


’ 


1,001,817 62,238 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service Revenue pacececaccos-sdssctauaransvineesren 
Other Operating Revenue .............:.ssss08+ 


1,628,564 
42,457 


250,878 
8,092 


3,804,541 
62,203 


5,252 
37,266 


81,587 
1,187 


82,774 


TOTAL REV ENB) iiicc.cc.csccwecsasis snaieiese ne 


EXPENSE 
MP POWETERUCCHASCHE Rk ec tascuctseneetwess beconsee 


121573299 215,101 3,200,231 1,319,169 


Local Generations 2 oa. csmnesciedecsernvenennerhes si 43,902 — — — 
Operation and Maintenance............:+:s00+0+ 109,951 9,487 135,149 47,408 
Billing and Collecting ...........:::sseesseeseeeeees 92,524 8,820 56,258 44,322 
FA AMIMIS(ratlOMsetens wae eteerenendeseuns can emuasetes 54,617 8,603 158,656 75 ,689 587 
Depreciation Less Amortization ..............+. 69,713 10,361 89,340 50,202 2,906 
Rinancial Ee Xpenseccccncussmecunversee=eeceeinezas’ 4,304 — 58,341 9,030 


TOMBE, TOG USING) St” Gonatnonchoccedudtanseonadanesse: 
Income Before Extraordinary/ 


WNuStal vILEMS scncse er soe-twaceastecilstevete sore sia 
Extraordinary/Unusual Item(s)...........:.00ees088 


1,592,310 252,512 3,697,975 1,545,820 T7973 


78,711 6,598 168 ,769 4,678 4,801 
— — — 60,988 


78,711 6,598 168,769 (56,310) 4,801 


( —$—$—$<—$<$<—<$<—<—————— eee 


= =< 9,844 pa 
78,711 6,598 158,925 4,801 


78,711 6,598 168,769 (56,310) 


NET INCOME... ..0-.00000cccsereresencsoseesesesosens 


5,000 
(61,310) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ING PRLTI COMME . oe ccoicars veto cout semis absteinaqetslslastetsieiore see aiaiet 
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Municipal Electrical Utilities Financial 


Arkona Armprior Arthur i Aurora 
219 2,789 757 8,634 


Municipality.............c.cccscsessecseseessceesceeneesees Atikokan Twp 


Number Of CUstOMme4nrsiics csescseesesvecess bore cien ne’ 1,940 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant and) facilitieswessss.seccdsgensorcrsernesc eon 48,618 2,534,463 645,531 1,827,053 11,494,132 
Less: Accumulated Depreciation................ 25,460 1,013,894 272,699 904,712 2,033,241 


1,520,569 


Net fixed asSéts ....225-.-.0sccssestssreceenserssae 372,832 922,341 9,460,891 


CURRENT ASSETS 
Cashand) Bank snes cets sass geacshscemectsasinesies 


276,909 105,353 198,232 212,354 


TAVEStMENtS Asis rec scree ett oneeereateaneeeneaates 65,000 “= -- — 
Accounts)” RECCiVaDle i.c.c.scsacse session cede semee 94,320 42,460 45,630 902,582 
Wabilled) Reventte sec ater sicattec teenenesseceeans 595,592 133,793 248,151 618,000 
INVENEOTY, sco. s soci seen hanavera mm aeawewsarnsee ner ee 28,516 6,827 64,001 475,301 
Other ceccc ee eae Saeed ee onions eames 27,918 1,528 12 aS 1,528 


Total Current sASSets cceracecesccewecneieee se ove 32,493 1,088,255 289,961 568,127 2,209,765 
OTHER VASSEDS eccasten cen cantante owerteleesinels core _ Teal. — 4,046 100 
EQUITY IN ONTARIO HYDRO................ 116,963 2,139,748 506 ,223 1,218,998 3,166,502 


TOTAL ASSETS............:.cscssesseeceeasneeees 


2,713,512 14,837,258 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm + Debthweccteparisseasseciimineeae de rsacs stein 
Less Sinking Fund on 
DEbDentUTE TS ace eee wreesee a temnictl nian ta aetnneete — 


547,573 


547,573 
Less Payments due within 


DHE YOAT ch niagas sd heveeseioncvwevaceinnltnesee detente ee 
Total steer rasievcsacaenirecuineeceonevbaoctatactenedee 380,968 
LIABILITIES 
Gurrents(iabilitiesiy cere ecsncseeemaseenncienseteases: 404,710 104,709 202,134 1,089,150 
Other) Liabilities a2. -c-cesccnavesessqsssesseoen seo 54,632 170 94,966 35,035 


459 342 


297,100 1,124,185 
DEFERRED CREDIT 
Contributions in Aid of 
COnStrUCtION sis eiaisnteereseneeainenateanch cures 


Bessu Amortization :ccacercsscsenetaeedectadacteoeweee 


112,330 
9,582 


195,170 
39,873 


4,468,317 
203,923 


102,748 
RESERVES farce crarsncdadioeeteiscsastenniadatantent — 
TIE ITY BOUTD oar ccecrenesub ay lsuatesenseensassis 44,774 1,990,946 
EQUITY IN ONTARIO HYDRO................ 116,963 2,139,748 1,218,998 


172,614 4,749,784 1,169,016 2,713,512 14,837,258 


18,138 


484,776 
506,223 


1555297 


1,042,117 


4,264,394 


5,901,209 
3,166,502 


TOTAL DEBT. LIABILITIES & EQUITY . 


Statements B and C pa 


Statements for the Year Ended December 31, 1986 


Municipality geemrmic desi siedsitic so sohiseu cntannisotins tines Arnprior Atikokan Twp. Aurora 


Number of; Customersssiseyaccocte scence enaeemere 2,789 1,940 8,634 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 1,843,243 462,411 958,547 4,992,964 
NeteIncome foriyeareerecnt: sc: c--cactcrty est 147,703 22,365 83,570 908,245 


Capital Contributions in respect of 
land/street lighting plant received in year 
ARAVUSEMENS vaeeeencnec tececes she coupaenace teh ss. 


44,774 1,990,946 _ 484,776 1,042,117 


UTILITY EQUITY, END OF YEAR ........... 


5,901,209 


C. STATEMENT OF OPERATIONS 
REVENUE 


S@lvice SREVENUC Mate tana -raaamienernceesee bee 154,608 4,303,140 961,769 2,551,981 9,008,251 
Others Operatingenevenue se ecsmeeces pees: 3,414 86,310 19,535 38,042 174,101 
TOTAL CREW ENUBW her.c 1. caccessecpestee resins 158,022 4,389,450 981,304 2,590,023 9,182,352 


EXPENSE 
Bower Purchasedsgere ties 2800.0 ocsndeeanen coeten 
MocaleGeneration! (c.assssecscnaneeaecseeseck one ee: 


138,659 


861,503 


2,059,799 


7,294,911 


3,888 567 


Operation and Maintenance.................0.08. 1,122 63,531 25,408 185,030 378,573 
Billingeandu@ollectin given veces teseesness see. 3,393 108,578 25,141 111,562 196,210 
AGMINIStrLAtlON hee eewsseeseceseesene resets nce es. 1,240 64,184 19,124 86,165 103,945 
Depreciation Less Amortization ................ 1,826 103,718 21,039 59,999 238,137 
Binancial@Expenserenrean.cneseereesec arse: 33 10,200 6,724 3,898 62,331 


OTA EXPENSE tovisauct-consseecescesesossecstns 


146,273 4,238,778 958,939 2,506,453 8,274,107 


11,749 150,672 22,365 83,570 908,245 
2,969 _ — 


11,749 147,703 22,365 83,570 908,245 


Income Before Extraordinary/ 
Wnustial Ttems) tiniest: scccseneenesceiomes sates ne 
Extraordinary/Unusual Item(s)...................605 


INE INCOME: fimsceremnescsccecepaseaerasciaarace: 


3,000 5,000 
11,749 144,703 17,365 83,570 


11,749 147,703 22,365 83,570 908,245 


112,838 
795,407 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Net INCOME: Sik ree eceioc enter ttee cea oee ee enenehiner 
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Municipal Electrical Utilities Financial 


Municipality: couche scccatenasstesacecnatensererarsn cae Avonmore Aylmer Bancroft Barrie Barry’s Bay 
Number Of CuSCOmerS. -. cen: cscne conc cn tmeeneteoseacs 123 2,274 1,053 18,571 571 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Plant rand facilitiess saan cocthtes sere ncee aoe es « 81,300 1,579,550 1,195,894 23,892,912 386,514 
Less: Accumulated Depreciation................ 48,481 845,959 581,725 7,375,024 160,305 


32,819 


INetifikeds aSSetS.c.2c.socdasscccee eossnmensemmecsens 733,591 614,169 16,517,888 226,209 


CURRENT ASSETS 
Cash ANG Banks aka bree ccasun Soa dectaea temnas bela 
IniVeEStmentSiceecruiriees cca cipenceneuateeemetcncnoseesae 


24,649 


290,311 
120,000 


271,625 


1,667,035 


114,737 


Accounts? Receivable cic.c.osresece esas ecarncsacceocr 7,240 76,214 41,116 935,479 19,306 
Wnbilled (Revenue ccscec: scien evsacecsensnccsuxe st 10,254 358,000 160,491 3,545 026 81,678 
BV ETRONY ots she ss carvan panveoracnpuherncnedy sensientnn 562 75,886 34,405 1,671,799 20,879 
B03 cate ey Geer er asec Ecaican cmc aricuCsanaruenenccana: — 4,036 871 41,822 


Total Current vASSets). 4nd eeu esetenameeeeeets 42,705 924 447 508,508 7,861,161 236,600 
OTHER TASSE DS 2 ei saceates cacedeeeuscb eons nateae 4,094 10,420 17,213 100,338 
EQUITYOIN ONTARIO: HYDRO reicarcteens 45,581 1,623,519 588,176 11,306,464 259 ,265 


TOTAL ASSETS. iraccscercease ee cnestet eect cress eee eal | 3291977 | 291,977 1,728,066 } as.7es.st | 785,851 722,074 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Terme Deir cece sess essdadseeescemtremecssar ens 2,800 27,500 17213 $16,772 
Less Sinking Fund on 
Debenturersetror. scces te een aeesevesemeseen = 


2,800 27,500 175213 516,772 
Less Payments due within 
(31 UN TSH) Paceacshotackasbtoodore: 1 dadobecsssensaceenctar 400 2,750 1,378 110,239 


D0) 6 Ur ae e CAGE E RACES EEE Tne PO San Creer 2,400 24,750 15,835 406,533 
LIABILITIES 

Gurrentelsiabilities#or cccnecosee se ceeateentenc ne 5,764 

Other via bilitiesss aaanss eae tee nae eaecenane eae es 682 


4,000 
4,000 
90,370 
10,277 


16,236 


370,087 
11,997 


134,316 
1,800 


3,488,209 
400,189 


To Gal Rh ge cscee ec arteude acho analeudgbacsyscmeebandctecce 6,446 
DEFERRED CREDIT 
Contributions in Aid of 
Gonstructkiones wes ane as ees 4,665 
Less A MOrtizatlon jiauseseuees aces tock umt an coeensesie 310 


382,084 


136,116 3,888,398 


41,003 
5,652 


3,310,267 
300,924 


4,355 63,217 35,351 3,009 343 


RESERVES gro iig ecto schoseeuusnntecce qitsasetunssars = = =< = a 
UTS Y PE ORI T Yaes ie scans aaa ans cmur aanniierets 66,417 1,198,407 952,588 LAF pk 345 ,926 
BOUDTY IN ONTARIO HYDRO ier ccactrtee 45,581 16231519 588,176 11,306,464 259,265 


1,728,066 35,785,851 722,074 


TOTAL DEBT. LIABILITIES & EQUITY . setae 3,291,977 


Statements B and C 113 


Statements for the Year Ended December 31, 1986 


Muniicipality............ccecsseeeeessneeeeeeeeeaeeeeeeenees Avonmore Aylmer Bancroft Barrie Barry’s Bay 


123 


Number of Customers..........::ccscsscssecsreseeeees 2,274 1,053 18,571 571 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 1,046,063 919,404 16,033,505 322,790 
Net income fOr year..........csccscneeseeeee een eees 152,344 27,846 1,144,789 29,040 


Capital Contributions in respect of 
land/street lighting plant received in year — _— 
Adjustments ..........00:00eeeeeeeeeeeeeeeeeetnneeneees (3,181) (5,904) 


66,417 1,198,407 952,588 17,175,113 345,926 


ee Ee = ———_ nT 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVenue .........0cccseeereneeneeena seen eeaes 
Other Operating Revenue ..........:seseeeeers 


TOTAL REVENUE. ............cccsenceesssescnseoene 26,509 ,889 585,954 


DAON,SOS 
44,771 


163175679 
43,277 


26,035,902 
473,987 


575,242 
10,712 


EXPENSE 

= Power Purchased ...:........ccccessecereeencceeonrs 4 411, 1,116,153 22,411,463 477 ,627 
TeOCal Generation ccsoceenessasereer secraciwisrmacees — 30,171 — — 
Operation and Maintenance .sernc. ses evenisaee sie 5 s 51,261 53,876 1,161,747 21,222 
Billing and Collecting .........:-:::esseeesreeeeeees ; 45,635 41,311 485,516 29,379 
PROAIMINISTTATION crak asec snes oacaeedse vei cneneaseeslnsite : 72,917 52,021 472,614 13,056 
Depreciation Less Amortization 59,115 38,099 748,885 14,845 
Financial Expense ..........:.ceseessseeeeeeeneeeeees 3,498 1,479 84,875 785 

Ee ER PENSE ooo csssias stscinlcushaaeersey: my 2G 28 980 25,365, } 25.265,00 | 

Income Before Extraordinary/ 
(UATE TIS See ae as ape coco ceneee ace srooadoedéccsngs 2,681 152,344 27,846 1,144,789 29,040 


Extraordinary/Unusual Item(s).......-....::::002++ 


NET INCOME. ...........:::c:0ceecneeseeeeeeeeeeenenes 


MeLe 344 27,846 1,144,789 29,040 


99,231 
1,045,558 


400 2,750 — 3,000 
2,281 149,594 27,846 


26,040 
2,681 152,344 27,846 1,144,789 29,040 


Appropriation for Debt Retirement.............- 
Appropriation for Accumulated Net Income.. 


INGE DINICOITIO Score eetraaige os iainie ce vias elelesine oniie avis'oliaisiseiciciee 


114 Municipal Electrical Utilities Statement A 


Municipal Electrical Utilities Financial 


Municipality..............ccscccssesesssseeeeenesseeeeeanes 
Number Of CustOmersiiccs. cts seadenesc suse soars 


A. BALANCE SHEET 
FIXED ASSETS 

Plant and) facilities.; (0. ec-cs.c0ers caver ennste scenes 
Less: Accumulated Depreciation................ 


Neti fixedy ASSES c disucs ac houacs ee ree tees evan 
CURRENT ASSETS 
GashtandeBank tecacevcteree ccaseec seme erwccessnnnc els 
[Investments cas ceases neces icemnee ease 
ACCOUNISHRCECEIVA DIC ce crcrisexedencistecee neieinesicey hac 
UnbilledbRevenie .05.cccecseccccesesencrondeonoaes 


Totaly CurrentwASsets cecaarcerscasctermeennae cuter 
OTHER ASSETS Seen cavas tras sacesstetowsseiscstacine si 
EQUITY IN ONTARIO HYDRO............... 


TOTALVASSEDS wccsteretesccseserteeeteseos seas: - 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merm) Debt.c.civteeesiesee sss ccaveenwareumena sais: 
Less Sinking Fund on 
Debenture rsa sacevsctacacerace esses sesevecersen cs 


Less Payments due within 
GAT) VOAT aevesccstawesecacatesaudeahemelanindssenee ses 


LIABILITIES 
Gurrents iabilitiesmonscccosasssevcene someones 
Othew iia DiNQes. cect vscoerecadeecdss casoansiesscne 


DEFERRED CREDIT 
Contributions in Aid of 
COnStrUCEION Aveseceredvers cas seeaateedaecseeneraes 
POSS AMOLUZAtION =, o.cecoe-uennaisecrteseccr tenner 


RESERVES sca xsccsuincrcearneesamantachrbieerenat. 
WEDITE Ye OWEE Vin. cas anssseaesetencep ancien are 
EQUITY IN ONTARIO HYDRO............... 


TOTAL DEBT. LIABILITIES & EQUITY . 


Beachburg Beeton Belle River Belleville 


328 798 1,426 14,627 


$ $ $ $ 
265,799 282,532 701,924 1,214,326 17,547,381 
144,436 120,430 238,444 403 ,336 6,832,030 


121,363 


810,990 


162,102 463,480 10,715,351 


20,058 36,703 6,491 68,213 3,044 ,668 
15,000 — 70,000 — — 
26,742 9,441 Sjozl 37,381 850,671 
51,943 37,820 92,709 170,000 1,331,610 
2,416 3,400 28,706 33,430 677,770 
_ 714 809 — 


116,159 


204,141 


289,978 


5,904,719 
138,594 
10,088,598 


309 833 


578,989 


87,364 
134,371 


429,331 383,837 


1,485,056 


1,485,056 


174,267 


1,000 
1,000 

39,697 29,329 54,481 
1,107 — 6,940 


40,804 29,329 61,421 


1,310,789 


115,716 
37,144 


2,480,353 
168,819 


152,860 


2,649,172 


19,835 
3,963 


132,304 
29,687 


654,237 
81,307 


15,872 


180,846 
191,809 134,371 


429,331 383,837 957,599 


6,666 


213,471 


102,617 


503,583 
289,978 


42,322 


925,641 
578,989 


1,699,812 26,847,262 


572,930 


12,225,773 
10,088 ,598 


Statements B and C 115 


Statements for the Year Ended December 31, 1986 


NIUIMICIPALIty 22. -15-eoutodeneaaneeenscs sss. stege anche nene Beachburg Beeton Belle River Belleville 


INUMDET: Of CUStOMETS cretenccnssccnacsc-sbtaeeesesees 328 798 1,426 14,627 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 176,903 194,528 473,199 899,788 11,110,254 
Neth INCOME [OT VOaN mage ves carereseenses deems nent 3,943 18,943 30,384 25,853 1,077,411 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGjUStMeNt 22)... ns. ervocsseseensssssnnnsieneitienncs +> 


’ 


180,846 213,471 503,583 | pase 12,225,773 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SeRVice REVENUE Hen. caccscorereccraseeeatcnesees 408,508 297 ,832 615,448 1,294,712 20,458,755 

Other Operating Revenue ..............::00000+ 8,295 4,669 16,429 25,087 712,789 
MORAL REVENU Betas ccinscscresmetines aeonests ei 416,803 302,501 631,877 1,319,799 21,171,544 
EXPENSE 

Rowermrurchased tirccevse co. svace anton teaehetetl. 359,464 241,958 504,778 1,037,151 17,637,929 


ROCA ls GENeraulOl weerce.es ccc ccaastensisanercessece se 


Operation and Maintenance................-+00 15,417 8,531 29,970 112,753 920,889 
Billing and Collecting ...........::cssescereeeees 15,721 9,934 26,596 37,036 343,385 
IN@VENINISICIOT aascncascoee nds nadee-cobusuannacandodus 11,462 11,512 17,287 28,288 396,917 
Depreciation Less Amortization ...............- 10,796 11,413 22,862 43,659 627,650 
Financials EXpens@isc.-ssec.csseequarsen sseceeaeelrs~ — 210 — 167,363 


OWA EXPENSE itis scans dvsaess ooaeae nies: 


412,860 283,558 601,493 1,258,887 20,094,133 


3,943 18,943 30,384 60,912 1,077,411 
— _ — 35,059 _— 


3,943 18,943 30,384 25,853 1,077,411 


Income Before Extraordinary/ 
CITT WIL 79) 0010) Bona aaasheanona mbndodsbebdsesundadancee 
Extraordinary/Unusual Item(s)..........-:000eee0ee 


INESTINCOME i... .0cccscsecusscenntcraseiciuesisensncs 


1,000 — — 
3,943 17,943 30,384 25,853 


18,943 30,384 25,853 1,077,411 


143,825 
933,586 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


PN OEM REICOMIG 2 oases cae costes cotatnionseae haneseuseleea/aes 
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Municipal Electrical Utilities Financial 


Blandford 
Blenheim 
665 


Belmont Blenheim Bloomfield 


Municipality’. cccceuctecsouceccr ee tho rens ten eetneneetencs 


INUMDEPOls CUSTOMErS eerie. uct snacowrn stare eatins 386 1,649 339 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and: factiitieSeterscseaccseursc tre een rene 437 ,483 419,918 1,225,530 208,783 305 ,287 
Less: Accumulated Depreciation................ 144,907 187,328 667 ,069 110,166 144,928 
INGESTIXEG UASSEISe con caenrcrecten eesneseuanisenests 292,576 232,590 558,461 
CURRENT ASSETS 
Gash and Bank :.aeeetrevcsssartonceet ict reeds 47,109 48,811 16,324 
INVESTMENTS sos ts ehreseeesioacicca ston saunas cae ae — — 190,000 
AVCCOUNUS RECEIVADION.uccsesuccseoceemonts caseeenen 9,556 7,638 46,621 
Uinbilled@Reventleracsmcse se cceccton meee tee ates 40,500 151,570 285,000 
INVENTORY cnccda cence ora sminace doce eee eN anne ean sae 1,268 — Ibe Al! 
OUR Er OR cc cndenn ah chor ee a dec eke ete means 514 — 1,559 


98,947 208,019 


222,115 483,577 


79,455 136,819 
184 — 
201,377 SIZ LD 


555,075 
9,500 
913,492 


613,638 924,186 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merme Det ce. erate nt sms ccs cumtinameetomoweets 
Less Sinking Fund on 
Debenturérsscicn eka eee ees 


Less Payments due within 


ONE MEA cy aeaerese eens o Soncucee ee ceaaee 
PEOtal: Seacectt irene tent fark eect Se Bh, oe ieee 
LIABILITIES 
CurrentsLiabilities tino. te ae 40,009 74,276 177,174 
OSE lab wiesict os cee cone het ee 1,421 100 98,777 
LOCAL Foie e eae eter Men oomea terme rane 275,951 35,310 44,187 


DEFERRED CREDIT 
Contributions in Aid of 


Constructions ory ee ae 8,868 4,380 33,082 
ESS VAMOLUZ ATION sap .can cerita nh aosceanen racers 848 794 5,923 
30,317 4,325 8,020 3,586 27,159 

RESERY BSc cuca oneoarases ter oeaenrebemieat eee — _ — _ — 
RUPEE EY OU Ioy coca atrereroen iar naren acta 319,776 359,908 839,065 139,360 225 ,832 
EQUITY AN-ONTARIO: HYDRO ei 222,115 483,577 913,492 201 ,377 312,119 


TOTAL DEBT. LIABILITIES & EQUITY. 


613,638 924,186 2,036,528 379,633 609,297 


Statements B and C iy 


Statements for the Year Ended December 31, 1986 


Blandford 
Blenheim 
665 


Municipality...22....vaciacasste-..ee-sedecwelen ae seoueens Blenheim Bloomfield 


Number Of Customers ce: ccccseccenscdeaseesenemess 1,649 339 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 315,788 328,270 859 356 137,484 218,324 
Netuincome {Ors yeatiratn.s.2.-.heeucascasetivens’ 3,988 31,638 (20,291) 1,876 7,508 


Capital Contributions in respect of 
land/street lighting plant received in year 
PX NPIS Giits) 1 Chbcagarbecon daigeosuoonecc oscse sscondaeren 


UTILITY EQUITY, END OF YEAR ........... 


319,776 359,908 839,065 139,360 225,832 


C. STATEMENT OF OPERATIONS 
REVENUE 


SETVICe DREVENUEHeiitascsns jaca se oe tomes meircieseereens 348,095 778,395 1,874,022 349 586 521,453 

Other Operating Revenue ..............:sesseess 8,393 12,161 41,369 3,606 8,649 
PINON YAN eR VEN ES i ss nissscrse aisles SoesOtivcle sys ce eiinneisiee 356,488 790,556 1,915,391 353,192 530,102 
_EXPENSE 

POWerePurchaSedian weitere. ce cccocantyeqarechesetes- 310,309 686,182 1,653,896 308 ,062 489,760 


MPOCall Generation prccacacsusa ceasnuseescemessins — _— _ —_ _ 


Operation and Maintenance...............:.0+++ 1,606 13,820 91,750 14,773 6,583 
Billing and Collecting ................s.sesssseree 6,656 29,131 36,365 12,156 9,084 
PXGMINIStLACION eceaicsenenssecadeesa eens <seneesa 7,507 12,328 61,516 Tens 6,456 
Depreciation Less Amortization ...............5 Neila 16,849 47 bask 8,548 10,680 
inancialiWeXDense sata, -ncchoascsareeses meee acim _— 608 — 31 
BAL EXPENSE oy decsiassdsisteadvsieonanooats 2 teste.) 918 ee a 316 Fee | 594 


Income Before Extraordinary/ 
NOnusual IteMS\ face grcue-oseeawesescsantescrersernsscs 
Extraordinary/Unusual Item(s)............::00ee0 


15,237 31,638 23,883 1,876 7,508 
11,249 44,174 


3,988 ee 638 (20,291) 


2,000 
3,988 29,638 (20,291) 1,876 7,508 


3,988 31,638 (20,291) 7,508 


NET INCOME ..............::c0ceccsscncseescereeeseees 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ING EMITACOMNG fern .cda is scccnae © couacbeniadnunciononaadiecais wees 
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Municipal Electrical Utilities Financial 


Municipality.s.:.tccaseerstacec ee otcnc sc'eee dnee teeter tenes Bobcaygeon Bothwell Bracebridge Bradford Brampton 
Numbers of Customerstri.s-osccee see snettteeecccen ace 1,210 402 1,834 2,813 $1,887 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
lant anid faciliticsescsc-ssscsscrestreeacttersesacas 1,045,726 331,596 3,290,729 2,696,720 91,369,489 
Less: Accumulated Depreciation................ 425,819 163,034 1,153,040 849 ,930 24,827,935 

INGEMfIXeG, aSSEtShusearcasce tect ucstene ean tetenehe 619,907 168,562 2,137,689 1,846,790 66,541,554 

CURRENT ASSETS 
@ashrand! Bankitrantsn consoncsocateeenencowetes 89,083 61,171 22,280 552,527 805,080 
MRVESCMIE TES isan se sueneetes eins anc ccineerramcnn arses tenets — — _ os 4,998,839 
ACCOUNTS SRECEIVA DIC WN waareceatoneseccuscre recess 4,797 4,716 21,660 107,391 9,893,599 
Wnbilled (Reventies:. cok tence ee eae 205 ,000 48,800 330,727 314,143 2,504,891 
INVENLOLY sacra auorseactureseceds astne cane uannctane 17,789 2,925 62,034 165,555 2,698 320 
LO ity GMA nis A ih # ACR i nny See AG 1,840 238 5,211 1,646 37,812 

LotaluGurrentoAssetSwecs. weccceamestereseanenves 318,509 117,850 441,912 1,141,262 20,938,541 

OTHER VASSET Ghie taseiai sis cacanes nee tuaen ate ae eves 4,336 — — 7,116 95,010 

EQUITY IN ONTARIO HYDRO...............5 446,031 226,632 546,522 1,033,520 30,690,808 


TOTAL ASSETS Sircscsconsosaccecesnerertstnes.s. 1,388,783 $13,044 326.123. | 4,028,688 118,265,913 


DEBT FROM BORROWINGS 
Debentures and Other Long 
ELM DED Esh.mer etitesn ass seoke noase seer nics ossieel 138,179 22,102,343 
Less Sinking Fund on 
DODENTUTEIS: 0c en orereuceasautinaeoe acevo tueeeebtice — 1,524,907 


138,179 20,577,436 
Less Payments due within 
ONE! VAT scar cchessUiosecc scams enolase rete eek 19,500 1,141,419 


Total wences stints ctscacecs teases rencasustieqaueeteacais 118,679 280,000 19,436,017 
LIABILITIES 
Current) Liabilities ay, ssccucscchaageeastamnsanc erases 154,393 35,435 441 407 97997159 
Others Piabilittestic.....ccenn meer edereteneecee ts 9,367 1,325 21,837 356,133 
Ota rite cceammens scuisaueiaw ace tivedees ter wslecers 163,760 171,645 463 ,244 9,953,292 


DEFERRED CREDIT 
Contributions in Aid of 


COnstructtoninwccnscnatiosaeenecsacseocastomeae dane 12,143 114,862 114,960 20,020,319 
WESSTAMOSUZANION a. ccen-eusteacceectnstrcececcnen ees 3,191 9,951 12,016 2,088,865 
8,952 6,586 104,911 102,944 17,931,454 

RESERVES ctecwseseu sus hae at coma eee — - — _— — 
RETUCPT YS OWE vecrcar cece: each or eens sta 651,361 243 ,066 2,303,045 2,148,980 40,254,342 
EOQUITYTIN ONTARIO HY DROP eucteee 446,031 226,632 546,522 1,033,520 30,690,808 


TOTAL DEBT. LIABILITIES & EQUITY. 1,388,783 513,044 3,126,123 4,028,688 118,265,913 


Statements B and C 119 


Statements for the Year Ended December 31, 1986 


Municipality .c-s--..ssemsutsectane. naan seosneaunivmncste Bobcaygeon Bothwell Bracebridge Bradford Brampton 


INUM DeTrOte GUSTOMETS tatters cece scecesarcneua geen st 1,210 1,834 2,813 51,887 


B. STATEMENT OF EQUITY 


$ $ $ $ $ 
Utility Equity, beginning of year .............. 598,596 241,707 2,152,054 1,929,674 36,937 ,282 
NetrincomentOr Yeataetercncs.ns-eitmstctecsscc- 52,765 1,359 150,991 218,481 3,317,060 


Capital Contributions in respect of 
land/street lighting plant received in year 
ANGJUSTMENtS ey sidececmeeteesensesmscecsaemenensss< 7s. 


651,361 243,066 


UTILITY EQUITY, END OF YEAR ........... 


2,303,045 2,148,980 40,254,342 


C. STATEMENT OF OPERATIONS 
REVENUE 
SErviCe REVEMUC Hic cee cs ieee cteettiee selataciseies 


1,242,685 406,603 1,840,148 2,680,463 82,794,444 


Other Operating Revenue ..................0000 DIS IS, 10,668 29,553 72,308 1,282,585 
POTAW REVENUE EA ..0...utheltueraorssyssnoe 
EXPENSE 

owermburchaseGuny t,t eccueecseetcene-r esas: 1,016,670 341,383 1,037,054 2,132,623 69,365,250 

BocalGeneraionnan-c sie urcresasehaearenap cates f _— — 305,650 co — 

Operation and Maintenance................:00 21,690 11,776 100,276 129,950 3,409,005 

Billing and Collecting ..............cccecsseeeeeeees 52,334 20,020 66,015 82,027 1,697,697 

A mninistrationires cerca orsececechoseaneerssienass 67,586 30,411 85,800 55,621 1,238,653 

Depreciation Less Amortization ................ 38,095 12,322 96,505 87,243 2,383,573 

Financial EXPENSE iscaciesysteeesenspec mace er eceten n= 18,764 — 488 46,826 2,665,791 


OMAT EXPENSE fitncnncpessasneanereracnesreseis 


LP hOS, 415,912 1,691,788 2,534,290 80,759,969 


52,765 1359 150,991 218,481 3,317,060 


Income Before Extraordinary/ 
KOmUSUall Items: s: sunset se scsceeses smi tonmess sense. 
Extraordinary/Unusual Item(s)............000e00 


UTES 
26,922 


218,481 3,317,060 


IN INCOME een ccvcsecarciscar sonore cece encnssecner 


1,011,517 
2,305,543 


Appropriation for Debt Retirement.............. 


15,857 — 23,000 
Appropriation for Accumulated Net Income.. , 


36,908 1,359 150,991 195,481 


52,765 150,991 218,481 3,317,060 


PNGEMUNICOINGs creates ondeascsetmen en sccsnp Coss sbeienteee nosis 
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Municipal Electrical Utilities Financial 


MOTICIPalit yrs caacieddrcdtnete cee races cote orey cena Brantford | Brantford Twp Brechin Brighton 
Niumiber, Of Customers ftsce.cai cote ower ee 28,774 2,603 122 1,609 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and facilitiostewars.cisacccccouce Meret oaneus 26,108,472 4,093,021 57,193 1,448,501 1,276,471 
Less: Accumulated Depreciation................ 10,339,139 1,923,931 29,732 489 431 $33,288 
INGE sTIXEGCASSE(Staeiscccasss nada naceceaccsnt 15,769 ,333 2,169,090 27,461 959,070 743,183 
CURRENT ASSETS 
GashFand Bank. succeninae., vss. cecsenn er eee 696,839 431,059 14,497 113,674 214,318 
TAVESEMIENTS: sacternrtaseeer end oomtechidten nares 4,500,000 —_ 5,000 - — 
ACCOUNTS RECEIVAD IO coq innes: chine crac ameaesneies 1,610,555 63,547 5,694 47,879 144,316 
Wnbiled (REVenUG wer. ccnnnccerce cess cece ceaies 2,851,000 549,700 12,703 187,930 253,667 
INVENTOLY waacoune vases en muster cneen a inet ctinnaiiene ce 1,664,458 121,133 2,597 64,580 35,033 
OURCL Rovaieeadacs careers ene Ch ROS ee 57,888 107,995 126 $11 2,653 
iLotaly Current ASSets can aresenrnernweatie tec 11,380,740 1,273,434 40,617 414,574 649 987 
C) PRUEIRA SS ERGs Aeene cam coeeee cae eric ae 254,350 116,654 _ 10,970 6,200 


EQUITYsSIN-ONTARIOMHY DRO wineries 20,115,027 3,055,108 78,179 742,400 1,108,566 


TOTAL ASSETS fine sates cc cctes tens te caweeaeses 47,519,450 6,614,286 146,257 2,127,014 2,507,936 


DEBT FROM BORROWINGS 
Debentures and Other Long 
LSM WDE Decco ee penvcce ce widethesery aiess oe 267,350 107,704 33,000 
Less Sinking Fund on 
Debentuirets.« Hasnain -wnaseranuousaere soars = 


267,350 107,704 
Less Payments due within 
ONE AVEAT s5-45... cee MMe occndnanenbecbameny eens nens 36,915 12,072 
POtaha Saevee voaanstresteurtocemnaeetn er eneeeemeeen 230,435 95,632 29,000 
LIABILITIES 


CUTER tM IAD ILLES eee cetera ccm stakes 5,863,388 462,624 : 236,850 
Other Tiabilities cccccwue sunccseteanee eee cc en eer 434,140 54,329 19,297 


OCA ed shes ee tec asacudchintat mea mtic eves 6,297,528 516,953 ; 256,147 220,424 
DEFERRED CREDIT 
Contributions in Aid of 


CONSETUCHION eacnmruvateecauiee oectnanententortadnan 840,877 121,685 
OSS BAMOTLIZAUION career de cmaeeiiees eet nase FST lis 2 14,948 
763,725 106,737 32,025 9,153 
RUBSISR VES 4 ae cea dite treme nee eee ee — — — — 
UP CEE Wis OCU PIY cee ins ote eetdae ene en 20,112,735 2,839,856 58,076 1,067,442 1,169,793 
EQUITY IN: ONTARIO: HYDRO Wi ius.-s-c 20,115,027 3,055,108 78,179 742,400 1,108,566 


TOTAL DEBT. LIABILITIES & EQUITY. 47,519,450 6,614,286 146,257 2,127,014 2,507,936 


Statements B and C 121 


Statements for the Year Ended December 31, 1986 


Municipality.............csccsssecerseeceneessereeeenne recs Brantford | Brantford Twp Brechin Brighton 


28,774 


INumberOl (CuSLOMErS encase. <actsecrnleesstsierrerclesls 2,603 1,609 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 19,261,440 2,860,063 990,102 1,097,795 
Net income for year.............cccoressseessseeees 867,185 (20,207) 77,340 71,998 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment .......:.00scccseseesenceeeessaceneresens 


(15,890) 


UTILITY EQUITY, END OF YEAR ........... 1,169,793 


ete TS 


C. STATEMENT OF OPERATIONS 
REVENUE 


Bet ae -REVERUGIEM  eineie 0) foc irda yee anscons 31,306,973 5,278,980 116,524 1,568,989 2,117,215 

Other Operating Revenue ........ecsee 1,028,765 129,061 1,621 36,621 35,375 
TOT AM REVENUE. fos.s-1i05shutuensecsedanceer- 32,335,738 5,408,041 118,145 1,605,610 2,152,590 
EXPENSE 

Bower: Purchased 0) iipsssvsosinesadopa8tlensers- 28,494,394 4,604,262 109,740 1,302,520 1,819,908 


WOCAl GENET ATION cccccensssdccacenessssscssieneste ces 


Operation and Maintenance.........-......0000 864,763 380,412 2,241 74,040 73,739 
Billing and Collecting .............:ssessseeeeeee ees 548 ,092 118,804 3,447 41,580 69 337 
ING ravine ue.) 006) sien adeaahnoso0aGes dadsezesondaanusbdns 574,279 141,902 2,336 57,411 71,592 
Depreciation Less Amortization .............++- 953,595 152,183 2,339 49 683 45,909 
Financial Expense ............scceesesecesesceeseenes 33,430 10,364 _— 3,036 107 


MOTAL GE XPRENSE. Gis. ..pscsccsaonqeraeseeccsnneiecns 


31,468 553 Pe a 407,927 ee | 103 1 [bse 270 7H | 2 92 592 


867,185 114 (1 958) 77,340 71,998 
20,321 
867,185 (20,207) ie 958) ai eee 71,998 


13,000 — — 4,000 
854,185 (20,207) (1,958) 73,340 71,998 


867,185 (20,207) (1,958) 77,340 71,998 


Income Before Extraordinary/ 
WnUstial vItemS)\rasmc vosesascse se ecvicesoenasewsernsa=2 
Extraordinary/Unusual Item(s)...........::::000085 


NET INCOME ............c0cscesseessseeccseseeceeeesses 


Ate 


Appropriation for Debt Retirement.............- 
Appropriation for Accumulated Net Income.. 


PO RMENCOINE eon con oe Sac Os Nn Seniesa cana gee ausiisiene 


{2 Municipal Electrical Utilities Statement A 
Municipal Electrical Utilities Financial 
Municipality; assccasesvaseeetccacs asc goettee seein. es Brockville Brussels Burford Burk’s Falls Burlington 


Number of Customers........... 


A. BALANCE SHEET 


8,347 


450 


466 458 


36,429 


FIXED ASSETS $ $ $ $ $ 
Plant andi facilitiesecccs: ccc. cease ere eee ers 8,668 ,236 270,335 424,088 463,628 $2,341,573 
Less: Accumulated Depreciation................ 3,027,924 108 ,469 213,209 167,083 16,238,950 

ING tifixedirassetSi cw .aecncsccea ean ameeenesore 5,640,312 161,866 210,879 296,545 36,102,623 

CURRENT ASSETS 
Gashtand; Bankes aneeiet: aonasec ee eer nian 1,195,905 35,976 28,430 31,259 1,045 ,380 
Tnvestmentsaticedk series ee enon eres — _— — 30,000 4,000,000 
Accounts sReceivablens.odosics eyesore naa 238,957 18,122 9,155 2,143 5,286,927 
WnbilledgReventiomwraresccccsseecants: seen cece 2,395 ,023 $5,800 53,185 104,654 4,552,360 
INVENTORY ties erate ee cde bocca onan eeones cscs 406,287 — 6,778 3,993 2,254,689 
OTe T Bee ences see ee eae 3 Lt; MRT a lO pol 24,754 — 139 600 142,640 


Total Current Assets...... 
OTHERSASSETS #ie see 


4,260,926 
18,975 
6,788,870 


16,709,083 


109,898 


275,396 


97,687 172,649 


263,078 280,810 


17,281 ,996 
1,315,149 
20,513,174 


$47,160 571,644 750,004 75,212,942 


DEBT FROM BORROWINGS 
Debentures and Other Long 


PETITE Dist ten ete css sneccecse acter ee oad 2,347,994 
Less Sinking Fund on 

Debenturersin. eretere er ee 

2,347,994 

Less Payments due within 

ONE SVEATE Sion. serantc secon ae art hea ch ee 328,227 

Fotal:s sis: comers ecersmatiteatetiioas 2,019,767 

LIABILITIES 


Current Liabilities 
Other Liabilities.. 


DEFERRED CREDIT 
Contributions in Aid of 
Construictioniee aosaisess tee ae ee 


TOTAL DEBT. LIABILITIES & EQUITY. 


1,465,377 


132,010 
12,666 


7,827,492 
6,788,870 


16,709,083 


30,428 


168,339 
275 ,396 


547,160 571,644 750,004 


66,898 


74,925 
125312 


62,613 


339,683 
280,810 


253,056 
263,078 


5,664,563 
1,035,003 


6,699,566 


3,913,183 


42,067,252 
20,513,174 


75,212,942 


Statements B and C 25 


Statements for the Year Ended December 31, 1986 


Brockville Brussels Burford 
8,347 450 466 


Municipality..........ccccsseeeeeeeeeeeeeeeneneeeesnenness Burk’s Falls Burlington 


Number of Customers.........sseeeeeeeeseneeeneneees 


36,429 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 7,041,686 ei 586 237 ,873 317,483 39,503,109 
Net income fOr year...........csseceeeeereeeseenees 785 ,806 15,183 22,200 2,564,143 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments ..........:::sseeeeeeseeeeeeeeeeeeeerereess 


UTILITY EQUITY, END OF YEAR ........... 


7,827,492 
nd 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service Revenue ..........sceceeeeerenee ease reeen ones 
Other Operating Revenue .......-.-:s.seeeeeeees 


13,214,945 
217,354 


13,432,299 ; ; 52,249 ,933 


483,082 


429,378 
10,092 


449,611 
18,494 


556,064 
8,358 


50,195,459 
2,054,474 


TOTAL REVENUE ........::.ccseceeseserereeeesees 


EXPENSE 
Power Purchased ...........sseseseescseeeceeeeesees 
Local Generation ..........sccccesenerenseeeneneees 


11,245 ,537 


378,575 


S372 


42,965,516 


Operation and Maintenance.........--..-:++% ~ 513,062 16,930 28,732 14,638 2,609,958 
Billing and Collecting ...........:0:ssseeeereeees 218,889 14,923 i722 17,060 1,240,218 
Administration .............-sssessssserseeneeeseeeenes 288,143 18,212 25,077 14,343 875,533 
Depreciation Less Amortization ............+++. 303,251 8,954 16,270 13,099 Ae7 1222 
Financial Expense .........cc:eeeeeeneeseeneeeene ress 77,611 123 283,343 
BRO EX PENSE fal icpeactie aebiegashttant 437, Rae 


Income Before Extraordinary/ 
Unusual Items ............:.cccsccsesersenenrecssonnes 
Extraordinary/Unusual Item(s)......--.::++:s00000 


785 ,806 L793 15,183 22,200 2,564,143 


785,806 1 es 15,183 22,200 2,564,143 
es eee 


861,990 
1,702,153 


785,806 iyo 15,183 22,200 2,564,143 


NET INCOME. ...........::0ccsceeeneenee sees onsen eaes 


77,000 — _ — 
708 ,806 1,753 15,183 22,200 


Appropriation for Debt Retirement...........-+- 
Appropriation for Accumulated Net Income .. 


Net Income. ............ccceccecceceeseeseneeeneeeeeeeeenes 
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Municipal Electrical Utilities Financial 


Cambridge 
N. Dumfries 
28,679 


Mumnicipalityiect ss. cssteoce Geeaacsen cc cccdeieieeeaes Cache Bay Caledon Campbellford Capreol 


INUMDEFVOE. CUStOMETS ie ear cuentas ate ater tees 254 2,393 1,666 1,400 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Planthandatacilitiescsmeece ss ceses teenie 215,662 3,467,753 37,607,116 2,155,808 1,322,858 
Less: Accumulated Depreciation................ 111,149 1,028,305 14,214,944 851,883 491,538 


INCUSTIKEC SASS (Shraseenric aoe caseeresee nears 104,513 2,439,448 23,392,172 1,303,925 831,320 


CURRENT ASSETS 
Gash sandsBank: eerste ccs. ee 


34,948 1195719 2,064,692 1/27 178,909 


NNVEStINENUS a curece-cs ee ea eee ee eee aoe ee — 100,000 —- — — 
Accounts: Receivable wick cscccteceverekcesaees et 18,858 58,218 4,059,689 73,315 44,175 
WUnbilled: (Revenue 225, sere cee eee tes 27,665 354,928 3,589 ,033 228,513 240,608 
ENVENLOLY Becerra eee ee Line — 65,004 1,441,219 61,828 58,875 
OUNCE PRG irs eee ree ee ee ae — 3,066 — 1,187 _ 
Totals G@urrentwAssetscaawcactecetvevecrecssctues 81,471 700,935 11,154,633 535,970 $22,567 
OTHERVASSE TS fee eric eee eae ieee. — 1,085 311,015 6,500 17,091 
EQUITY-IN ‘ONTARIO: HY DRO kikisccsccsese 124,741 1,183,005 22,134,007 590,573 683 ,483 
TORALTASSE TS assesses ten eetnciaeeeneen 


310,725 4,324,473 56,991,827 2,436,968 2,054,461 


EB ue me Es 


ee fees 


139,021 156,498 
4,915 33,583 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merm WEDS eee vice occ nett adcse 
Less Sinking Fund on 
PI SDENUUTETS Joud.necs Porson tues ua etaat meme ieee 


Less Payments due within 


ONE AVEAD fos sacs nw eevee enone cate aeceeereene oen 206,139 
MNO ball ee certesetratistinn os ven eter Slacat geet dU 46,000 2,994,139 
LIABILITIES 


4,209,014 
1,028,242 


251,111 
23,871 


Gurrentelra bilities nav,5 aoa eee 
Other Gra bites cr cava eee eae eee 


20,667 274,982 5,237 ,256 143,936 190,081 


DEFERRED CREDIT 
Contributions in Aid of 
Construction. caver aimee toe 


1,090 
134 


106,425 
14,894 


4,045 ,969 
345 ,433 


111,779 
47,465 


11,533 
2,446 


956 


Sok 3,700,536 64,314 9,087 


PSEGOEDR Whit iiditeoruhsiccan oes avait eel meats — I = a == 
RPE REAE Y:ERPUULS © boi chwansntativerccies eens eee 164,361 2,728,955 22,925,889 1,638,145 1,171,810 
EQUITY IN ONTARIO HYDRO............... 124,741 1,183,005 22,134,007 590,573 683,483 


TOTAL DEBT. LIABILITIES & EQUITY . 


310,725 4,324,473 56,991,827 2,436,968 2,054,461 
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Statements for the Year Ended December 31, 1986 


Municipality..........cccccseeseeeesseeeeeesnnaeseesnnee ees Cache Bay Caledon Cambridge 
N. Dumfries 


28,679 


Campbellford Capreol 


INUMbDELEOT CCUSCOMETS meceere ccecete ts soreseetennice sn 254 2,393 1,666 1,400 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 153,631 2,681,587 | 20,899,381 1,425,328 1,065,664 
Net income’ for year he. SORA 11,193 47,368 2,026,508 212,817 106,146 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment .........ccccceeseeeeeeneeereeeeeneeeeennes 


(463) 


164,361 2,728,955 


UTILITY EQUITY, END OF YEAR ........... 


22,925,889 1,638,145 1,171,810 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service ReEVEnue .::........0...0.ssscesseeccesenecnes 3,160,800 39,616,705 1,581,022 1,413,179 

Other Operating Revenue ..........::sesseeeeees 5,819 38,389 985 ,607 48,439 23,666 
MONAWERE VENUES cccec-c-o cscs recateeryesececnes 255 867 3,199,189 40,602,312 1,629,461 1,436,845 
EXPENSE 

BowersPurchased! We.sicc.....002+8ereseemnamesnies 2225271 2,645,585 33,755,089 1,048,248 1,104,484 


Waal GENeTatlONasene csc cceesensenosencsiraeceseesems — — — 52,985 — 
Operation and Maintenance.........-..1.0e 2,815 237,796 1,391,654 87,675 66,845 
Billing and Collecting ............:::ssseeseeeee ees 5,740 60,649 888,941 56,630 57,792 
PRUTIINISCEATION Go eiccee nncsk eee atic ccaeentiaeh elstisren 4,614 88,838 922,382 108,796 52,563 
Depreciation Less Amortization ............+++ 9,161 112,829 1,198,497 56,159 49,015 
Financial Expense .............scssseeeesceeesesceees 73 6,124 419,241 3,664 — 


MODAL EXPENSE) cteccrcsapssscosecsetsanaenesuness 


244,674 3,151,821 38,575 ,804 1,414,157 1,330,699 


Income Before Extraordinary/ 


onusiall Itemsecnrecenct ee cee seeneaamces ne 11,193 47,368 2,026,508 215,304 106,146 
Extraordinary/Unusual Item(s)...........:::::::+00 — _— ~ 2,487 
INET INCOME... fice cocctescsssessnecetenesenescsnces ESS 47 ,368 2,026,508 212,817 106,146 
1: Ee fe 
Appropriation for Debt Retirement.............. — 9,000 87,471 30,000 — 
Appropriation for Accumulated Net Income.. 15193 38 ,368 1,939,037 182,817 106,146 


iS LITCCES TS eg ande Gar inenanoce ages osbe coanpsmunssaopners 


11,193 47,368 2,026,508 212,817 106,146 


126 


Municipality... cojcshneecoe evened hon ctiteeteree ean « 
Numberrob | Customersicetccrsuccewotacenaeteetomoscaas 


A. BALANCE SHEET 
FIXED ASSETS 


INGUTTIXNEGPASSCES Senter se cadscstesbeasteaatannaeneds 
CURRENT ASSETS 
Gashsand@ Bank jatar cists sacaccscdtmens mehiens 


DEBT FROM BORROWINGS 
Debentures and Other Long 
WermuDeDt ein. cscascsnesehsssanesacceeaimetsveaees 
Less Sinking Fund on 
DeDenturersicranveeeynwensvcncinaat sete cimeeeeae 


Less Payments due within 
ONCHYCAL.cacae streets onbastnas sem conareetesads 


LIABILITIES 
Current leiabilitiesic. farsnnsiaa esterase sooo 
OPE mI DI eS Seite cc neecuc ater rede eeer es 


DEFERRED CREDIT 
Contributions in Aid of 
GCOnSEFUCHON asd eaearssacissosdantetencantes ees 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Municipal Electrical Utilities Financial 


Cardinal Carleton Place Casselman 


717 2,803 802 


$ $ $ 
366,302 2,423,958 691,950 
163,107 778,589 228,410 
203,195 


1,645,369 463,540 


94,849 
24,545 
68,527 

3,301 


272,960 
115,000 
138,201 
358,926 
70,043 
3/53 


71,819 


46,110 
156,446 
12,982 


1915222 


297,460 


958,883 
12,000 
1,582,911 


691,877 4,199,163 


287,357 
8,256 
399,486 


287,480 
11,126 


154,411 
1,848 


56,393 
3,571 


59,964 


298 ,606 156,259 


13,949 
2,172 


121,533 
17,049 


103,224 
9,249 


LETT 


322,676 
297,460 


104,484 


2,213,162 
1,582,911 


691,877 4,199,163 


93,975 


508,919 
399,486 


1,158,639 


1,158,639 


Chalk River 


1,238,725 
356,102 


328,152 
141,202 


186,950 882,623 


98,439 
32,580 
49 696 

1,167 


88,359 


49,734 
200,022 
67,190 


181,882 


172,549 


541,381 1,925,876 


405,305 
26,864 
611,084 


68,539 


68,539 
12,558 
55,981 


124,824 
71,080 


79,369 195,904 


36,073 
4,194 


30,826 
4,355 


31,879 


257,584 
172,549 


541,381 1,925,876 


26,471 


1,036,436 
611,084 


Statements B and C 127 


Statements for the Year Ended December 31, 1986 


Cardinal 


Municipality.........cccccccseeeeeeeeeeeeeeereeeeeeeeeenens Carleton Place} Casselman Chalk River | Chapleau Twp, 


Number Of CustOmersiicsc....scccssceccrsssereensees 2,803 


358 1,324 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning Ofiyear encase: 285 ,207 2,076,688 441,181 219,400 1,020,666 
Net income fOr year...........ceceeeereeeeneer seers 37,469 136,474 66,690 38,184 15,770 


Capital Contributions in respect of 
land/street lighting plant received in year 
AdjustMents ......0..cccceeeeeeseeneeeeseeseeeen eae 


UTILITY EQUITY, END OF YEAR ........... 


322,676 2,213,162 508,919 257,584 1,036,436 


 —<—$—<—$————————— ee —————————— 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVENUE .............cesseccseeeeeeeesceseens 
Other Operating Revenue ...........sseeereeees 


487 ,427 
Sn 


2,781,525 
57,043 


1,054,977 
16,348 


353,410 
9,538 


1,609,142 
37,124 


TOTAL REVENUE. .......:..200cssseeeesrerceeeees 
EXPENSE 


POWETE PUTCHASCOIME riences coer dehons remiiaer sie 
OCALA GENeratlOllumccnsen ec suaceerons aeaactuastin 


428,674 


2,298,594 


916,261 


290,105 


1,324,204 


Operation and Maintenance............s..eeee 7,296 149,227 9,687 4,987 68,275 
Billing and Collecting ............::esseeereeeeeeees Dale 89,910 27,582 9,832 76,476 
PXCIITNIStTATIONlice mens rcen denier aamestisesisemsclnes 6,942 83,702 26,194 7,374 106,123 
Depreciation Less Amortization .............+ 13,467 80,661 24,063 125 Ae 43,464 
Financial Expense ............seseseeseeeseeeee sees — 848 11,954 


MOMAL EXPENSE cacssseesteatansenestepicnsensnes 


461,501 2,702,094 1 ey 635 324,764 1,630,496 
Income Before Extraordinary/ 


Wnusual Items .66....0...00.0.c ere sensswesnseeveeoeace 136,474 66,690 38,184 15,770 


Extraordinary/Unusual Item(s)........--..00ss++s09 
37,469 136,474 66, eee Pr ee 184 15,770 


NET INCOME. ...........:ccsccscnsceceeensenseecenteees 


tt 


Be, ae, 9,000 1,000 10,920 
37,469 136,474 57,690 37,184 4,850 


37,469 136,474 66,690 38,184 15,770 


Appropriation for Debt Retirement.............- 
Appropriation for Accumulated Net Income.. 


NGM INCOME: erie nice fesee ont eines vaisieloimele Sint nlenslaiesinsiotes 
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Municipal Electrical Utilities Financial 


Municipality’. ¢..t3. St. Boson: accc beget tees Chatham Chatsworth Chesley Chesterville Clifford 


321 


Numben Of Customersi ccc cc educescncteeccens 14,798 196 875 672 


A. BALANCE SHEET 
FIXED ASSETS 


$ 
116,235 
52,665 


$ 
788,706 
319,091 


$ 
593,609 
220,063 


$ 
206,503 
91,391 


$ 
17,825,078 
4,816,273 


Nets fixed : assets sc2.c.csc<ccuece eee teen sens 13,008,805 63,570 469,615 373 546 115,112 


CURRENT ASSETS 
Cashpand), Banker: trckcwccess Siren canes aus 


379,584 25,871 61,023 107,371 10,542 


ENVESCMED (SS teres occtrivsnet mecha ae aie — — — 99 286 30,706 
PLECOUNTSS RECELVADIC ho csc: >to devoestaccek eee ne 1,281,934 7,106 24,452 8,216 12,747 
Unbitled Revenue. +. 2a. ccste hs. acai ecotee es 1,293 ,804 23,187 141,980 161,985 36,000 
NAIVE RLOTY 3 0M saeco ss eae St emo eT 901,239 2,020 25,482 12,900 4,536 
OA) oe See apeee e, 2 6 ORR tae ME ee Se Se 4,463 — 457 1,849 1,091 


otal Ouerene A Ssetsicsseactevescdeenese doccneues 
OTHE REASS ET Series sskcactey eee eos 


3,861,024 58,184 253,394 


95,297 2,000 — — 
10,431,177 116,831 588 ,230 619,351 


27,396,303 240,585 1,311,239 1,384,504 379, | 379.889 | 


, 42,000 
: Pee 
33,000 

4,245 


26,387 


391,607 95,622 


169,155 


DEBT FROM BORROWINGS 
Debentures and Other Long 
SPERM DEDE. su ertee eh <=. sc.acenar aetna te scene Xe 
Less Sinking Fund on 
DebDEN {LETS «ordre aeoeredveneiseetew out 


1,775,264 


1,775,264 
Less Payments due within 


ONG: VEAL an & dee eke ac cawadcasseon ieee neease as 181,860 
Otel x sascck weeorectteecieti dents Sobesakieon meio 1,593,404 
LIABILITIES 


1,893,236 79,371 


5,415 


Curtent: Liab esi tek cs odehereecnn oato 
Other, Lidbwities) sso 40e eee ee ee 


1,893,236 
DEFERRED CREDIT 
Contributions in Aid of 
ACODSETAIC LION eck expeicteds Gear epacktanesae andes 


247,046 
20,612 


33,322 46,040 
7,691 


226,434 


13,252,052 
10,431,177 


27,396,303 


ToT 


69,666 609,591 
116,831 588,230 


240,585 1,311,239 


28,632 


38,349 


549 347 
619,351 


1,384,504 379,889 


4,721 


179,626 
169,155 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1986 


Municipality..........c.ceccesseeeeeeeeeeeeeeeennneeeecees Chatham Chatsworth Chesley Chesterville Clifford 


Number of CustOmers..........c::eseseeeeeeeeneeeeees 14,798 875 672 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year ............. 12,395,076 592,350 513,318 179 ,923 
Net income for year.........-:cesseeeeeeeeeeeeeeees 856,976 1,559 17,241 36,029 (297) 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment ........0::seesseesesreees rere enaeannenens 


UTILITY EQUITY, END OF YEAR ........... 13,252,052 69,666 609,591 549,347 179,626 


Le 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service Revenue ...........:ssseeeeeeeneeneeeeeenees 
Other Operating Revenue ..........:-:s1seeseee 


18,917,880 
173,364 


19,091,244 197,445 895,728 1,116,973 283,585 
EXPENSE 


Rowe4r PULChaSeds cctects te ossus<bmastisemaseateseens 16,040,896 176,248 766,656 999 ,063 238,031 
Wocal GeneratlOn .o..ccee cerns -soseenunsssennennets ss — -- — — a 


195,567 
1,878 


881,641 1,098,192 
14,087 18,781 


279 ,036 
4,549 


TOTAL REVENUE. .........:ccccsersereresnsceneeee 


Operation and Maintenance............+1::0+ 1,077,636 3,386 44,166 20,912 14,468 
Billing and Collecting ...........:.::::0::: eee: 409 ,506 5,132 25,890 16,776 10,406 
PNCMIMTISECA TION 6.0. oac oss st ancetaseoanetesssnmenn cies 374,854 4,826 14,232 17,802 12,738 
Depreciation Less A IMOTTZAatlON aus ceecsinneisis 520,933 4,379 27,543 21,002 8,180 
Financial Expense ...........csseeeeereeseeeeeeeeeee 73,086 1,915 = 5,389 59 
OMA EXPENSE: cicsenseosescscpessegovisnesemness 18,496,911 195 ,886 878,487 1,080,944 283 ,882 


Income Before Extraordinary/ 


Wnusual Items... oess.cec--.--.csossescnenreseeoes sees 594,333 E559 17,241 36,029 (297) 
Extraordinary/Unusual Item(s).........-..00::s++ (262,643) _— — —~ — 
NET INCOME ............0000s0cseeeseeeeneeeneceeereees 856,976 1559 17,241 36,029 (297) 


SS Se | ——$————————————— ee 


Appropriation for Debt Retirement.............. — 2,000 — 8,000 — 
Appropriation for Accumulated Net Income.. 856,976 (441) 17,241 28,029 (297) 


BNGt) LNCOME, ...0..0060sceecneneoscaceeseseckeneesesaeese tans 856,976 1559 17,241 36,029 (297) 
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Manicipality..c egos one ten ates sien sccont testes ae 
Numbérrot: Customers ite vscshccelen wear aac 


A. BALANCE SHEET 
FIXED ASSETS 


IN G@tafixe GicaSSets? Aaceanseccn ee oe etic teas 
CURRENT ASSETS 
C@ashtand (Bank. Vereen cso kee ie 


Unbilledt Revenue ites. oieseine.u cs seve estes 
ENVENTOTY eee le raeinh Ua gece anc racalck ures auae 
OLN fret ons 5 thE cart REED iceias 


DEBT FROM BORROWINGS 
Debentures and Other Long 
hermuDebt.. .seweta ceo sevescceneesee roo teme ets 
Less Sinking Fund on 
Debentutersrencaseciee venetian cient 


Less Payments due within 
ONEK VALE usttncantemmrensetanuscastunae ce eom tian ace 


LIABILITIES 
Currenty Liabilitiessiescercysen beer eee 
Others Biabilities inate wctecursceeaieee seen saee ete 


DEFERRED CREDIT 
Contributions in Aid of 
CONnSEFUCHIONYeenaeiteer verte dootentmee meri 


BEB SESW Ea Bai Fights nosh x Suakisaiied anldeaenhs ceatinak kaos 
EPDM SERQAILEL © stsssieny sata wiaduedeanivaimnstirin on 
EQUITY IN ONTARIO HYDRO... c..cccc...0.. 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Clinton Cobden Cobourg Cochrane Colborne 
1,452 506 5,381 2,150 822 


$ $ $ $ $ 
1,389,345 261,921 4,983,104 2,066,245 776,942 
560,167 116,297 2,302,119 804,718 280,848 


145,624 


496,094 


829,178 2,680,985 1,261,527 


175 


91,616 699,724 186,315 102,849 


— —_ 1,154,000 265,000 — 
17,749 12,503 416,059 37,370 15,312 
214,600 60,643 756,000 322,276 123,510 
38,752 1,540 130,856 10274 [e2 18,540 
826 — 9,064 — — 


272,102 166,302 3,165,703 
— —_ 6,666 _— 


866,022 238 ,866 4,500,864 1,201,973 


1,967,302 550,792 10,354,218 3,346,733 1,192,039 


ERE “2 2 


368,000 68,333 
22,000 5,000 


346,000 63,333 


883 ,233 260,211 
370 


435 364 


167,108 46,322 1,106,916 
40,647 1,865 6,059 


283,525 
31595 


74,500 
9,360 


207,755 P2975 335,120 83,860 


43,103 
35211 


40,727 
5,982 


15,548 


877,977 
866,022 


1,967,302 


22,615 


241,124 
238,866 


$50,792 


37,892 


4,702,487 
4,500,864 


38,905 


1,424,735 
1,201,973 


3,346,733 1,192,039 


34,745 


574,737 
435,364 


10,354,218 


Statements B and C 131 


Statements for the Year Ended December 31, 1986 


Clinton Cobden Cobourg 
1,452 506 5,381 


Municipality...........ccceeceeeseeeeeneeeeneeseneeeena ees Cochrane 


Number of Custome’rs..:........sscscscesseseneseeeees 2,150 


Colborne 
822 


B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. 869,868 210,955 4,352,198 1,365,192 533,368 
Net income fOr year..........cceceeeeeeeenee erences 8,109 30,169 350,289 59,543 41,369 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments .........cccceeeeeeeeaseeeeereneeeecnan eens 


UTILITY EQUITY, END OF YEAR ........... 


877,977 | ne | 4,702,487 1,424,735 574,737 


as capenenneeal 


C. STATEMENT OF OPERATIONS 


REVENUE 
Service REVENUE ..........-scceeceesnssseeceeeneee ees 1,301,698 456,851 7,693 ,906 2,614,224 
Other Operating Revenue ........:sssssseeeeeees 32,650 7,774 DISS 62,618 
MOMMA REVENGE aic,. sc .cqcssneeenceossnernes 1,334,348 464,625 7,967,019 2,676,842 891,110 
EXPENSE 
Power Purchased) ...........-.-cccresesrseeeseooees 1,101,640 380,538 6,908,767 2,190,918 714,772 
Local Generation ...........c00:sscsceseerersevences _— — _ — — 


Operation and Maintenance..........--.+.10 76,455 9,619 209 ,232 150,383 31,633 
Billing and Collecting ...........sssseeeseeeeeeeees 21,977 15,072 157,779 70,516 20,173 
AGMINIStLAtiON secs.smverersce-ssecenceseneesieaetne sone 78,161 19,852 112,329 94,621 37,099 
Depreciation Less Amortization ............++- 46,546 9,640 220,057 69,180 29,917 
Financial Expense .........-:.:eecseseeseeeeeeeerenes 1,460 — _ 41,681 7,134 


TOTAL EXPENSE  ......:cccesseereeecescrcorceneees 


1,326,239 Sater 721 U eee 164 23 268 | 299 840,728 


8,109 29,904 358,855 59,543 50,382 
(265) 8,566 9,013 
8,109 ae ea 169 Pee 289 Py ae 543 41,369 


— — — 20,000 4,333 
8,109 30,169 350,289 39,543 37,036 


8,109 30,169 350,289 59,543 41,369 


Income Before Extraordinary/ 
Wrnusuial Lem siseessn..000.+00cnscndenne sine enieeviene 
Extraordinary/Unusual Item(s)...........::sss82e+ 


NET INCOME ............00cssseesreee sense een enessenes 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INS EMIT COME 2.05 on cece cise see iss sicianle sins eroidnsiesiiherntisnss 
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Municipal Electrical Utilities Financial 


Municipality citi. See iie atari cen oatece cee eienaaes dene Coldwater Collingwood Comber Cookstown Cottam 
Numberrot. (Customers vet acccicstac sek sees cen 504 5,906 281 432 374 


A. BALANCE SHEET 

FIXED ASSETS $ $ 
Plante and: facilities: erncasen-osearcacee teeta meee 448 087 5,250,958 
Less: Accumulated Depreciation................ 159,519 1,857,016 


$ $ $ 
257,403 246,735 281,129 
128,585 98,026 117,258 


Neti TXEGsASSEtS Secnccccaceecausnmensarmercandcaas 288,568 3,393,942 128,818 148,709 163,871 
CURRENT ASSETS 


@ashiand , Bank Aa ranasrvcs ssciasenes Memento scce 


263,959 31,680 791923 355593 


INVESTMENTS srasa-ccuneankinnes at tombstomacsemaateareumete — 780,647 27 ,638 —_ 12,255 
ACCOUNTS, RECENVAD lenis. onan encssccacnoarenesaoceer 18,020 863 ,923 15,243 11,489 1,538 
Winbilled PREVEnUC neces crauer ts cr candeneseeeete 101,091 398 ,668 32,700 63,148 65,600 
INVENLONY trceneconcctauseucdnncnaraneenssaeuer sees cre: 3,820 240,331 6,125 4,815 —- 
PRET dec jaecdenc toe tect eae ve saatoc ete dea se anes 2,818 8,902 539 — _ 


125,749 


2,556,430 113,925 1595375 112,986 
1,173 10,645 _— — 7,180 
323,130 4,390,806 177,329 194,808 135,138 


738,620 10,351,823 420,072 502,892 419,175 


ns ih {| 1 - 


121,094 20,000 
4,595 10,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
ERM DED... Seetare tice cancocadese ete tnmetNocs: ore 
Less Sinking Fund on 
DEDENTULETS sion toreclerereeuemueakweemttanctemn dreihites 


Less Payments due within 


ONE VEAL anscin. caeaswe cecal ce coment aogee Race ses 
PLO CAL « ticencdtonsaemmuiraai ean vasnigaad awa seine 116,499 10,000 
LIABILITIES 
Current Liabilities 77,631 1,058,858 24,481 49,052 36,214 
Others Piabilitles- actus. wncatese sara aseedensenes ees 2,120 175,779 813 630 4,520 
PE Oa cade cc tans dats Met ienis sista duale PANT Re eon oe TREY! 1,234,637 25,294 49,682 40,734 


DEFERRED CREDIT 
Contributions in Aid of 
COPSETUCELONICS paver eaeten desea nee eee 


24,958 
2,590 


250,732 
PON, 


22,368 2225199 51,505 8,736 1991 


RESERVES \sscs.sucpariasasastecrueoasanenten. vevitars = == = = 
WATE LEYS ROUURY scccmseis nuttin ces susederswteses 196,872 4,493,627 165 ,944 249 666 241,312 
BOULTY CIN ON TARIONHA DRO 7c cance 323,130 4,390,806 177,329 194,808 135,138 


TOTAL DEBT. LIABILITIES & EQUITY 


: 738,620 10,351,823 420,072 502,892 419,175 
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Statements for the Year Ended December 31, 1986 


Coldwater Comber Cookstown 
504 281 432 
$ $ $ 


Municipality..........ssccccssssesscnrnsseseseaeeneceseness Collingwood 


MUMDETHOL CUSTOMESS Mette cree se nance -eieeteuesnsiies 5,906 


B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. 189,956 4,427,131 167,153 222,183 234,478 
Net income fOr yeaT.............ssscsceseesencoeres 6,916 66,496 (1,209) 27,483 6,834 


Capital Contributions in respect of 
land/street lighting plant received in year — — 
9 


Adjustments ...........csceceeeceeseeeeeneeeneneseeaees 
196,872 4,493,627 165,944 249,666 


STS SSE 


UTILITY EQUITY, END OF YEAR ........... 


241,312 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVENUE ..c..cs.scnssccececseesesmndsrewseans 
Other Operating Revenue .............::s0seeees 


528,024 295 ,863 
7,965 


5,961 
535,989 8,757,267 269,098 397 ,324 301 ,824 


8,596,636 
160,631 


263,981 
Selly 


386,772 
10,552 


MOAT REVENUE® corres. cc.cccecocnectepescsssns 


EXPENSE 
POW CLALITCHASE CUE tadie tastes scic as nasbehraeeiinnerses 
WoacaloGeneratlOniescecaccscnace cade aan ences 


456,937 


7,897,905 


228,771 


332,817 


242,283 


Operation and Maintenance...............see 6,473 355,808 11,394 4,534 19,045 
Billing and Collecting .........--:::seeeesseeeeeeees 12,900 122,257) 6,690 10,312 14,744 
PaNIMistratiOllere secu tcsccestmettrmeeemceaieces tis 18,394 128,926 15,491 12,958 8,769 
Depreciation Less Amortization ..............+- 17,369 191,150 7,961 9,220 9,669 


17,000 9,899 


(1,209) 27,483 6,834 


66,496 (1,209) 27,483 6,834 
a | 


SE UE ESOS SES SE 


4,387 15,000 — — — 
25929 51,496 (1,209) 27,483 6,834 


Financial Expense ............cssceseesseseseceeeees 


OMA EXPENSE ccorstccenccnsoncssemeseecernenose 


Income Before Extraordinary/ 
(UISTTE Tay 1 ighe sus danenosnsebaag: nao. dcpacaesocep 
Extraordinary/Unusual Item(s).........-..::2:s+098 


51,322 
(15,174) 


NET INCOME. .............00cesceeneceetesccecesesnees 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ENGTEINCGINO create aici cs eseistioniecie sso ucewauaeesien sais 


134 


BAUMICIDALEY., 2 fics dhseiet tet atenccesces cos eI oon 


INUmbEer cof; CuStOmerS.qiii isc ee tcc leteece 


A. BALANCE SHEET 
FIXED ASSETS 


Nets tixediassetse aes hontccecemertae ee 


CURRENT ASSETS 


Gashtand | Bank’. tees tcusstouct rere eine ae, 
PNVESEMENUS ceraten ries Sustern otic ccthahenencosteuen aoe 


otal; GurrentwASsetSic.ces aetienanearora es 
OTHERVASSE TS: Viren cc entenc oe to ee eacen 


DEBT FROM BORROWINGS 
Debentures and Other Long 


RET oD EDiy eee eae 


Less Sinking Fund on 


IDO DENTUTETS ec rormectetanes cece eer oaes 


Less Payments due within 


ONE! VOAT.adducn memte ashe aesuneces teeth ttec cece. 


LIABILITIES 


Current iabilitieseae et sae eee a 
Omer abiielestansne-s. ee enero eee eel oe 


DEFERRED CREDIT 
Contributions in Aid of 


COnstructionitndussneceescors near voueonnen ete 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Municipal Electrical Utilities Financial 


Creemore Dashwood 


521 205 


$ 
353,316 
155,052 


$ 
105,861 
46,611 


198 ,264 59,250 


21,426 


5,743 
9,000 


29,536 3,205 
68,348 24,000 
9,854 — 


21S 721 
130,379 

942 
263,062 


42,669 


134,656 


54,572 14,858 
1,970 — 
56,542 14,858 
11,410 542 
2,435 56 


8,975 


264 ,068 
263,062 


592,647 236,575 


486 


86,575 
134,656 


Deep River 


Delaware 


1,783 198 1,879 


$ 
2,496,425 
1,124,317 


$ 
156,106 
59,806 


1,347,429 
553,875 


1,372,108 793,554 


221,092 87,483 


111,400 93,187 
77,363 15,047 
325,139 298,000 
74,926 78,395 
DTS 806 


1,015,095 
1,097 
1,302,300 


53,170 572,918 
1,474 


893,379 


98,645 


182,000 — 131,000 


182,000 131,000 
44,000 35,000 
138,000 — 96,000 
449 140 27,241 256,054 
4,053 450 37,477 
453,193 27,691 2935531 
57,749 10,146 1,540 
8,594 1,197 302 
49,155 8,949 1,238 
1,747,952 112,830 ETI 
1,302,300 98,645 893,379 


Statements B and C 135 


Statements for the Year Ended December 31, 1986 


Municipality...........sccecsesccenseceesseseeneeseneneenes Creemore Dashwood Deep River Delaware Delhi 


INmberOL CuStOMETSer ascent disenoseecieneleemr <0 1,783 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 284,614 1,677,505 114,281 958,058 
Net income fOr year............ccsceseneeneeeeeeees (20,546) 70,447 (1,451) 19,119 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments .........00ccceesseeeeessaeeeeeeeaeaeerenes 


UTILITY EQUITY, END OF YEAR ........... 


264,068 86,575 1,747,952 


oe 


112,830 977,177 
(aoe SRT ESE ET 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVENUE ............0c00cecessceereeren scenes 
Other Operating Revenue .............ssseeeeeee 


488,370 164,028 
9,735 2,275 


498,105 166,303 2,733,703 170,470 1,752,804 


2,651,625 
82,078 


168,845 
1,625 


1,675,303 
77,501 


MOTAL REVENUE Mas. .ccccsessmscrseesntmnsrencere 


_EXPENSE 
POW CTAPUICHASE eee crete chine stds eee teseeie 
WeOCalUG CNET AON ercessucoucmwstraatnestecicninesnnecellrs 


466,641 


152,228 


2,265,871 


153,566 


1,360,510 


Operation and Maintenance.............000+ 3,902 4,185 110,570 3,610 110,210 
Billing and Collecting ..........::s:sssssssseeeeeees 18,187 9,297 76,328 3,463 98,347 
PAG ay TA FES 101d begged eeono onbo aGodseapesaquocomnacnds 16,785 4,247 83,493 5,424 90,406 
Depreciation Less AXmortizalionemarssceaces: 13,136 4,082 94,247 5,858 50,977 
Financial Expense ..........:sscceseenseoeseseeeenees — _— 32,747 _— Da2o9 


TOTAL EXPENSE ....0.:seceeceeedecsescesicesernee 


518,651 174, eee 2,663, eae mes 921 1,733,685 


(20, $46) (7, ey 70,447 (1 45) 19,119 


(20,546) (7,736) i ea 447 (1,451) 19,119 


a a 


Income Before Extraordinary/ 
Ry nuUsUal ItEMS sfeeecssessceecssoaeeeosaesasearseo noes 
Extraordinary/Unusual Item(s)...........:++sseese+ 


NET INCOME .............:0:sececeeereeeceeceeeneeeenes 


= os 49,000 
(20,546) (7,736) 21,447 (1,451) 


(20,546) (7,736) 70,447 (1,451) 19,119 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Nai Fire i Csmy eee sande iepoture doobodtaconadosspubesorndads 
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Municipal Electrical Utilities Financial 


Municipality j.ccava..eeeeemenstt ticiess os cts access Deseronto Drayton Dresden Dryden Dublin 
Number. of Customersteywacsocnst recs enees 700 337 1,095 2,809 130 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Riantzandatactlitiessepcn.ccce-aresteadetree cues 538,513 295,701 976,497 3,490,517 102,806 
Less: Accumulated Depreciation................ 272,469 116,365 361,686 gg Fs ian 61,638 
Net pfixeditassetss sonia casas acer mires teaae 266,044 179 336 614,811 2,219,385 41,168 
CURRENT ASSETS 
Cash and Bank iytens t.ccccsecdnsccentn a teehee 29,801 27,948 112,894 55,293 22,637 
MDLVESUNIONES pen canteens oe eae ee — 40,000 — _— _- 
Accounts. Receivable vse. scathseener coe 25,702 4,725 23,045 51,798 1,454 
WnbilledsRevenves a saacccs hacer nee 115,818 58,000 145,000 552,196 15,118 
ENVENTOTVecccnatee sate c net ea ca eae ona ee eclee ena: 22,206 10,877 16,861 147,708 — 
(OTIS) chs FO SRR RRES Wir rh Scat c MERE Rn end fo a 10,805 178 865 2,403 100 
otal Current ASsets cyaaatahram niacin see ee 204 ,332 141,728 298 ,665 809 398 39 309 
ORHERTASSE LS see t.ssocec ee eee — — 2,023 31,808 — 
EQUITY IN ONTARIO HYDRO............... 476,615 215,225 789 ,026 1,331,864 103,761 
LOPAL ASSRES Reis cc. See ee eee 946,991 536,289 1,704,525 4,392,455 


DEBT FROM BORROWINGS 
Debentures and Other Long 
henm sDEDE... wats. crsccvositves nance cnoer == = = 
Less Sinking Fund on 
Debenturers arancema ces coisa tersoc areas aS == a 


Less Payments due within 
ONEV VEAL <..Rsaserte mer cies sade kann ee re as ecacs — — — 


Ota ten eeee asencnene cn eee ck eh rie, ee ta — — — 
LIABILITIES 

Current. iaabilities; hae ae ay eo 82,039 43,219 108,855 485,789 13,128 

Othensetabilitiesan 1 asa e ceca eee ee ees 7,230 845 6,451 65,608 480 


RE OLA coties erect Meee: mech teas OM Ales came 89,269 44,064 115,306 551,397 13,608 
DEFERRED CREDIT 
Contributions in Aid of 
COnstruchionic. aude te eee ee ae ee 39,665 35,074 49 153 217,919 805 
Ress SA MOM Za tlorbssseseiat ce ena cer ne 5,114 4,500 6,556 29,968 114 


34,551 30,574 42,597 187,951 
FRESE MES ac craeu sexs ay anee odes uae aie cu cuemee ne eee — — — — 


DE RL REFILLS cctconccrtianatoyaut\ an couarensuenaas 346,556 246,426 757,596 2,321,243 66,178 


EQUITY IN ONTARIO HYDRO............... 476,615 PAS) PPaS 789,026 1,331,864 103,761 
TOTAL DEBT. LIABILITIES & EQUITY . 946,991 $36,289 1,704,525 4,392,455 184,238 
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Statements for the Year Ended December 31, 1986 


Municipality..........ccccecssseeeeeeeeesseesneeereeenenes Deseronto Drayton Dresden Dryden Dublin 


Number of Customers.....:.....:.c00sccsssssencereves 700 337 1,095 2,809 130 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 340,204 242,111 725 ,026 2,232,188 
Net income for year.........ccscceeereereeeeee seers 6,352 fh SM lbs) 32,570 89,055 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment .........ccceeersseeeeeseesceeeenananenerss 


UTILITY EQUITY, END OF YEAR ........... 


346,556 246,426 757,596 2,321,243 


ES SIS 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service ReVeENnue ...........scesccecreseseeeeseneres 
Other Operating Revenue ..........:ssesseeerees 


768,640 372,402 
33,425 6,791 


802,065 379,193 1,435,322 


639,805 1,199,466 


1,416,719 
18,603 


3,011,359 
71,067 


158,880 
2,240 


TOTAL REVENUES sic.c..00.ccer- + wetecnecnanwere 


EXPENSE 
Power Purchased ® .........0sscserecseterecwsseeenes 
WeOCal GeNeAatlOM gece sess sasccienes enesinsse reise cece 


324,848 


2,428 327 


Operation and Maintenance..............sss++++ 33,043 10,694 63,598 253,615 
Billing and Collecting .............ssssseeeeeeeeeees 36,907 7,507 37,094 82,471 
PN AIMITIStL ATOM hee coee kc crtomettcse eons oe cen sien!s 63,171 7,200 74,887 93,420 
Depreciation Less Amortization .............6+5 21,370 10,492 27,646 124,484 
Financial Expense ..........cseeeeeeeeeeeeeeeeeeenes 1,417 68 61 11,054 


MOTAL EXPENSE. .0.0::scssneeseronsnosninnatsnecene 


795,713 360,809 1,402,752 2,993,371 154,162 


6,352 18,384 32,570 89,055 6,958 
_— 14,069 — — — 


6,352 32,570 89,055 6,958 


fe —— 0 


Income Before Extraordinary/ 
Unusual Items ..:c.c...c..2nssrerserecssncsonereseee 
Extraordinary/Unusual Item(s)...........++-s0:008 


NET INCOME...........:0::ccececncneeeeeeereeseneenens 


- ce 3,104 ae 2 
6,352 4,315 29,466 89,055 6,958 


32,570 89,055 6,958 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


eR ETICOMG nacenicen ccs cice foseeileitemsiestelesleraaistewrinisiitiers stele se 
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Municipal Electrical Utilities Financial 


MUNICIPALITY A dachiax codentettess top asd ance eateeteet ass Dundalk Dundas Dunnville Durham Dutton 


Number of Customersseu actual on 630 2225 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Plantsand: facilities set s..cres cate eater ee 434,637 7,843,340 2,594,670 1,116,512 402,536 
Less: Accumulated Depreciation................ 159,274 3,061,878 806,306 425,207 168,491 

INCtTIXEG ASSELSh sapere care ac tee cereotecs 275 ,363 4,781,462 1,788,364 691,305 234,045 

CURRENT ASSETS 
Gashtand:-Bank.eseeenerts cect cet eek 12,804 773,559 534313. 78,743 16,544 
ENVESTMENS esate miteet aot ike ene 35,000 — —_ a — 
ACCOUNTS VRECEIVADIGgiascicnscncenenee enone 21,932 276,182 19,005 17,891 15,156 
Winbilled TRevenues. vsncscensectecana tee ee 125,238 745 ,009 386,550 114,238 34,000 
LAVEN(OTVaian trate taeacne tree teres. emo 18,608 229,221 159,195 13,434 14,276 
QED cach. cece tees hak ee 7,933 7,750 1,678 1,176 -- 

otala@nrrentwAssets.cuccmrceecnes saw cee ne 2211S 2,031,721 619,741 225 ,482 79,976 
OTHE RPASSETS erat conceal ee 414 37,140 — — 3,662 
EQUITXAINIONTARIOUH VDRO seek 386,570 3,735,056 1,413,151 634,847 

TOTAL ASSBUSS fs tor. scot cttter ec: 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Fein Dend 5.1 Retin vaxencksecwenetete eho: 
Less Sinking Fund on 
DOR ENGELS wes sacs ict casnanvonreoieneebohey romans 


292,000 


Less Payments due within 
OREM VEAL 5 ci05 an cetaentecccencientas ak eotneateeiee tacos 37,000 
VOCAL ctovause eaeendeseainm iin ceeanon none ec roeece at 255,000 
LIABILITIES 
GMETENE LAGOS oceans inancncde tuopeoresten ss 637 ,386 181,229 
SUNG LSGPUMIOG coos c yeaa; eaias eet een neem ete) 252,996 45,719 
MOLL. a cancun rete vee saree Se ck | 890,382 102,686 44 986 


DEFERRED CREDIT 
Contributions in Aid of 


CONSTEUCHION sap adsacnnrade nsec coracecesaushoeeueee 492,679 26,244 26,347 
Besse Amortization. cccscctn doe isteeeicee 61,240 5,949 4,554 
431,439 61,425 20,295 21,793 

RESERVES E Ocrd cor. 5) cp nadetene Senta saat ere — — _ = 
REDE bey mks Uh Ws,2t yt oe aanceeaneee oe es eee ae 419,653 5,273,502 2,065,732 793,806 250,904 
EQUITY IN ONTARIO HYDRO............... 386,570 3,735,056 1,413,151 634,847 207 ,860 


TOTAL DEBT. LIABILITIES & EQUITY. 


883,862 10,585,379 3,821,256 1,551,634 525,543 
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Statements for the Year Ended December 31, 1986 


Dundalk 


WITNESS FoF) HA Baeroodegoconcocn adc hicHapnon criacotnconr coe Dundas Dunnville Durham Dutton 


Number Of CustOmensietrca.s cawcaeseuscoeeehincsiacess 


630 7,031 2,225 1,057 464 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 425,446 5,268,082 1,940,611 775,102 253,452 
INetrincoMme fORRY EAD es. .n cn. c2esnn tec eeee enon: (5,793) 5,420 1255121 18,704 (2,548) 


Capital Contributions in respect of 
land/street lighting plant received in year 
ZENGLET SVL Sie gop uasoleanoqHeeeeuzeD G6dH 6 Ayo ceccdsbopnoS 


UTILITY EQUITY, END OF YEAR ........... 


419,653 5,273,502 2,065,732 793,806 250,904 


C. STATEMENT OF OPERATIONS 
REVENUE 


Ree vice REVERSE oes Gia sanutinddriecniaviaseonee 768,057 6,393,445 2,147,449 972,304 331,399 
OthermOperxatingeRevennel i... nce encanuacss 13,228 229 ,884 68,153 23,869 6,116 
TOPAL REVENUE) fiscncsssencmcateenctteesccsess 781,285 6,623,329 2,215,602 996,173 SS 7h515 

- EXPENSE 
POWeTEPUTChAaSCUete We. 5 ccscstchesecttauroene seeee 714,141 5,344,546 1,698,249 800,982 272,086 


TeocaluGenerationinn...ctosscsaosdiaecctracnos sewacess 


Operation and Maintenance..............:..0008 10,806 409,881 135,500 67 ,347 20,003 
Billing: and, COMCcting a0. ccdisncsicansndassensset 33,046 266,599 90,432 37,516 16,396 
Administration). n.ccsdetsccac accra soeash vers ecose'st. os 12,524 268,442 68,533 33,728 17,148 
Depreciation Less Amortization ................ 15,419 296,424 85,010 37,840 14,430 
Financial Expense errands ns adhesssessteen cases 1,142 32,017 NARS 56 


MOTATI EXPENSE eacacusacssaeacnannndveter secs 


787 ,078 6,617,909 2,090,481 977,469 340,063 


(5,793) 5,420 125,121 18,704 (2,548) 


22,000 = — 
103,121 18,704 (2,548) 


125,121 18,704 (2,548) 


Income Before Extraordinary/ 
TUS EE) Sirs oane aamband barootosn sconomnneennces 
Extraordinary/Unusual Item(s).............0+000000 


INEPSINC OMI i ceccaennissnds cress discrsmecsstsiessaiesn 


33,000 
(27,580) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGtT INCOME si oscshe aera ca ceinea su smanahmauaians onesie Giiee 
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MURICIPALItY &.anecssete tac set trenaacie show odereeme OR RRs East York East Zorra Eganville Elmvale Elmwood 
Tavistock 
Number of ‘\Customersice sic. cccanaurs sc ooeeeete nee 25,034 758 620 648 162 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantcand | facilitiesvancsicicontesateesaoive scene 28,478,936 641,680 584,642 398,438 86,742 
Less: Accumulated Depreciation................ 11,192,546 284,845 292,120 1952713 39,386 

Nettixed "ASSES c. cenace-s cca en hmetotiiw ec sccnues 17,286,390 356,835 292,522 242,725 47,356 

CURRENT ASSETS 
Cash*anda Bank tomate. cascacnaracmermeerte ence 432,310 57,531 61,697 10,801 12,001 
INVESEN ENTS rated acetone ceaeaek deuce 2,376,388 — — 30,914 5,621 
AXCCOUNISS RECEIVADIC: acim: vacusccryncsenc ee ucnt ses 3,474,489 PLO 9,052 12,858 4,331 
Wnbilledy Reventien.sscus ascvcte earieccacosaeceses 1,240,353 132,300 74,221 86,791 13,241 
INVENCOLY seacecacecnsen oscars cmaasato sara vesee ries 1,974,495 18,769 15,992 3,267 1,469 
OTHE DR caccraseaouet ore at on hous nk tee ate teeta ote 316,321 —_ —_ 412 698 

Totaly CurrentvASsets ites ecaeonancsmesdeneom 9,814,356 235,831 160,962 145,043 37,361 
OTHERDASSEDS& tandee ees ovucsk staat erties x 352.753 2,096 60,000 1,879 “= 
EQUITY. IN; ONTARIOJHY.DRO): sii oveccsess 21,936,962 631,836 218,893 329 ,285 76,762 

ITOTALTASSEES a irteeacs conccsccecsseeeett teva ke 9.390.461 | 1 } 1226.98 | 598 | 7277 377 718, | 718,992 | 161,479 


DEBT FROM BORROWINGS 
Debentures and Other Long 
LET DED Gis cerete chins vicnedc teen ene sacs: 2,198 ,873 4,000 
Less Sinking Fund on 
ID EDENLUTERS enters ncceecenlmareaacde ime tore 1,617,011 
581,862 4,000 
Less Payments due within 
ONE | VEO coe cs deeeve Paine sata samy gece Menenret haya gees 48 ,660 


Libel; bbe arswetcoe mace ateatailed ia a niceties aa $33,202 
LIABILITIES 
Current lita ities yas on onects teres acc ence 3,595 ,387 110,746 90,599 59,078 
Other) Lyra Diliteesincsac.nascecsncoeeecece acetone: 492,875 1,900 58,246 1,725 


FLORAL: csghs strwee eee eons eon Re: a 4,088 ,262 112,646 148,845 : 12,245 
DEFERRED CREDIT 
Contributions in Aid of 


CONSTTUCHOM x sccswatanicar ncanemavenedhevesmaene ee 538,580 53,795 13,139 
sess TA MOTezatlon csrsoscarotcs atest enero 73,164 6,302 1,109 
465,416 47,493 12,030 $4,823 
REESE ICN DS aac. sch sa seanetatomasadene merece emer — — — — — 
LO BN if Hebd 2X O10 WI ah eee «ier Mae ob 22,366,619 434,623 352,609 274,021 69,132 
EQUITY, INFONTARIO HYDRO! ivcvcouseens 21,936,962 631,836 218,893 329,285 76,762 


TOTAL DEBT. LIABILITIES & EQUITY . 49,390,461 1,226,598 732,377 718,932 161,479 


Statements B and C 141 


Statements for the Year Ended December 31, 1986 


MUNICIDANTY Ss hese sunceeee ener dmaceae ccchneiensmneretes East York East Zorra 
Tavistock 
Number of Customers 25,034 758 


Eganville Elmvale Elmwood 


620 648 162 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 19,762,518 445 654 311,394 305,969 
INEfeInCOME HORRY Cale cn cvcandecscenamereciaa tees 2,604,101 (11,031) 41,215 (31,948) 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAGIUSEM ENTS 5. Atees oration. aecacd ieaetatoutidanee est ae 


9 


22,366,619 434,623 352,609 274,021 69,132 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SETVICE DIRE VETO ei etait s sacd once femere cua lieeties site 36,162,188 998,019 


505,375 569,020 114,765 


OthersO perating ReVenucie nan. siacdseuceseases 1,069,543 18,227 9,919 11,578 1,827 
MOMATO RE VE NUIB ie sics asanmenauenneitenn snare sess 37,231,731 1,016,246 515,294 580,598 116,592 


. EXPENSE 
POWTER EUTCHASC CIM tees oe cas cee co tomebios Cento seiinns 


921,731 371,074 549,925 94,026 


30,716,939 


ocaleGeneratlonuan- sas a oaeketteeaseeansnceoows — — 36,206 — a 
Operation and Maintenance...................45. 1,628,992 15,984 18,630 11,326 1,344 
BillingrandeCollectingy.ese.s-dan esos sessssen 921,209 28,291 17,025 26,746 4,999 
ANGIINIStratlOnecacic accra ta ercace sasoraacee tk ccess 747,811 36,305 12,249 12,461 6,529 
Depreciation Less Amortization ................ 1,098,526 24,377 18,895 11,770 3,546 


62,836 318 


635, 
35,176,313 NORTE PATE) 474,079 612,546 111,079 


(11,031) 41,215 (31,948) 5,913 


(11,031) 41,215 (31,948) 


589 


Financialw@ expense aic.cacsrs sls ctesecaaaion orsiesasonsc 
TOMA TCE X PENSE soc dapracesentsnvascunausnesss 
Income Before Extraordinary/ 


Winusvalsltemss neecestesscecassetiaowts arenas oeeeves 
Extraordinary/Unusual Item(s)..................066 


2,055,418 
(548,683) 


INET: INCOM hia.creseoetescaes css nchsstietesensaus sister 


114,146 
2,489,955 


2,604,101 


3,000 — — O25 
(14,031) 41,215 (31,948) 3,988 


(11,031) 41,215 (31,948) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCELINCOMNG Hac sa oes ines po eae con eaeieninane 
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Embrun Erieau Erin Espanola 


Municipalities. csesvcsuetoten ayetucsceacrvtaue oe oom anes 


Number of Customersercscccotetes caasccararete Sip 2,194 


A. BALANCE SHEET 
FIXED ASSETS $ $ 


Plant ‘and }faeilitiestessaiaescsensane cose ereonee es 720,902 878,506 969 ,742 1,482,249 
Less: Accumulated Depreciation................ 290,304 251,395 285 ,457 623,763 
INGt PING A ASSCUS cc sarscescascecacs timancetteadsates 430,598 627,111 74,304 684,285 858,486 
CURRENT ASSETS 
Gashtand Bank sneneencaswyccarssee ani cscs 100 141,246 25,956 278,439 140,881 
INVESEMIONES iia ee seiand cameaeadedanvor meas wianoieran 70,000 —_ oo — 187,714 
Accounts Receivabless.scssemcaeseesetesvernceceas 26,633 28,081 8,743 54,818 216,021 
UnbilledtReveniessiisisseneecaee aces teeta 152,000 156,288 28,000 202,770 151,866 
INVENLOR We ete tart lees autam yess tacusenenetcs 27,458 13,099 — 43,979 31,986 
COUREE Foie aay, ret ore anatase 497 —_— — 2,764 — 
otal MGurrentwAssetsmaanteaeseuneaeccomomraeieee 276,688 338,714 62,699 582,770 728,468 
OTHERPASSETS Bie ever ca cette uteatleetinsnes — — _— — 8,760 
EQUITY IN ONTARIO HYDRO............... 575,429 387 ,676 164,462 620,950 1,025,396 
TOTAL VASSETSWOR kre coeater ee hotrseks 


1,282,715 1,353,501 301,465 1,888,005 | 2621,110 | 


ES Hi 


7,000 
3,500 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Herma DeDtiscrerenyceetsncatw choot erent cates 
Less Sinking Fund on 
Debenturersun nate eaicinunematame-teteesnes 


Less Payments due within 


QE VOAT Hue eee ee eae siocc hs aiken ee tee oe ay 
POCA Lael ui eck ane eencer en uaek hd Mitac areata 3,500 
LIABILITIES 
Currentaliabilities ius secs esteanehtne eee 21,788 157,438 21,094 198 657 196,922 
Others Erabilities eee sos ies coeonecch esters 7,964 8,801 14355 14,950 130,975 
MROEAL Aut, SANs nares catch aia rashes Mew Rae 29,752 166,239 22,449 213,607 327,897 


DEFERRED CREDIT 
Contributions in Aid of 


CCOTSERUCLION | cchin deci titioncanettenidiancyeue tones 133,444 186,228 11,984 92,260 37515 
BessVAMIOTUZ ATION Weis dee daese ence n ete se avce 5,936 13,318 1,286 7,578 2,669 
127,508 172,910 10,698 84,682 34,446 

RESBRIVES (Ay sess taiaateuitcnnceeresadee alti ar == a —_ = = 
MEPTR LEY BOWL Y tis avavecuncnne aecrceastaraecsetes 550,026 623,176 103,856 968 ,766 1,233,371 
BOUITY INFONTARIOGHY DRO ear eseene 575,429 387,676 164,462 620,950 1,025 ,396 


TOTAL DEBT. LIABILITIES & EQUITY. 


1,282,715 1,353,501 1,888,005 


Statements B and C 143 


Statements for the Year Ended December 31, 1986 


IMimicipaltty see cmae siaerdss pe atidarmeser cos sRoermaial sis Elora Embrun Erieau Erin Espanola 


WiimoereOt  CUSTOMEIS iiamiceeches teclseeenmncs sees 865 375 915 2,194 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 559,872 534,875 906,265 1,220,017 
Netrincome? for Yeates... ..0:. sss sndseseienn ee -- (9,846) 81,121 62,501 13,354 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGJUStMENES 23.5. 2b Peed eee eescseeecpedecasene oases 


7,180 


550,026 623,176 103,856 968,766 1,233,371 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVENUeC etme cece er ciennacoasbcecr edo teene 1,040,662 1,161,068 236,968 2,025,072 2,257,887 

Other Operating Revenue ...........:seseeeees 30,829 18,647 6,517 39,714 53,228 
TOM ATR VEIN Ese onde cee sac cnctectii ae rn oasnctast 1,071,491 1,179,715 243,485 2,064,786 231s 
_EXPENSE 

POWELL UTCHASE Cit es iaeeccos cass ceavimeneeiee ai aees> 903 ,086 998,791 207 ,427 1,871,346 1,890,503 


WocaleGenenravOle ccc eee eucemencnts 


Operation and Maintenance...............:++10 55,382 17,392 Ts Wess, 38,440 170,371 
Billing and Collecting ............ccessseseeeeeeeees 56,091 21,427 8,864 35,098 97,324 
PNAMIMStrAtIOllereie sm acces cman siasen es 43,919 33,565 5,806 27,857 81,085 
Depreciation Less Amortization ..............+. 21,916 26,440 4,283 29,508 $6,514 
Financial Expense ........0::..ccssessersssnneseannes 943 979 39 36 1,964 


MODAL, EXPENSES. cece crunessessseoseanksise 


1,081,337 1,098 594 233,574 2,002,285 2,297,761 


(9,846) 


Income Before Extraordinary/ 
Wnusual) [tems tarcce tease ene: selneescrasiiesteh es -J0'5-' 
Extraordinary/Unusual Item(s)...........::00:1e 


81,121 62,501 


13,354 


NET INCOME. ..........00.0s00cssccepeserononrenceocoes 


4,500 _— _— 
(9,846) 76,621 9911 62,501 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGUHENCOME surccotee ide na ratiechaitdsewem cece ceiesinnnstss 


ee 62,501 13,354 
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Mumicipalityct. acca nasetrertns panteaeprasa qetteonce teres Etobicoke Exeter Fenelon Falls 


Number 1 CUStOMeTS % hc; aden stee cease coset etek 92,312 1,840 1,037 


A. BALANCE SHEET 
FIXED ASSETS $ $ $ 

Plant- arid) facilitiese ata encaadessonrectessossienss 2,064,196 102,220,121 2,286,498 653,921 1,961,812 
808,245 41,713,714 896,741 274,944 828,200 


INCtETIXEGEASSCIS”. sion sacaraseeen tees sanetiseasnet 15259),951 60,506,407 1,389,797 378,977 1,133,612 


CURRENT ASSETS 
@ashtand: Banke ter gett cccssucronasetneeue recast 


213,236 6,150 162,727 153,296 77,541 


Investmentstcstracncsac esses staat eee: 75,000 22,838 ,364 126,422 — 175,000 
AXCCOUNTS A RECEIV ADO rsceasavsncceeese ck soe onan cies 79 828 5 628,795 32,077 23,388 42,610 
Winbilled (REVENUE tect sasceedatonsmadoeha dace 295,000 13,236,000 229,300 160,576 481,000 
IVE NOT Varn eee esecerem er unre nchenes eeateats 116,362 3,058,946 2,259 19,314 46,464 
QUE r Tae eaide ac Rtee steer ae cect nee oe ce « S75 192,497 — 3,464 2,247 


781,001 44,960,752 592,18) 
1,282 4,872,707 1,009 
1,064,853 77,668 ,437 1,067,324 


3,103,087 188,008,303 3,010,875 


360,038 824,862 


392,311 


DEBT FROM BORROWINGS 
Debentures and Other Long 
eRe DOD tan. Metres wicarevceutosenaeese eke 
Less Sinking Fund on 
Debenturerses..ctevessrt nt ence reece eee 


Less Payments due within 


CMOTVEAT cae cate ctr ssita nna ranpeeceaee tesa teed: 
botalaces: cscktsasoseewetcennedever dk & oo 
LIABILITIES 
Current: -Liabilitiesiecsc scans 4 enact hee ace 281,767 14,013,085 192,648 143,562 
OhiherLjaDU ES: oc sue. cree aca eeeeeenan ean eee 16,973 4,039 988 4,910 3.595 


298,740 18,053,073 197,558 147,117 


DEFERRED CREDIT 
Contributions in Aid of 
ConstruGtionearconnchentmnee nee ear 58,706 
6,696 


2,902,666 
435,053 


52,010 2,467,613 90,478 5,023 31,080 
FOES SEGIG V ExS ire ceatretphiiics cchaeisiiet seare ter nc oraeaane nieve == = = — 7 
REDO BOUNCY ccatocssdsemcarasseiowassusers 1,687,484 89,819,180 {Pe 2) Fon By 535 ,875 1,888 ,687 
BOUELEY IN ONTARIO HYDRO carcass 1,064,853 77,668 ,437 1,067,324 392,311 2,402,004 


TOTAL DEBT. LIABILITIES & EQUITY . 3,103,087 


3,010,875 


188,008,303 1,131,326 4,360,478 


Statements B and C 145 


Statements for the Year Ended December 31, 1986 


Miu micipalityg ac. 1-.rccisemmaatioowacnatinsedvesemeremlase=-» Essex Etobicoke Exeter Fenelon Falls 


INmbeh sO! ICUSLOMERS fee sen desk seats nc tenectocmrient 2,194 92,312 1,840 1,037 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 1,631,923 93,755,938 1,501,142 520,988 1,819,876 
INet sincome fOr WVear ee: sy .eeenn. Sates Gagan sacs 55,561 3,233,318 90,373 11,989 68,811 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGIUSUMEMIS Aootereiees ee ssn eemroaenensethie yess ne= 


(3,899,049) 
(3,271,027) 


2,898 


UTILITY EQUITY, END OF YEAR ........... 1,687 ,484 89,819,180 1,591,515 535,875 1,888,687 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service MREVEHUCHMa rem nenuseschccchin canca cassie: 2,170,943 155,874,134 2,037,714 ORCS LG 4,150,572 
Other Operating Revenue ...........-...02.+000 DPA 4,327,744 58,967 22,658 51,454 
FORA REVENUID Gocscnseo tds somgiaireonsects 160,201,878 2,096,681 1,100,175 4,202,026 
EXPENSE 
AP Owerseurchasedee- to ta.ccocsncos eee ete yeane 1,840,863 139 ,967 ,365 1,696,077 927,708 3277923319 
WOCAlAGeENeratlON un see saceseauiae eaneanconcecissne — —_ —_ —_— — 
Operation and Maintenance.............:..::06 ~ 141,825 6,832,346 92,655 55,700 180,290 
Billing and) Collecting «0... ..s00srcsnarceoncnreees. 46,019 2,749,089 55,446 39,891 73,324 
PAGININIStHAtOMn se teee acca tesee eee see einer sae 84,901 2,885,170 71,022 23,185 42,051 
Depreciation Less Amortization .............++- Tsou 4,359,697 77,810 26,727 65,143 
Binancial BExXpense mo-wesneneadscbanectecsnecier sec 1,480 174,893 13,298 6,545 88 


LOMAS UE SRE NSE Secs vaneietsatecionansysscas: 2,190,659 156,968,560 2,006,308 1,079,756 4,133,215 


Income Before Extraordinary/ 
MOUS Al BILE IIIS eee de twic cio aiaciats Che sisiotatlove roles alsiiels ae 55,561 3.233.316 90,373 
Extraordinary/Unusual Item(s)............:::6 


IND SINCOM Brgy. cence canatitaas see sstlbncclouseisaonteniesiade 55,561 3,233,318 90,373 11,989 68,811 


{_ —$<—$—$— — << ———— ———— ——————————— ee eee eT 


Appropriation for Debt Retirement.............. —_— — 15,992 - 
Appropriation for Accumulated Net Income.. 55,561 3,233,318 74,381 68,811 


INCU MINCOME 23 e5u autor ano caaessietne sons nee cedesih seis eee 55,561 3,233,318 90,373 11,989 68,811 
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Flesherton Forest Fort Frances 


Municipality::...nsis: sasteeererik & aninccnsaameretimoset at Flamborough 


NM DEF ROte CUSCOMIENS tieiod, cae Goscsemmnaerdatess 1,090 Sol sPe ba/ 4, 3.012 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plan Gran Gi sfaciityese. ics ssc d: caste dsteetecieten sashes 161,325 901,481 198,309 983,751 4,766,384 
Less: Accumulated Depreciation................ 72,442 394,008 81,034 427,656 1,871,106 


INGtelixedy assetsmin.s.scckscanecn atte dace auenasene 88,883 507,473 117,275 556,095 2,895,278 


CURRENT ASSETS 
Cashinand). Banko giantess scecascninitoaebre eens 


31,558 151-795 57,021 190,944 700,977 


EHVeStmentsinantaevece tet ce nein een avaaadentnet — 36,730 — os _ 
ASCCOUNISGREECIVADIC Wis.ccadesteectnawe terse orton 10,001 27,607 14,431 21d 388 ,274 
UnbilledbRevenuie viva eicucdeccunuseccasest seu: 23,991 123,004 42,440 191,200 205 ,262 
UNVETEOTY cscs cscs rasar oe DHE ED see ieee 1,353 9,791 4,984 4,565 459 964 
Od 0 ote ae Rr a fe te oe SMA tee NUERECIE At tole 148 1,228 307 4,088 — 


otal Currenteassetsin.ncsrcmcassoateeatieeteen 67,051 350,115 119,183 418,314 1,754,477 
OPHERGASSETS Riera eciince ere eet ae — — —_ 1,677 — 
EOULY SINVONTARIORENY.DIRO\ .ccevetescas 114,997 621,599 185,390 761,190 2,083,944 


270,931 1,479,187 421,848 1,737,276 6,733,699 


Ee a i = 


19,000 61,000 
1,000 18,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MMCEM DED ta 3. catanisasacssaancs tant hen ose eck S is 
Less Sinking Fund on 
Debentuners\atinuteriewsenodsseemrioetssecsmtees 


Less Payments due within 


GER VCAT 5... eee Nee Lc ead heen sete ent ahem 
hota haega tests ens xeenteectiiesnniheydnceendertes _ 18,000 43,000 — 
LIABILITIES 
Curréntuia bilities icc ccrechesbeecweseen te eotiersoce ce 17,993 93,670 152,098 1,212,217 
Other Wiabilitiessc.cenacneteton sod deen: 190 §,120 10,675 a 
GOO) RRS hn 4 i eA a in 2 + 18,183 98,790 Sued lal 162,773 1212-217 
DEFERRED CREDIT 
Contributions in Aid of 
CONSENIGHOR eae cot ateiet ee sot enero 14,281 46,491 1,617 — 
ReSSAMOTEZAON Gaertner ere e 960 5,621 127 — 
13,321 40,870 1,490 16,451 _ 
RESERVES Nun onkacieaccnech eee arene cae — — — — — 
WRIST Yen OWE Ys; Celene suteskens certian eivecrs 124,430 699 ,928 203,757 753,862 3,437,538 
BOURTYSINVONTARIO, HYDRO ei icccacsesees 114,997 621,599 185,390 761,190 2,083,944 


TOTAL DEBT. LIABILITIES & EQUITY. 


270,931 1,479,187 421,848 1,737,276 6,733,699 


Statements B and C 147 


Statements for the Year Ended December 31, 1986 


Municipality............:cccceeeeeeesseeeseeeeeeeneeenenees Flamborough Flesherton Forest Fort Frances 


Number of CustOmers.ce.cr.. 6s ceecc.scsscncenearoeses 1,090 3,912 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 114,876 656,658 220,491 686,439 2,844,676 
Net income fOr year..........csccsecseneeeeeeeeeees 9,554 43,270 (16,734) 67,423 592,862 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments .........0:eceeceeeneeeseeeeeneeeeeenan ees 


UTILITY EQUITY, END OF YEAR ........... 


124,430 699,928 203,757 753,862 3,437,538 


SS SE SSS SOS ES EE, RIA 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVeEnUe ...........scececeeneeeneeeeneneeees 
Other Operating Revenue .........:0sseeeeereees 


202,867 4,003,792 
1,934 


74,821 
204,801 1,092,296 285,122 1,364,845 4,078,613 


1,068,502 
23,794 


278,022 
7,100 


1,341,484 
23,361 


TOTAL REVENUE .......cccceeteseeeere nce neneenes 


EXPENSE 
SEPP OW ETT PUTCMASCE) eardesestes nos snc ceaseless: 
WEocall GeneLatlONancsrccssescraenatamermenweneaacs 


175,214 


899 ,638 


276,136 


1,101,617 2,864,759 


Operation and Maintenance.........--:.see 3,900 28,705 8,992 52,376 148,661 

Billing and Collecting ...........::::ceeesseeeeeeees 4,871 40,019 Soe 33,632 62,182 

ING PLT ONG Wel eaneobbgogodacounddnbudepoackocosade 5,085 44,981 3,378 62,591 207 ,823 

Depreciation Less PATHOLUZA MON weet resis: sce: 6,177 33,804 7,693 36,518 148,857 

Financial Expense ..........:ssccseeeeeeeeneeeeeeenes — 1,879 85 10,688 53,469 
MOMAL, EXPENSE braripsscssccsesecosoacuyas cel: 195,247 1,049,026 301,856 1,297,422 3,485,751 
Income Before Extraordinary/ 

Wimusualy Items, csmseneeee eee sane eet selesels snislaom 9,554 43,270 (16,734) 67 ,423 592,862 
Extraordinary/Unusual Item(s)...........00:s:s:888 — 


NET INCOME ...........::::ecceceeneneeeeeeee en eenenes 


43,270 (16,734) 67,423 


— 1,000 _— 16,000 
9,554 42,270 (16,734) 51,423 592,862 


9,554 43,270 (16,734) 67,423 592,862 


592,862 


Appropriation for Debt Retirement.............- 
Appropriation for Accumulated Net Income.. 


IN GEM ITICOMIC. cc cee caer clot wiclseisis Sincain(oWaipisieluslvisisiaisisis 6 
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Municipal Electrical Utilities Financial 


Munnicipalittye:e..ieccc. sStteecere coer des setae eee Frankford Georgina Glencoe Gloucester Goderich 


804 


Numbermot. Cnstomers.; tr iciseecniet ete ce 830 1,187 28,714 3,413 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Platt an faCiities-eintnc actu csce tees cece as 566,587 1,187,719 617,015 35,351,824 3,602,681 
Less: Accumulated Depreciation................ 186,035 413,542 279,095 9,542,214 1,411,591 


ING MIKE UEASSCES haan cc warccnneoncnce treet eanse ene 380,552 774,177 337,920 25,809,610 2,191,090 


CURRENT ASSETS 
Gashitands Banky wees rtrcssnccdee nen sae 


152,612 110,340 69,675 3,666,846 72,675 


LAVESLIMETESiaats caeatenme serum nematic tenes — —_— 61,447 —_ 21,889 
ACCOUNTSH IRE CGIVA DIC ccc etait 7,719 72,736 20,458 1,536,373 197,629 
UinbilleaRevenuemucn ccs eo encehciete 147,974 151,582 114,000 3,406,470 431,000 
RUVEMLOLY, pan Mencartee etuenmcees mom easemerre neti 7,244 28,069 12,996 1,406,654 115,773 
QUE LAR i tan eect carat antec cckicn aes reeks 480 eae) 494 — —- 


316,029 364,044 


338,201 650,793 


10,099 ,862 2,726,390 
1,034,782 1,789,014 46,241,857 5,777,137 


100,000 3,131,440 
— 1,326,382 


279,070 


428,443 


10,016,343 
316,042 20,691 


838 ,966 


1,045,433 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Werme Devt inc am ces sacs atsncrestecimanekees 
Less Sinking Fund on 
Debenturerssjaicerrembusctn seat encnnateneeine et 


Less Payments due within 
ONS Va ss. hnedehe Manccesesspe meee oanvene 


100,000 1,805,058 
— 94,000 — 
9,082 6,485 D535) 


1,609,313 


LIABILITIES 


Currentaliabiltiesscsaencaee. cocoate oi t PI bof bes Ko} 467 ,253 
Other asia bilifiesiec cc cacecer ea ae _— 87,661 
OGAL si decct tere eer err ioe ne 118,568 146,847 98,229 2,757,516 554,914 


DEFERRED CREDIT 
Contributions in Aid of 
CORSEEUIC HOt coat sear ien reecerentanetrea tek caleetiate 


3,165 
275, 


16,996 
1,977 


27,172 
3,946 


8,590,938 
855,900 


64,142 
7,128 


2,890 


7,735,038 


15,019 23,226 57,014 


FOES ESRCW EES as, Sian sncitcheencar cit at onaan eens = — es = a 
ACCT IB gal | ALU Ne Rea Rae ae ey ig sp eae Od ae REPTILES, 882,355 495,535 24,040,128 2,438,819 
EQUITY IN ‘ONTARIO ‘HYDRO... 0. .....-.0: 338,201 650,793 428,443 10,099 ,862 2,726,390 


TOTAL DEBT. LIABILITIES & EQUITY . 1,045,433 


46,241,857 Dd FI or 


1,034,782 1,789,014 


Statements B and C 149 


Statements for the Year Ended December 31, 1986 


Frankford Goderich 


Miuumicipalityin..q..ccaseststdsessteresenc-edseestiasemaniars Georgina Glencoe Gloucester 


830 


Numibetsot (GustOmerssan sesccswos cece meteor sents 1,187 28,714 3,413 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 535,614 842,010 448 344 22,092,605 2,367,250 
Netfincome: for (yGataa.....0-.0<2. corer semsarsree 39,509 40,345 47,191 1,947,523 71,569 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment .........ccccsseccreeeeeeseeereereceneecees 


UTILITY EQUITY, END OF YEAR ........... 


575,123 882,355 495,535 24,040,128 2,438,819 


C. STATEMENT OF OPERATIONS 
REVENUE 
SELVIGE JREVEMUC a4... nomena cen dsieseseachenseresine 
Other Operating Revenue ...........::0eeseeeee 


759,356 1,258,608 
24,036 


34,314 
783,392 1,292,922 792,850 30,335,583 4,932,993 


765,217 
27,633 


29,666,707 
668 ,876 


4,808,483 
124,510 


TOTAL REVENUE ..0....cccsssssctnnensineesccsieens 


EXPENSE 
POW CEE LUT CH ASCO Me etoscn ses cenecssntieb testenersiocce.es 
Mocal iGeneratiOnias. sec scnercbceduasiinscaceabeneasse 


662,624 


1,079,142 


652,112 


24,891,739 


4,221,035 


Operation and Maintenance...........-.:.::0+++ 15,090 20,245 23,835 739 ,397 198 ,390 
Billing and Collecting ...........::::ssseeeeseeeeees 22,786 46,103 19,855 702,943 112,825 
PROMIMNIStratiOll carpets: eocskah rence aoaarnser ssn: 20,476 63,974 27,630 882,697 199,813 
Depreciation Less Amortization .............5. 22,350 41,828 22,227 918,049 127,318 
Financial Expense ............ccecssseesererereereses 442 1,285 253-235 2,043 


TOTAL, EXPENSE oo ccasecnssessemsesroenemnsessees 


743,768 1 f asa.sr 577 745,659 28, peso 060 4,861,424 


39,624 40,345 47,191 1,947,523 71,569 
115 


39,509 peer 345 1,947,523 
161,938 
39,509 30,312 47,191 


1,785,585 
39,509 40,345 47,191 1,947,523 


Income Before Extraordinary/ 
Winusuial [temSce-vsc sca ----.aeamesesstieaweriesriersenne 
Extraordinary/Unusual Item(s)............:::-s0068 


NET INCOME............-..200..cccseescesenoneceereoess 


Appropriation for Debt Retirement.............. oa 10,033 a 


Appropriation for Accumulated Net Income.. 


71,569 


71,569 


ING tM ITICONNG | occ c Feces ceo s co cee cetera te sumreanebinreltesemtins 
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Municipal Electrical Utilities Financial 


Municipality s..ih. ce mecutanend sa tsaeerentee tanen abies: Goulbourn Grand Bend | Grand Valley Granton Gravenhurst 
Numberot: Customerstites niencoteeccatreteeraaes 1,167 961 490 137 2,033 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvand, facilities. ccrecs case sea teeth ameter esters 1225153. 656,977 367,263 114,381 1,923,331 
Less: Accumulated Depreciation................ 402,628 263,133 90,846 38,359 711,529 

INCU TIXEG ASSETS case ccc naneavieas ceriennaa Vaeaaee 822,525 393 844 276,417 76,022 1,211,802 

CURRENT ASSETS 
Gashtand!: Bank sasscomav ttc ook catecnantces oa 88,892 59,681 30,515 21,529 44,461 
ENVESUMENES oars vatsrasiysan cheiuennd ou seein acre anaemia 40,000 — — 15,000 125,000 
FACCOUMIS INE CETVAD IG unites creche verse seam anesnnces 50,883 14,259 33,212 3,275 47,095 
UnbilleURevenne ssccen a coeatie ct. tener cueese 203 ,237 66,000 87,527 18,600 296,132 
WTIVENCOTW tcteiearcas eaten a are esas ne 20,615 17,487 15,844 — 74,103 
COUSIN Feces dan cere anaes cin oe eae aienine — 401 1,798 100 2ST 

WLOtabsCurre nGaASsetsieucnescasccascracesodeectes 403,627 157,828 168,896 58,504 $88,948 

OTHERTASSE TD Sieracceccethasc cut ote iekecceie —_— _— 3,000 — $82 

EOUIDYaINCONTLARIOSHY. DRO. .-oicccuncers 497 ,643 306,731 262,966 91,920 1,088,409 


LOPRAL ASSETS 45.2920. (oint.-dertoattersoss: a 1,723,795 858,403 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm: (DED ties sericen ovaaarho ntsc Metamtcenteces 
Less Sinking Fund on 
Debenturerss.cs:comicneanestmtcanqereenetoare 


226,446 2,889,741 


711,279 


Less Payments due within 


OHETVEAL vo 6.2eaeta ae ate ancora owk cae 
dl Ott a bcooeiacaces aricy cacapintct eoban eee aeertark 
LIABILITIES 
Cirrent|Liabiities:cssxsseaceccesectessecanoesses 184,788 20,558 223,888 
Other Liabilitiesncidecs.ccauccitene russes mentee 10,465 1,135 19,255 
MOEA coe cdc cote PRS Pid cascada othe ce - 195,253 103,966 21,693 243,143 


DEFERRED CREDIT 
Contributions in Aid of 


GORSEFU CHO Rtetuastessoctatsmaieeee nea ewetcnbias 145,748 
Less AInOruzatiOnsn:.ccnseacmacecsance saderseconet 11,649 
57,622 71,376 134,099 58,384 
RESERV BS tay wchs oth heck aeons eeuiver gece — -— oo — 
Mv OCU CIEL, Yaa cantta ine ca en ve car vdneanre nein 911,277 366,091 210,248 112,833 1,475,805 
EQUITY IN ONTARIO HYDRO..........<0+.: 497 ,643 306,731 262,966 91,920 1,088,409 


TOTAL DEBT. LIABILITIES & EQUITY . 1,723,795 858,403 711,279 226,446 2,889,741 


Statements B and C 151 


Statements for the Year Ended December 31, 1986 


Goulbourn Gravenhurst 


Municipalit ys :...)...ccsswescaeacsaneassnoce tagnepmesn aan Grand Bend | Grand Valley Granton 


NumbDErTOL CUSTOMETSiGh. 6.) cssencoeoae ee teaine cn oes 1,167 961 490 137 2,033 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INeteincome: for Vearset nus ..s sass eee ses 
Capital Contributions in respect of 

land/street lighting plant received in year 
IAGTUSEMENES:. Sane tees. stds sansendteaekaeMenas sos 


$ 
114,825 
(1,992) 


$ 
826,257 
85,020 


$ 
317,288 
48,803 


$ 
217,878 
(7,630) 


$ 
1,462,860 
12,945 


UTILITY EQUITY, END OF YEAR ........... 


911,277 366,091 210,248 112,833 1,475,805 


454,429 135,766 
7,083 2,164 
1,399,072 714,569 461,512 137,930 1,889,212 


125,806 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,381,449 
17,623 


700,972 
139, 


1,823,580 
65,632 


EXPENSE 
ROWETARUICHASECirt acta: ius seseatineacenaeeties « 
mocal Generation... cn ceacie er ce acicg acetals 


1,171,566 540,260 419,346 1,580,144 


Operation and Maintenance..................6668 25,304 41,524 11,483 2,236 114,284 
Billingvande Collecting. css. -cseecsestsre senses 32,651 27,452 13,876 3,853 55,789 
PRCMINIS(LAClON cas sits hesccdeaeasemrsensiweeneaee es 34,619 33,134 12,568 3,434 50,511 
Depreciation Less Amortization ................ 44,375 20,355 8,199 4,593 70,037 
Financial EXPense picrevussccesssetecsaesasesete saves Spiel 3,041 76 5,502 


OVATE EXPENSE 2s ceren eur eoaaanecuetas 


1 tate 082 052 665, here [eed 548 139,922 1,876,267 


85,020 48,803 (4,036) (1 i) 12,945 
3,594 


Be 020 48,803 (7,630) (1,992) 


5,000 6,847 — — 6,000 
80,020 41,956 (7,630) (1,992) 6,945 


85,020 48,803 (7,630) (1,992) 12,945 


Income Before Extraordinary/ 
Winusiial Items. aeanneseescsenss-tsnntwticsaciatesetacs 
Extraordinary/Unusual Item(s)..................065 


INES ROINGCOMB Saree vsccecueciar sesscrmloomudetnesticneeas 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


EN CEM INCORMIG Sees tater tasa, sci naeaiat anaes Cac anae teieaet 
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Miunicipalityier:.abcostoeteiterre: cncecean ttn enecacsense 
Numberrot ‘Customers ee scsi -ocsutarssesattassvinse 


A. BALANCE SHEET 
FIXED ASSETS 


INGEMELKE GiaSSEloiaaaticrecmsmecd aeeh tenet cen mecnine 
CURRENT ASSETS 
Casheandi Bank: taetetete sic vcasces wav semeeceem aeons 


‘Lotaly Current ASSets.nawcmmaswerrsoceroceeeers 
OTHERWASSE TS rw-: siescuacc tas sarhcecwttnceces ve 
EQUITY IN- ONTARIO“ HY DRO xis centers 


TOTAL “ASSETS. conticvcescaseccaversasasinwene 


DEBT FROM BORROWINGS 
Debentures and Other Long 
STM MIC Dogs oem nceae vans eubanvcesrnce ine tads sine 
Less Sinking Fund on 
Debenturers scccccindiiecsscrmmmnivannrerene: 


Less Payments due within 
QHOVVEAT sesahe. eee he wnrwecasutcoo ee eee tte asce cs 


LIABILITIES 
Current Liabilities 
CHER: ula DIMES teorcc adic doen tenes can wes ee nce es 


DEFERRED CREDIT 
Contributions in Aid of 


RES ERY BSc seg aleg seks noaacidnawonoaermnonnete mene ves 
CEERI LY OUD ¥ cy Agen unde tateantenes csi sacsiaogs 
EQUELYOIN-ONTARIOUHY DRO iienc.. 50.09 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Grimsby Guelph Haldimand Halton Hills Hamilton 


6,298 26,603 3,278 11,822 120,812 


$ 
2,006,062 
944,948 


$ 
16,376,507 
6,236,885 


$ 
108,874,940 
32,414,366 


$ $ 
5,104,562 31,629,649 
1,844,846 10,987,377 


352595716 20,642,272 1,061,114 10,139,622 76,460,574 


84,236 3,395,684 
586,944 6,075 ,000 
1,473,642 16,607,345 
12715791 5,886,578 
643,979 3,951,818 
— 212,743 


489 533 1,157,920 288 ,406 

—_ 3173,728 -— 
190,310 977 214 80,989 
561,852 5,717,000 342,000 
173,047 1,566,394 43,392 
20,880 45 338 3,884 


1,435,622 12,637,591 
— 381,963 


2,457,812 L0995 927 


7,153,150 54,657,553 3,338,380 21,721,306 263,431,703 


969,513 1,150,782 2,988,000 on 


758,671 


1,518,595 


4,060,592 
34,592 
7,486,500 


36,129,168 
25,500 
150,816,461 


969,513 1,150,782 2,988,000 


32,643 103 ,000 167,479 


936,870 1,047,782 2,820,521 — 
1,085,896 4,512,727 302,887 1,956,145 19,721,655 
28,020 77,990 73,748 212,056 793,846 
1,113,916 4,590,717 376,635 2,168,201 20,515,501 
814,935 4,616,307 53,794 426,481 912,596 
56,429 357,526 5,344 66,296 74,772 
758,506 4,258,781 48,450 360,185 837,824 


8,885,899 91,261,917 
7,486,500 150,816,461 


1,886,046 23,764,546 
2,457,812 205995, 727 


7,153,150 54,657,553 3,338,380 21,721,306 263,431,703 


1,394,700 
1,518,595 


Statements B and C 153 


Statements for the Year Ended December 31, 1986 


Haldimand 


iM Annas ave TAYE Saecaariotnoacossen > sabpedbecaoancaas poddadose Grimsby Guelph Halton Hills Hamilton 


6,298 


INGmbety Of | CUSLOMERS Hi sk. c.s0 ceeds» esac danenest aise 26,603 3,278 11,822 120,812 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 1,625 ,626 21,424,952 1h23:15322 8,020,502 87,011,775 
INGEMINCOME MORAY Altea ac..0>ao<ccetrecnuteaise es 260,420 2,339,594 163 ,378 865,397 4,107,642 


Capital Contributions in respect of 
land/street lighting plant received in year 
PXGVUSEINENIS menace ce cane ciseciet eticloe qe te ne fern sree 


mre —_ = a= 142,500 


1,886,046 23,764,546 1,394,700 8,885,899 91,261,917 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SETVICCEREVENUCB es cee sicgecet cane nec ae oneiniees 5,726,014 43,329,405 2,424,365 16,376,027 233 ,543 ,660 
Others peratimOpRevenue ran. cach scars 99,835 1,098,314 95,114 451,875 2,833,531 
SOA TE MEC EE VIEON WIEN Bae ncajousiscaeesmmtnente saeeeceles 5,825,849 44,427,719 2,519,479 16,827,902 236,377,191 


' EXPENSE 
POWETRPUICHASCC ie i tliss/soe:n vannaeitngeetota tess s 
MEQOCAl AGERE AON sosas caer atueenesateraececeas 


— 4,509,524 


37,580,125 


217 280,603 


1,965,146 


13,151,580 


Operation and Maintenance................::66+ 276,059 884,333 112,990 757,509 5,885,544 
BillincsandeC@ollectingean sawed met ssw: 158,493 1,174,282 101,692 484,464 3,731,853 
PNCITITIStCAtLON ee nat erono tance tain eae ater e 268 ,406 151325329 111,094 521,544 2,328,858 
Depreciation Less Amortization ................ 184,597 1,142,741 64,616 646,162 3,031,989 
inancialwEXDense ccc sncsidasnsiesacr eats 168,350 174,315 S63 401,246 10,702 
OT APSEXDENGE ald } 42,088,125 | 2.386.101 088,125 2,356,101 


Income Before Extraordinary/ 
NOinuSMalieltemstasec cea. cucsasn cae nmewelees sen sis sss 
Extraordinary/Unusual Item(s).............00000006 


260,420 2,339,594 163,378 865,397 4,107,642 


260,420 2a) 339,594 163,378 865,397 4,107,642 


IE MIN CO ME seer cine scons iss estes niacin ealeionietianel 


215325 
233,095 


260,420 2,339,594 


53,000 
2,286,594 


22,349 
843,048 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


163 ,378 


163,378 865,397 


4,107,642 


4,107,642 


PIGUMERCOIMG!. scetaeshasccieusiiaticat oi iicck 6 Seeing ue 
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Municipal Electrical Utilities Financial 


Municipality... 5c aicdevginoeesaecksnarantreneerarominey Hanover Harriston Hastings Havelock 


Number? Of. Customersendsteusecdessnncssetantiee seca TB: 859 554 595 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantrand. tacilitiess.ceer..« ssc tecoeet ete tecccnee 1,904,160 1,160,543 1,044,559 497 ,289 417,510 
Less: Accumulated Depreciation................ 745 ,556 360,407 468,107 201,650 190,258 

INGtafixedicassetssenceconasncat carcinomatous eters 1,158,604 800,136 576,452 295 ,639 227,252 

CURRENT ASSETS 
Gashtands Bankertesatasttecsccarostenaeeete cece 298,811 100 132,614 56,562 25,792 
INVESEMENIS creased esiworele®. Sesoieetaseeercinte = 15,000 — 30,000 20,000 
A CEOUNTS | ReCelVables.ce.nmeasdits oc osinteenicuate 18,811 5,836 15,802 20,987 10,315 
Minbilleds Revenues cccsscsisccossautcs saoenmeetaneee 418,605 126,000 154,600 57,676 88,344 
INVENtOTV ceca gets cece seen coeet ein enone ease cee 109,767 Spits: 20,776 1225 12,742 
CUNOR rei c cosace cere osaceeee Ee Ue esis 3,720 1,126 725 345 5,387 

‘hotalaGurrentwAssets a. cessuieserascese oars 849,714 203,817 324,517 172,795 162,580 
OTHERPASSEMS Machcteentcstiats caster eee ee eoe 8,870 — — 4,188 _ 
EQUITYAINSONTARIOMN HYDRO ia. cssecceee 2,092,309 587 ,607 675,813 233,422 286,042 

TOTADPASSETS (We stichicnco true to atecees 


4,109,497 f1591,860 | 1,576,782 706,044 675,874 


- | 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PRELIM ED i, havea sthanek maseendemrrnen snvauieices 
Less Sinking Fund on 
Debenturerssanesiesserm anti eeeneeeeeaesnet 


Less Payments due within 


ONE BVCAL since tases een eee es Ee eae 
LOtal ereecers ere OA RE RR 15,000 
LIABILITIES 
Current idbilities: sccearecece ees 352,620 164,962 95,818 
Other Taabilitiesscncs. cco eet acce ee 59,129 6,925 39 833 
00) C1 AE ER Se Sen a ORR eae 411,749 171,887 135,651 


DEFERRED CREDIT 
Contributions in Aid of 


Constrictioniy..c.cteaaiee en aes 10,114 
eSSe A INOLEZATION tuce  uatactics cocaeec ne eecek ete 1,431 
3,819 8,497 8,683 

RESERVES iis. ccttacuecanet serach one eee — — = 
UP HSE YB OUI Y & cece ane toatudtdenicmuaee ane 1,586,620 832,066 757,418 400,172 315,378 
EQUILTYSIN. ONTARIO HY DRO). ii.ccoscence 2,092,309 587,607 675,813 233,422 286,042 


TOTAL DEBT. LIABILITIES & EQUITY. 


Statements B and C 155 


Statements for the Year Ended December 31, 1986 


Muniicipality...........0scsccseccsecsescrereeneenseensooree Hanover Harriston Harrow Hastings Havelock 


25573 


INUIMDET LOL. CUSTOMETS aati ass accscosanteeeeehewecsess 859 960 554 595 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 1,490,663 768,601 709,810 368 ,694 304,615 
INetrincome! fOr yeatireys-.ssnesaeshesve nanan cen: 95,957 63,465 47,608 31,478 10,763 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment .....c:cteicdeecceeeps enecedennestsesneres 


UTILITY EQUITY, END OF YEAR ........... 


832,066 757,418 400,172 315,378 


1,586,620 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVENUE Tete cis nanecaceteecsmeetlaiinns ene 
Other Operating Revenue ...........:.0ssesseees 


3 337,548 
36,589 


889 ,432 
12,156 


1,129,962 
52,715 


556,422 
6,973 


505,356 
16,103 


TOMA REVENUES occ cccsec. cores san censinensoese 3,374,137 


EXPENSE 
POWELEPUICNASEG inesse ccc cs eecsnletectlamiier ses. 
WOCAlMGENETATON! soncsscareeeceaseerinssiansinnecene 


727,767 


950,896 


425,952 


481,544 


2,948,573 


Operation and Maintenance...............:.:0++ 102,529 35,966 48,779 11,463 12,880 
Billing and Collecting .............sseseeeeeeeeeees 81,400 21,106 51,703 16,732 12,913 
ING TRS TET O TN cossnadscososepeoadcseqopsecsaodanacasd Tpke 12,856 48,757 15729 28,278 
Depreciation Less Amortization .............++ 64,819 39,420 34,072 19,784 16, os 
einancial! EXPENSE! sunersassi ce sec orm meeieres ss caress 9,484 1,008 862 321 


TiO MAT VEX PENSE) seo asemeecnseteunee ease 


3,278,180 838,123 ib | 1138065 | ,069 ee 981 552,632 


955957 63,465 47,608 31,478 10,763 
95957 (Pay 465 47,608 ie 478 10,763 


36,000 2,000 
59,957 63,465 47,608 29,478 10,763 


95,957 (a 465 47, eee fe 478 ea 763 


Income Before Extraordinary/ 
USOT | JW ca Sgdes nnn souonnshanc onevoasoc nobonsenngonc 
Extraordinary/Unusual Item(s)...........:::+0eee09 


INEST PINCOMBG  iotesnccocosccccscesestreseararnencnsores 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


BNE EMETICONTIO Tee aos eee eeeenn ccebane pen dbvmense Sestinonietits 


156 


MUMNICIDalitys cg.5-.ccnsenateana ssssecieswenevemcanemkcs. 
Number7Of (CustOmers icv ccactusencenecsscteiee cee 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and Lacilities ta neec.casnscrnnnoeoeneeetcetioes 
Less: Accumulated Depreciation................ 


INGE TIXEG ASSETS jacocadicesartiacesoeberanenee hn 
CURRENT ASSETS 


6110 (cl GaSe SRA Str od anton mre rater nonckseriotacncnae 


Total GurrénteASsets tnoreecadetescaravoscecesaet 
OTHEREASSE TS: tere eiawaccs ce etess tarestts cane 
BOUITY. IN-ONTARIO-HY DROW ieee 


TOTAL, ASSETS (a eicicncccccsavacecosestesecoees 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PERM SDC haa ramen viccwasehcucmedemncRaenmensns 
Less Sinking Fund on 
DeDEnturerSiehosciniecsins wessontveeniioussbecnanee 


Less Payments due within 
ONG VEAL vomsasaancccectersnveaincns tage atee sas aaners 


LIABILITIES 
Currents bia bilitt@ sis sacs trast in taareev even euouns 
OPREPSADIMEIE See ceesteeniente cece reecneseen ets 


DEFERRED CREDIT 
Contributions in Aid of 
GCORSESHCHION oa cosh airmen ainemenciner beweernineetraat 


RBSE RIVES. caucucs i vasecosniersernanguurccsurccces 
REPT SEO Ys cst «asueenannavanaasentncsroreces 
BOULTY IN ONTARIOCHY DRO wi. oness- cans 


TOTAL DEBT. LIABILITIES & EQUITY . 


Hawkesbury 


4,030 


$ 
Pagey) we Mig | 
1,039,631 


1,482,346 


349,655 
20,000 
69,836 

776,861 

213,986 
14,760 


1,445,098 


35293,022 
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Hensall Holstein 
450 104 


$ $ $ 
1,784,744 510,142 1,515,468 
829,382 263,571 535,441 


Hearst Huntsville 


2,185 1,689 


955,362 246,571 980,027 


464 ,899 
38,602 
456,393 
97,709 


91,947 
2,561 
73,200 
429 
477 


28,142 
52,627 
270,019 
98,696 
2,412 


13,190 
3,692 
430 


1,057,603 


1,700,313 


168,614 
5,000 
439,215 


26,891 


48,272 


451,896 
7,000 
1,276,505 


6,181,066 3,713,278 859,400 | 125,663 | 2,715,428 


72,300 
27,320 
44,980 


763,433 
91,539 


854,972 


177,804 
22,510 


155,294 


1,872,198 
3,253,622 


203,081 
25,290 


73,024 
10,035 


494,751 
8,577 
83,059 


503,328 228,371 


16,548 
878 


41,636 
4,126 


102,185 
6,272 


15,670 


1,493,967 
1,700,313 


37,510 


299,616 
439,215 


Talos 


62,907 
48 272 


95,913 


1,114,639 
1,276,505 


6,181,066 3,713,278 859,400 125,663 2,715,428 
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MUNICIPALITY eres sce sssisueeaame soe sagen ecto ecna see Hawkesbury Hearst Hensall Holstein Huntsville 


INHMDEE Of CUStOMETS rte diras.acocssmeesuemeuteres ser 4,030 


2,185 450 104 1,689 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 1,629,944 1,278,653 310,115 58,701 1,006,279 
Net sincome: fOr syeatean.y 0. ooccntinastensst on. 242,254 215,314 (10,499) 4,206 108,360 


Capital Contributions in respect of 
land/street lighting plant received in year 
JENOIPURST TATE) 5 sabe 55.8 boace deacgnnpodeesoAunsbo ooGebGeO 


UTILITY EQUITY, END OF YEAR ........... 1,872,198 1,493,967 299,616 62,907 1,114,639 


C. STATEMENT OF OPERATIONS 


REVENUE 
SERVICE SDREVENUCH EE sires ven choent tid qrassrtosiess 7,882,718 4,477,244 691,736 71 pe 2,133,545 
Other Operating Revenue. i.- s.r. ssemscmnenen 82,377 66,896 15,602 28,853 
RO VAT RUE, ES NIE fats, coave dein eunents ese stsaen 7,965,095 4,544,140 707 ,338 71,926 2,162,398 
. EXPENSE 
BOwers Purchased 0. iiescy 8 sows, ene ew ose sngetieron 7,091,210 4,048,881 627,096 60,739 
HEOCal GENET ATION. cscccntaacawuaneiosedeio olan suinisvr - _— — oo —_— a 
Operation and Maintenance..........-...6ee 229,051 79,849 18,359 486 119,612 
Billing and Collecting .........c.sccaseanneserares 73,829 64,194 18,706 2,597 55,585 
PNGMMINIStTaLlONee ats cee cannes ere aasteremee ses 226,875 61,244 35,671 1,176 51,389 
Depreciation Less Amortization ............6.. 89,845 61,541 17,464 PL GHD 49,580 
inanclalimeXDense ncespe tase tercre sas seaacee ees 12,031 NBII OYE 541 — 542 
RO IVA TE UE UREN S Beg uns cpreinse sions ansseatoecaeniiages 7,722,841 4,328,826 717,837 67,720 2,054,038 


Income Before Extraordinary/ 
(CORTES TEA NC re ine oo dni spemerpeccens 4.4 one Waneenoe 242,254 215,314 (10,499) ; 108,360 
Extraordinary/Unusual Item(s)..........-.006ee000e _— — _ = 


NESTE TINT OY 1 oie deerians theesonconencuindeaapsdoscndssndce 242,254 215,314 (10,499) 4,206 108,360 


Appropriation for Debt Retirement.............. 26,056 90,481 = ae 
Appropriation for Accumulated Net Income.. 216,198 124,833 (10,499) ; 108,360 


RECON 5h. ac a bh rcbaiaMenstine gene bennavntemaeeton 242,254 215,314 (10,499) 4,206 108 ,360 
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Municipality co. si). eames vinsenasnscs meatee nonce ase Ingersoll Iroquois Iroquois Falls Kanata Kapuskasing 
INUmbpeR Of Customers srs. desaicess cascse eaters chen P35 $11 1,824 9,471 2,599 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Planttarid facilities cnc cecscousr once en ere tenue one 3,471,806 339,169 1,369,165 17,867 ,746 2,148,351 
Less: Accumulated Depreciation................ 1,452,120 194,716 61,256 3,757,746 913,304 

IN@t TIXC GL aSSCtS scinenncauncctencembe costs ee 2,019 ,686 144,453 1,307,909 14,110,000 1,235,047 

CURRENT ASSETS 
Cashvdnd | Bank etree cccwoacss acerecte eee cst us 42,904 121,927 74,412 1,085,670 117,301 
INVESEMENtS Fce-ce races Gas asus cour yaas paki reerectetator — 9,669 100,000 -= oa 
Accounts ReCeivabDlexcinccce.csnsvccacsencecsesescs 144,878 10,995 46,161 $18,218 103,668 
Winbilled aAReventiown: amnewcrs. ceeccassesaieccaneens 576,500 131,097 148,609 1,337,948 339,442 
INVETItOTY Bere eere esa era ne nseseee a eee aae 124,875 9,461 49,697 665 ,282 44,736 
Othe rineeconsseete rere rash eR estas 638 5,764 1,019 42,101 1,594 

ihotal Currents Assetssconcecosesesee cesses 889,795 288,913 419,898 3,649,219 606,741 

OTHERS ASSETS Ontuts-becvostsees oeineieiee os ccae 104,294 — 142,069 — 

EOULLYGINZONTARIOMHY DRO Aacs-ccneine 2,547,528 | 563,950 3,548,487 1,337,336 


TOTAL ASSETS 580. seu cscsqsstteracinies comes 5,561,303 997,316 3,179,124 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merimn IDebtic amscatsswnsnsine aetecke semen dot tins 296,872 ASSIS 517 
Less Sinking Fund on 
Debenturerss <cienc-taoawamnederte sivannetanaceuse 87,646 


296,872 7,445,871 
Less Payments due within 


ONOAYVEAM .... hucctee ta tevatecacinsacuaesen Mee eee cee aes 24,315 458,152 


Oba leeniasiesene Fe coeiwts op ecleclonastcetatccutawtrmaridentelatys 212,951 — 6,987,719 
LIABILITIES 
Current Liabilities 386,036 100,139 146,723 2,695 860 186,023 
Other asia bilimes:, caseneecsunaenseseseneecasesseensees 32,308 4,404 12257 127,805 72,458 


30)" |e: Seep Rie 2. Co ee AIT Se Me 418,344 104,543 158,980 2,823,665 258,481 
DEFERRED CREDIT 
Contributions in Aid of 


Constactio nt: need cake eo, ce ee 11,470 1,481 1,269,768 6,109,697 

segs NAMOTIZ AON scr eakseca vant tocn@enecendscates 847 267 49 694 495 ,365 

10,623 1,214 1,220,074 5,614,332 

ESEIR WBS 55 viccotaut tc oetaosiameeeene Se nee aaa — — _— — 
WOMDETE TRY. HEGORUTIRY. Fok ee ce cra meten etter ee Dest? O51 327,609 348,753 2,475,502 1,583,307 
EQUITY TIN, ONTARIO HYDRO Ss i.nceeeo: 2,547,528 563,950 = 3,548,487 1,337 ,336 


TOTAL DEBT. LIABILITIES & EQUITY . 5,561,303 997,316 1,727,807 21,449,775 3,179,124 
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IMUNICIPality cs: «ce domteebearecate soos sseeies am dedeeeets Ingersoll Iroquois Iroquois Falls Kanata Kapuskasing 


Number of Customers Seshul $11 1,824 9,471 2,599 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGHAINICOME “LOT FV Canam at. canetgenetmenceens sates 
Capital Contributions in respect of 
land/street lighting plant received in year as 
PAUSE EMS Gt cavaceias se eeee te cccniqaceeneaeeben cnwcg. 321,310 


UTILITY EQUITY, END OF YEAR ........... 2,312,251 327,609 348,753 2,475,572 1,583,307 


$ $ $ $ 
2,120,420 272,484 — 2,120,592 1,590,135 
191,831 S95 125 27,443 354,980 (6,828) 


C. STATEMENT OF OPERATIONS 
REVENUE 


SERVICE JINEVENNC Rea ee nee dees cata a ancensaininces 4,290,411 1,047,499 1,361,664 11,924 384 2,447,145 
Other (Operating /REVenue aaraiasecereetasne acer: 85,869 13,051 17,824 343 664 92,266 
BPTAL REVENUES es secs.cccheetinidiane 

- EXPENSE 
BOW eIMEUTChaSe daar. otic a teens ae 3,576,684 911,865 1,136,037 9,616,907 2,069 ,922 
mOcal Generation rs ys, sasauceapena teases saecehes x ~— — — — —_— 
Operation and Maintenance..................0608 191,003 44.44] 76,498 328,574 147,158 
Billing ands Collecting saamacnsactenese soe aeons we 96,071 17,091 59,915 276,802 140,323 
ANGHINVNE DERE) lie aengranebncnenctco tare moradonnon scree 145,072 22,984 77,741 461,736 106,507 
Depreciation Less Amortization ................ 130,037 9,044 461 417,774 79,131 


inancial JEXPense: sncrescacch nse aeas aca wasemementons 45 582 — 15393 813,142 3,198 


MOTAL TEXPENSE “siscsaisntevssthssaeecaacesetences 4 ee 449 1 Re ee ee 5425 1,352,045 11,914,935 2,546,239 


Income Before Extraordinary/ 
Wmuisual THems. 2g esas elise sogeavaenonmorsenes 191,831 Sos: 27,443 353,113 (6, an 
Extraordinary/Unusual Item(s)..............0000000 (1,867) 


INE Ee ENCOMEB shicsusecensed tance sh ladeanieduecss sass os 191 | tetas 550389) Sos 25 27,443 354,980 (6,828) 


Appropriation for Debt Retirement.............. 29,689 10,000 3,077 ,423 — 
Appropriation for Accumulated Net Income.. 162,142 j 17,443 (2,722,443) (6,828) 


NCLB ILEICOIIC 2.4 neiceitaceniares sdos esas teauen ev cnaa discs 191,831 Doz 27,443 354,980 (6,828) 
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Munticipalityitn 34. ...cectesteetanncns ptonssrauresewacise Kemptville Kenora Killaloe Stn Kincardine Kingston 
Number of (Cuslomersiecs arcencca tease seetenenme 1,156 5,180 337 2,705 23,724 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant) and) facilities. asc.caccaw ascetic sae n. 1,124,954 4,095 ,096 245,767 3,120,254 17,523,660 
Less: Accumulated Depreciation................ 429,510 1,951,096 101,630 956,147 8,400,179 

INE thie GPaSSEtSicccenciccs cor saa aeneemebremencaTies 695,444 2,144,000 144,137 2,164,107 9,123,481 

CURRENT ASSETS 
Gashband: Bankowsseeeee te stecce os aaccee retina tens oe 81,104 42,467 59,438 241,617 2,675,712 
TRVEStMENtSecaes crac ccte ni aieaecanteenmen einen net 45,000 100,000 —_ — —- 
INCCOUNTSPRECEIVA DIG aa aa. ean ama esatsth ee ccarnsie es 160,696 471,610 18,237 223,297 2,376,597 
Wnbilled Revenueisacsnccncsccwcessesen sce vnee 103,773 478 ,307 28,383 400,204 1,873,611 
INVENTOTY 2 feedenascceteeseoeisewucccegi tng taser neene cies 50,931 142,714 7,782 165,856 681,833 
O10 maa mene eters iach cphiat meter cnrob ais aicae oct 592 — 87 3,835 21,230 

Motal..Gurrent sAssetscccnsereeewaanonasveaet 442,096 1,235,098 113,927 1,034,809 7,628 ,983 

OTHERZASSE DS Seancrtttiasds sa caste nea 13,992 1,668 = 15,665 — 


EQUITY INCONTARIO/ HY DR Ow eneamscenenst 798,235 1,889,481 113,010 1,536,148 15,728,788 


TOFAL ASSETS reo iiaon vseoass ctemmnnneeaecs 1,949,767 5,270,247 371,074 4,750,729 32,481,252 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Met DEebtaiyismese evussac sedan coteteenetanes sat 62,000 42,000 369,000 1,442,000 
Less Sinking Fund on 
Debenturersys carecarver nuevos vaeeemancurstrsestioe 


62,000 42,000 369,000 1,442,000 
Less Payments due within 
ONCTVEAPS ccductedce eke ndencsemetamemernentaemees > 16,000 42,000 33,000 183,000 


Totalvericadaeernsaatetceisncocwmcanswrestoroabeto earns 46,000 336,000 1,259,000 
LIABILITIES 
Current: Liabilities, ccscaneni form dewin are encaenansee 153,209 478 ,467 ; 499 347 2,939 547 
Others crabinues nae discaeueseccecoonsheccsns 2,600 33,274 ; 94,512 35,732 


SRO ocr e cde ORO Seeman duo omas Nera essies 155,809 511,741 : 593,859 2,975,279 
DEFERRED CREDIT 
Contributions in Aid of 


CONSITUCHO iss oswemesrccew castes ens augecnnsaseaktee ; 75,435 ; F 396,323 
Wess A MOT ZatiOm ssc coccucocs cheatin. u¥oaacniainen , 9,281 f 46,059 
64,544 66,154 a,327 36,638 350,264 

| PA ENSY Sa? UH Sh aces ro SRE Ue A KE, pest OR ora at — — — — — 
OM GU EIM So dog tO 0 Mi DB ea steer toner Sic cepeberane 885,179 2,802,871 168,761 2,248,084 12,167,921 
EOUPFTY “IN- ONTARIO“ HYDRO waco eaent an 798,235 1,889,481 113,010 1,536,148 15,728,788 


TOTAL DEBT. LIABILITIES & EQUITY . 1,949,767 §,270,247 371,074 4,750,729 32,481,252 
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IMIUIICI PALLY 4, 2 saan entuietee ine Ses Noowopeneene temereeee 
INU DET Of -CUSEOMETS Hh ass.2s d.tccascateeemsaee es ccs 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year 
Netiincome [Of Year metre cc cn ut eeemme eee 
Capital Contributions in respect of 

land/street lighting plant received in year 
Adjustments 


UTILITY EQUITY, END OF YEAR 


C. STATEMENT OF OPERATIONS 

REVENUE 
Service Revenue 
Other Operating Revenue 


MOMMA RE VEINUIE: fre .cccccasactieaeteo tae 
- EXPENSE 

Power Purchased 
Local Generation 
Operation and Maintenance..............-..:66+ 
Bling rand nCOlecting sa-nes sume. cenesre sa 
PRAMINIStTAUOMG ee cchreen ceases arameeseinatwar anrans ss 
Depreciation Less Amortization 
Financial Expense 


TOTAL EXPENSE 


Income Before Extraordinary/ 
MOTIUSU Al LLCS <2 eect thlenlcuesacarules ete deenossees is 
Extraordinary/Unusual Item(s)...............000000 


NED CO MENS. corp covenerimecssecrietietclapeesteterames 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGER MICONITE oso sche sins cna So tates Sale cna stuldgaisielteeeesle oes 


Kemptville 


Kenora 


1,156 


$ 
847,774 
37,405 


5,180 


$ 
2,575,338 
PLL e®) 


885,179 2,802,871 


1,505,003 
ASG 


1,528,174 


1,256,445 
55,465 
72,791 
61,413 
37,308 

7,347 


4,742,642 
126,068 


4,868,710 


3,932,242 
306,303 
164,431 

76,309 
157,331 
4,561 


1,490,769 4,641,177 


37,405 


37,405 


15,000 


227,533 


221,933 


40,000 


187,533 


Killaloe Stn 


$ 
160,465 
8,296 


168,761 


240,827 
2,642 


243,469 


193,107 
7,045 
15,679 
9,537 
9,774 
31 


235,173 


Kincardine 
2,705 


$ 
2,187,103 
60,981 


2,248,084 


2,979,072 
105,703 


3,084,775 


2,618,780 
144,824 
69,315 
45,852 
101,803 
43,220 


3,023,794 


60,981 


30,000 
30,981 


161 


Kingston 


23,724 


$ 
11,264,312 
903,609 


12,167,921 


29,650,912 
600,501 


30,251,413 


25,855,469 
1,148,644 
792,442 
841,681 
560,031 
149,537 


29,347 ,804 


903,609 


’ 


903,609 


218,500 
685,109 
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Municipality: .tissstarinonn sient cnscnthenceneete chee. 
Numberof Customenrsit cots saccsaca-cncmteea ees 


A. BALANCE SHEET 
FIXED ASSETS 


INetyitixediassetsin.aiscascecdedoneetessace eet re 
CURRENT ASSETS 

Cashvandt Bank sai naees tis scsesen dee coat se sac 

TTI ESEIIETICS a rosa see pasmcenerornt ate eencel taaoeeE nes 


WinbilledgReventreuswces scat oucatengenccnentee nea: 
ENVERLOLY: cearetcccenette ce tase teeenek ontoane cee 
OUCH Feiss sc Sean nacre ae dese satan eA rece a 


Total Current LASSets)..ndocettecccoeauekeeaaoe. 
OTHERGASSETS Foerceiede kacane care een atin 


DEBT FROM BORROWINGS 
Debentures and Other Long 
ETM DED hi.kevernactonslssacseaseotebtcee ame caauns 
Less Sinking Fund on 
De benturerstsonasmessanuuecaatemencetasce encase 


Less Payments due within 
ONGIVCAL Geageraneamnateaduic set accaeac eee Rae ska anes 


LIABILITIES 
Currenteliabilitiesasade dos eeece eee eee 
Other Liabilities diccaseccssacteta ccs coeaeouaseeek 


DEFERRED CREDIT 
Contributions in Aid of 
Gonstructioniacrcecsasorte a eee cata 


TOTAL DEBT. LIABILITIES & EQUITY. 


Municipal Electrical Utilities Financial 


Kirkfield Kitchener Lakefield 
Wilmot 


53,539 


Kingsville L’Ongnal 


2,239 123 159 1,149 


$ 
1,944,827 
802,939 


$ 
82,345 
36,175 


$ $ $ 
69,907,820 662,912 1,283,965 
23,893,525 PB RY PA Pe 477,058 


1,141,888 46,014,295 


427,640 806,907 


PRPS IN 


43,278 95,935 131,438 


10,000 3,204 ,668 = —_— 
49,505 6,256,357 19,827 20,545 
311,000 5,586,000 130,573 181,952 
60,566 2,574,001 4,381 26,224 


60,089 66,864 


534,438 25,208 17,920,601 250,716 360,159 
24,300 3,000 1,151,386 — 2,936 
1,115,485 39,416,665 307,652 662,215 


2,816,111 131,230 104,502,947 986,008 1,832,217 


24,300 ES 821,958 9,000 160,000 
24,300 821,958 9,000 160,000 
1,946 171,324 4,000 10,000 


22,354 650,634 


204,416 
27,095 


6,843,117 
821,927 


114,394 
3,505 


143,503 
12,150 


231,511 7,665,044 117,899 155,653 
184,122 137315 2,563,055 
27,944 1,908 141,666 
156,178 2,421,389 12,874 33,499 
1,290,583 54,349,215 542,583 830,850 
1,115,485 39,416,665 307,652 662,215 


2,816,111 131,230 104,502,947 986,008 1,832,217 
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IMMINICID ALLY Act clon oasiseertece i satinissle tens seehaieee Kirkfield Kitchener Lakefield 


Wilmot 
53,539 


Kingsville L’Orignal 


NUMOETOf CUStOMerseicsccctseeee ss cocateiin ssa slcsre 22235 759 1,149 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. DAA 055 49 647,801 569,198 793,019 
INGUMINCOME: LOK pyVeatmtcancs. cs secsatncensayseelvssa 113,528 4,701,414 14,509 37,831 


Capital Contributions in respect of 
land/street lighting plant received in year 
FXGIUSUMENLS eons pmet Meese erseoseco sence seine see-> 


(41,124) 


1,290,583 $5,260 54,349,215 542,583 


UTILITY EQUITY, END OF YEAR ........... 


830,850 


C. STATEMENT OF OPERATIONS 


REVENUE 
SERVICE REVENUE ai ccs cess essosies vitrweestiatreann 2,235,726 74,618,401 825,280 1,418,378 
@theri@peratin gs REVENUE ew pace rosomes serene 37,564 1,154,156 10,247 21,984 


ROMA IRE ENWET ier aoc sestuchenuenneseeseses 


EXPENSE 
POW EVAPUTGCNASEO titccet ds oooe suse semctinncties assiaes 
MEO CALM GENEFAULON accaln doen cc weeismanlicmsuisacmersese 


1,832,904 


63,267,518 


734,689 


1,177,056 


Operation and Maintenance..............:060086 144,357 474 2,446,560 20,440 60,150 
Billingsand Collecting. wcmuce..sccs sia te 54,312 2,936 1,198,116 22,816 19,717 
PAIN ISCEAUONU tans ae sinseders nie scare eee maiuenmiornnices 53,890 4,013 1,840,884 18,548 70,685 
Depreciation Less Amortization ................ 62,071 2,175,640 22,648 47,217 
RinanciallEXPense icntevsaraesecneesactasedusoe ates 3,037 142,425 1,877 18,394 


OIPAT CE PE INS Brae ccmccuciin ae cuspasei seneiae 


2,150,571 98,282 71,071,143 821,018 1,393,219 


122719 3,704 
9,191 _— 


113,528 3,704 4,701,414 14,509 37,831 


Income Before Extraordinary/ 
WinuiswalMl tems) meseocscscheecus datos seta tecsencns 
Extraordinary/Unusual Item(s)...........:.0:008e00 


4,701,414 14,509 47,143 
= — 9,312 


PNIBAT UNG OVER S53: aarceisincleciseioisdelacie nisjacineiiee io syete=a 


7,400 — 
106,128 3,704 


113,528 3,704 4,701,414 


827,013 
3,874,401 


Appropriation for Debt Retirement.............. 


Appropriation for Accumulated Net Income.. : 37,831 


14,509 37,831 


ING Ca CONIG soccer ssiciscinnwina co nauhived tecoaaie cleblesineeevelsas 


164 


MUniCipa lity. sinnces.cneneieicen ate 


Number of Customers 


A. BALANCE SHEET 
FIXED ASSETS 


Plant and facilities.......... 
Less: Accumulated Depreciation................ 


Net fixed) assets ..i%..... 


CURRENT ASSETS 


Cashtand? Bank whee 
PNVESHINENIS: Ave saccactsmcseouas 
Accounts Receivable 
Unbilled Revenue .......... 


Total Current Assets 


OTMHERBASSETS Bissanecte nls cidsm atsesomeraainntiganteaseer 2,706 — — —_— 3,300 
BOUIRY MINI ONTLARTOSH VDRO cascades: 191,398 165,352 228,936 76,142 2,989 ,768 
ROPALS ASSES) teisesssescsaaemetasstansetatns 578,648 493,558 191,119 


DEBT FROM BORROWINGS 
Debentures and Other Long 
ienm) Debt. eearecss- 
Less Sinking Fund on 
Dee RUUNETS ic. a.cascasne se 


Less Payments due within 


a sictinla vc ROBO wa Lanark Lancaster Larder Lake Latchford Leamington 
Twp. 
ralepitinorinie led eptindee oa 392 339 506 206 4,468 


$ $ $ $ $ 
site chely Soeaaoe meso 391,660 268,966 297,074 148,254 4,417,448 
119,223 90,760 137,061 78,607 1,657,023 


JSandaeateiinssacnaeoti’ 272,437 178,206 160,013 69,647 2,760,425 
_neissgnd Mabe teat et 29,707 76,345 35,067 14,296 186,486 
PEE ane netce oe Sree 10,000 — — — 598,730 
sa/Sales nate afeteaioibicaiienGlaone sts 9,264 12,982 17,696 SJR 74,347 
sceenaemaememrnuaetretnet 52,489 61,865 51,846 25,237 776,500 
shire trvein ojo tataia eis sis 9,494 PS — — 293,484 
JasGinsinnestine tem nelaaesa 1,153 238 — — 4,053 


sjelselsvunds sasenanceusclaapaas 112,107 153,143 
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Municipal Electrical Utilities Financial 


104,609 45,330 1,933,600 


7,687,093 


ONORVEAT . waveotence racsien eussttuoaeeadtaasteaes 
POUR is aikasarsawosratadks Gnas nasteaBuaasasatans suas — 
LIABILITIES 
Cummente DiaDiNties) o..25 anos csertosewasatseheerenens 36,600 96,764 79 ,097 S2U UTS 
Other: siabilittes :. 250. asked smancetesesounvcsvdeeese $,952 5,134 113,226 
9 (Cot 7) Diy RON 36 CE Po Boge 42,552 98,018 84,231 634,341 
DEFERRED CREDIT 
Contributions in Aid of 
COLON TTS TON nae one foarte o ario AaeacareobAnr capedne TEE IPA 2,334 
MESSWATNIOHEIZAUON, (ct isucesntaroaneaier supaceasvadiees 10,732 207 
68,995 2a T 5,184 153,428 
FRESTURIMIE Sitaram ctw teccuaernetreanes misuse eae — — — = 
WD HET YORE Y cap cate nae mt pate enn cacteans 275,703 231,204 175,641 96,128 3,909 556 
EQUITYGIN ONTARIOVUHY DRO ficisecenen ane 191,398 165,352 228 ,936 76,142 2,989 ,768 


TOTAL DEBT. LIABILITIES & EQUITY . 578,648 496,701 493,558 | ana | 7,687,093 
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Larder Lake 
Twp. 
506 


IVIITIICID ALITY ns'sse osiosceeeaunatfeses senses es usssoamntdoncs Lanark Lancaster Latchford Leamington 


Number LOf CUustOMers ss dieiess sessoncissdaseeeseesces 392 339 4,468 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 257,294 219,779 162,107 3,641,443 
Net income? [OP Weatinc.c.ct.o.c.«aergatisacsseses 18,409 11,425 13,534 268,113 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAA UStMeN tS seen se-k me ara eacae tn nes scouts seaahs Oe she 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Senvice IREVEnUCH ae. pian sc. sccccsscccasecasee re oene 
@ther.@ peratingyREVeNUC nsec cones ses 


371,845 361,890 441 ,658 162,421 5,463,456 
7,840 6,031 5,108 1,201 
379,685 367,921 446,766 163,622 5,606,626 


143,170 
ORAL REVENUE a ices.c: sncssrosmemeenee scr se 
370,876 


EXPENSE 
OW CLE ULCNASCGa sy aaosc soabies snes sees Geese 6% 
Hocal’: GENeTation seridiccids cu cats sa etewes nes sostesuc 


317,108 


141,389 


4,811,561 


309 228 


21,460 


Operation and Maintenance..................66 8,743 8,215 2,278 138,892 
Billing and’ Collecting ...0..2..cc..0...0ss0000000000 15,388 11,811 16,887 6,644 92,521 
PAG ininiStratiONt,cessc. eases sce ecaeewees-eauareuace 15,275 8,488 10,385 4,983 139,144 
Depreciation Less Amortization ................ 12,642 10,598 12,369 5,819 155,702 
inancialy BXpensec.cive.« -mseoeeareescmetitecsuiees — 276 19255 523 


693 
513 


MORAL EXPENSES jin. ccascssncigcsnsecsasnscsseems 


361,276 356,496 433,232 161,636 5,338, 


18,409 11,425 13,534 1,986 268,113 


18,409 11,425 13,534 1,986 268,113 


Income Before Extraordinary/ 
Winusvall [tems eee. eter oi sctes tes sheatenw ane cats 
Extraordinary/Unusual Item(s)..................086 


NEA NC OMB te caeer ears cccmee sho smevtesesessesies sea 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


18,409 11,425 ; 1,986 268,113 


18,409 11,425 13,534 1,986 268,113 


MORE ATACOITNG | so sis 5805 Giese mans ot eab a eae soe aaa eae 
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Municipalityscccuscccess scree tee nelasenestacacresarets 
Number of Customersi isto .ccsccciecsstensseseeaset 


A. BALANCE SHEET 

FIXED ASSETS 
Plantranditachiticsvmesmacccstacrsecncetutse 
Less: Accumulated Depreciation................ 


INetitixeduadssets sc. iccssnecucceer ee sseascatssenns 
CURRENT ASSETS 
GashVand. (Bank. vrais, esctaiicceesut er teases weee's 
Investments)eccuyscarsiessconeeueee oom oteuaceea ens 
ACCOUNTS RECCIVADIC s. ccc ceccers socewascecercemeles 


Total Currents AssetsSnen sesso aeons 
OTHERMASSE TS irre ttercc soctaca cotter aoeare 
EQUITY IN ONTARIO HYDRO............... 


TOTAL (ASSETS i.x5.cscaecs-oscnctscraresee severe 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Berm) DeDttcc sr carascoeseaeaotscnsmectanstcesetes 
Less Sinking Fund on 
Debenturerstirncrescres coe e erect ae 


Less Payments due within 
ONE Year Uv aan.cenarrarcssuewnsa pda cede nensicauees 


LIABILITIES 
Currentsltabilities seiveactonceereenare tr atae es 
Others ra bilitlesien c.caccesesecmotereh cee reaeeners 


DEFERRED CREDIT 
Contributions in Aid of 
Construction sssaits se ccieocecceeeacee eee 
Less VAMOTtIzation\c.cavsecsaccannaecuecooas oussacosnt 


RESERVES). sscssessonacaaccsenescerseumaeesancncseasta 
TEV E OU in creases saenaanucsenomenanseierae 
BOUIDY INFONTARIOSHY DRO teeter: 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Lincoln Lindsay Listowel London Lucan 
1,730 5,720 2,066 94,313 649 


$ $ $ $ $ 
1,120,643 6,050,237 2,317,426 112,666,709 519,445 
460,085 2,460,288 800,371 42,793,192 205,285 


660,558 3,589,949 1,517,055 69,873,517 


145,703 821,473 340,879 2,110,028 


50,000 _ _ 12,927,264 
60,852 SHO 22,051 8,182,239 
180,000 1,285,068 366,000 6,944,431 
7,131 224,438 45,729 4,243,521 
3,435 4,904 — 131,624 


447,121 2,433,094 774,659 34,539,107 133,933 
— 1,800 1,091,391 — 


4,356,118 1,797,995 57,659,013 348,857 


727,562 
1,835,241 10,379,161 4,091,509 163,163,028 796,950 


144,500 21,000 1,537,948 


144,500 21,000 55,000 1,537,948 
12,300 4,000 11,000 271,034 


132,200 17,000 44,000 1,266,914 


182,368 
9,017 


796,660 
369,856 


277,875 
1,415 


11,183,643 
1,088,781 


191,385 1,166,516 12,272,424 


279,290 


42,369 333,046 
3,887 27,495 


6,464,108 
496,694 


90,956 
10,827 


38,482 


745,612 
727,562 


1,835,241 


305,551 80,129 5,967,414 


4,533,976 1,890,095 85,997 ,263 
4,356,118 1,797,995 57,659,013 


10,379,161 4,091,509 163,163,028 796,950 


367 ,969 
348,857 
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Mir micipaltt yi iss cancsbkaterenaatds «caren ancegennedunceas Lindsay Listowel London Lucan 


INUmMbe TOL, GustOMe;sseraes discs: s tawedes cata tourls ser 5,720 2,066 94,313 


$ 
671,408 4,164,962 1,690,923 
74,204 369,014 199,172 


$ 
79,051,643 
6,945 ,620 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetuincome) for year. us..ceoceeeeonteeensce 
Capital Contributions in respect of 

land/street lighting plant received in year 
AAGIUSEMENIS, 22. cess Aeeee boise eaeco eee oamiee a's aces 


355,278 
12,691 


UTILITY EQUITY, END OF YEAR ........... 


745,612 4,533,976 - 1,890,095 85,997,263 367,969 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,413,757 7,862,163 3,091,788 110,860,131 663,391 


Other Operating Revenues. cciscses se encdeassc. 32,459 206,342 56,016 3,929 396 15,667 
WOTATISIREV ENUWBE (iio. oscssseatencesetiseessonsess 1,446,216 8,068,505 3,147,804 114,789,527 679,058 


EXPENSE 
BOW CHBEUTCHASCGiRe fais. fos acca: oo teeeec Maik ok sates 
MocaliGenerationucccneccssaee een ecaedecceastes 


2,587,662 


96,530,469 566,461 


51,153,209 


6,817,701 


Operation and Maintenance..................066 56,861 301,568 118,499 3,392,653 30,415 

BilingrandsGollectingiracc..csc-sececasseeseeseces 67,329 226,382 61,621 2,026,631 21,237 

PAMINIStrAtION nee ees ncccsc ate rtoome eset cece reian 36,097 1235275 86,817 2,216,183 28,571 

Depreciation Less Amortization ................ 41,581 224,166 84,849 3,549,709 17,919 

Financials Expenseiccs.smscutene ace ecensee tasers 16,935 6,399 9,184 128,262 1,764 
MOTALSEXPENSEAS descr uasacs si eea nics svees 


1,372,012 7,699,491 2,948,632 107,843,907 666,367 


369,014 199,172 6,945 ,620 12,691 


74,204 369,014 199,172 6,945 ,620 12,691 


10,500 3,000 10,000 278,748 — 
63,704 366,014 . 189,172 6,666,872 12,691 


369,014 199,172 6,945,620 12,691 


Income Before Extraordinary/ 
Winusualeltems:. cancer ns ssccocbe. decceteseornusiauasis 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGER INCOME) ote tac cas cotentece aoe mann Sean eens esate 
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Municipality .....c0.cc.vosccoentes ers caseseceeer secre ness Lucknow Magnetawan Markdale Markham 
Number, of ‘Customers.ise-s.oguiecacasveteretesasees 550 153 646 38,391 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantvand) factlitiestec.<ct s.s.ccacceterntenetecesnes 386,162 7335223 159,097 624 ,634 80,803 ,972 
Less: Accumulated Depreciation................ 151,326 311,673 64,728 227,174 16,110,668 

INet fixed assets oi cc-csccces toner cto ee. Gaston 234,836 421,550 94,369 397,460 64,693,304 

CURRENT ASSETS 
Cash and, Bank: Siete vtec scseaccene eaeb et aenes 37,901 40,608 87,568 2,474,061 
Investments saaescest ve daass erence one eenaneee 35,000 — —_— 2,481,200 
ACCOUNTS RECeWable: 5:2. cctin cs ceeantesunecsee ney 20,567 22,220 12,240 4,004,504 
Wnbilled: Reventie =... tac -cscscsccaae seen es 73,108 101,119 125,124 4,164,025 
TAVENTOLY Ceccstescecancertcetrecssi wee wengemeseaneula sons 4,994 2,850 23,280 2,394 386 
01 1 Co) go a ER IA as me dey oh 670 1,536 54,380 

Total: Current Assets neiracecs eee 172,240 166,797 25,431 249,748 15,572,556 

OTHER “ASSETS Siw thc cosdecaret ene tens 10,823 1,200 — — 292,228 

EQUITY IN ONTARIO HYDRO............... 362,344 399 859 48 224 402,035 15,036,511 


TOTAL ASSETS tivities cosccesuceeretnrectese ns 780,243 989,406 168,024 1,049,243 95,594,599 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Term Debt cccsonsswstcea cedar ouneerecnaecs ss 2,800 37,000 28,611,244 
Less Sinking Fund on 
Debenturerss. science meee eee 


2,800 28,611,244 
Less Payments due within 
ONE VEAR. cisiccedescoees en manenete cn etaecs nutes ns 1,600 2,663,260 
_ 1,200 


Piotal etcetera ae Se eee 34,000 25,947 ,984 
LIABILITIES 
Current: Biabilities ee ee eee 92,127 14,682 81,999 8,306,491 
Others hiabuities 25, se. nuccsaccsatesaaasesestas 14,160 13,320 942,446 
TLOtaliay ceca err ee eae Creo e eas 9,248 ,937 


DEFERRED CREDIT 
Contributions in Aid of 


Construction :47 kOe 35,643,308 
Less Amortization casc..casceceecsantteresnseanonsnes 4,021,903 
5,018 13,307 16,856 29,732 31,621,405 

RESER VBS csccscee cel ctecata th ndaan ba aanr ine eat a -— _ — — 
WIIETEY BQ UIT Vitgirsete si sicce ca coasee yen ceaaee 358,614 469,953 87,062 488,157 13,739,762 
EOUITY IN ONTARIO HYDRO. 0c. cc0-5<s 362,344 399 859 48,224 402,035 15,036,511 


TOTAL DEBT. LIABILITIES & EQUITY . 780,243 989,406 168,024 1,049,243 95,594,599 
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Lucknow Madoc Markdale Markham 


IMEI ICID AIT VAA Boos ccc site sestcadhdon sce times asabomrnadigte es +s Magnetawan 


INUMBDETHOL CUSTOMETSSatacce ss sores sens sceereeae emcee 550 153 646 38,391 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 358,421 450,874 83,808 469,514 11,572,883 
Netsincome: for wveat.earcrs.-+-5)-- eee ee ies > 193 19,079 3,254 18,643 3,123,744 


Capital Contributions in respect of 
land/street lighting plant received in year 
A CHUSEMENtS 0 scsthem: see stistar sacestee eantn deetee es os 


(956,865) 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


53,526,051 
1,452,840 


516,197 701,286 106,463 844,176 
8,060 9,037 1,556 11,845 


| 524257 | 257 | 70223 | 323 108, } tos.ot8, | 856,021 54,978,891 


753,963 41,973,037 


EXPENSE 
Powersrurchased Wa. cde: o.ccscsseseteedente sess sass 
Wocal "Generations h. s.scciessceeeccic wes eease ais 


461,936 


617,087 


Operation and Maintenance..................666 15,974 13,540 24,695 2,375,691 
Billing, and! Collecting (nic... cctuccesnssese. saci 10,259 21,465 15,082 1,030,711 
PX CIMINISeTatlON ere: see enemees caec eposeaea tec snecmess 21,984 10,956 17,261 1,258,463 
Depreciation Less Amortization ................ 13,911 28,196 22,850 1,937,153 


35527, 3,280,092 


Einanctal EXPenseyaacc:sesescseigeec ec sscece ees esnss 


524 eee ieee 244 as 765 Pt 88.878 | 378 Gis 855,147 


nag 19,079 3,254 18,643 3,123,744 


19,079 18,643 3,123,744 


2,000 3,000 
19,079 1,254 15,643 


19, Nae 3,254 18,643 3,123,744 


WOTAL EXPENSE ii fecnctsccstaenesscengsasetsces 


Income Before Extraordinary/ 
WMUSU al ITEMS: saauaccasce asec sostias aon seas cesstene 
Extraordinary/Unusual Item(s)..................066 


INES ING OMB Bore ce itcsosian tecsctnes stumseoceasysese 


2,151,862 
971 ,882 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


PNCUTATICODIOC eo cte orion rea oh vara teee renee ea oietiecce 
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Martintown 


IMUNICIPALItY.c.cenisccessttesreccco se deecueted sardenee teers Marmora Massey Maxville McGarry Twp. 
pality 


417 


122 368 


INUmMbEr Of Customers ert eceece cater eee eet wate ees 659 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planteanditactitiesvanscssc ea srcs mete acess $12,203 81,415 406,789 264,358 199,681 
Less: Accumulated Depreciation................ 240,350 45,020 174,813 128,681 122,118 


INGUNTIXCGASSETS Me conten cesccne acct ee nes 271,853 36,395 231,976 135,677 77,563 
CURRENT ASSETS 
Cashand Bank enrtectrsccs ccccee ester rie eceere es 76,412 11,614 32,385 7,465 9,049 
TM VESTIOTIES Hees i i) aaa ia rat an as Rd — _ 20,000 37,000 32,200 
Accounts Receivable 6,041 9,037 4,849 10,673 2,634 
Winbilled@Revenuermiecen.-ceascseaser ee eeee 101,843 12,784 90,574 72,004 48,758 
INVENLOTY eeere cshtecceneccetee ss ccuac ee emcee aete cers 6,130 — 23,521 4,235 _ 


(O14 9) de Se are Pe rine Rey OAL 3 ger Lenn Saya 823 — 78 


191,249 33,435 


56,756 


171,329 


236,356 


92,641 


131,455 
1,394 a = 
310,826 236,355 200,336 


775,322 126,586 639,661 503,487 370,540 


“a eee 


13,000 
4,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Terme Debtrveasccrace cucu eaceteat crear susan 
Less Sinking Fund on 
Debenturers rican te ain nenenu ney tenl 


Less Payments due within 


ONENVEAR entire inererehatmeccsrtetten creer 
Totals ersten arent ical Mavs ener yh fe 9,000 
LIABILITIES 
Current biabilitiessr cya ieeendatee eee 80,349 28,463 58,980 40,786 25,369 
Othermihiabilitiessasneecate tee eee eres 3,433 3,301 D275 2,934 
OCA Meee re eeceren sare coke mente tere HORT 83,782 28 ,463 28,303 
DEFERRED CREDIT 
Contributions in Aid of 
Construction = 
CSS PAMOINZAUON water tere ee caters —— 
5,429 16,103 5,840 — 
RESERVES Pyrat ee a erricecte ite, ee tenet = oa — 
USEC YE OUT Vere arte eer te 366,285 41,367 324,921 218,231 141,901 
EQUITY IN ONTARIO HYDRO..........0..02 310,826 56,756 236,356 236,355 200,336 


TOTAL DEBT. LIABILITIES & EQUITY . 


775,322 126,586 639,661 503,487 370,540 


“EXPENSE 
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Marmora Martintown 


IMUMICI PALLY cscc8 sma cctiepui dea tie des <(eke keke roniaeeenaaense Massey Maxville McGarry Twp. 


INumbe tote Customerssssc:<oo..cear-cnssuecernee eno 659 368 417 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 343,292 i 259 319,590 214,750 
INetaancome: fonnyeatenn a0 .s.5-.-caen. ues earns 22,993 (892) 5,331 3,481 
Capital Contributions in respect of 

land/street lighting plant received in year 
A GAUSEMENIS: ne cacenpsseswsuelos se sa tecobinaion aaeuis vaewcs 


$ 
145 ,976 
(4,075) 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service: REVEnU Gis cc srcacsccutensuaion hoses stoas 642,966 98 ,833 


563,681 379,184 326,191 


Other Operating Revenue! c..1.0..001s.ccsss oes 14,296 1,943 13,708 8,521 6,404 
TOTAL REVENUE ex csccssccesctencemisrnresesceme 657,262 100,776 577,389 387,705 332,595 


555,850 


86,665 


496,281 344,914 286,168 


Boweteeurchase Guer dese «svc cansaciceenat seh aches 
MOCAal NCEENE TAT ON des ncc sacs sotaas teas oleeeaues vitor 


Operation and Maintenance..................006 11,935 3,623 29,759 10,020 12,056 
Billingeand Collecting uisstese tee cseseenonssacee 17,654 5,439 8,504 14,174 17,203 
Administration cecce. cies: cosncaac sae etna sore ences 25,871 1,484 22,430 4,523 12,408 
Depreciation Less Amortization ................ 20,603 3,366 14,951 10,593 8,698 
Financial xpensew....csnasccstecteemccaresneete 2,356 1,091 133 137 


MO TAT EXRENSE 2 watirachcscsstoservenscdeastinisses 


634,269 101,668 572,058 384,224 pee” 670 


22,993 eo Sy eS)! (4, OR? 


4,000 
18,993 (892) S535 3,481 (4 075) 


Paes 993 (892) 5,331 3,481 (4,075) 


Income Before Extraordinary/ 
Wnusual) Items: tages « csssnevssspecsosenietitee seas. 
Extraordinary/Unusual Item(s)................00606 


INE INCOMB rere sossacetecutasactessssesecasween see 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INF BA CT Ane: Pe ter a a Bs 
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IMUNICIDAIILY es ncasdcesanscsoscsecuane ota reetedteees Meaford Merlin Midland Mildmay Millbrook 
INumDer (OF (CUStOMErS: en crsccteneceorserencatene: 1,985 289 4,828 449 483 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantwandatacilitiesss sss. wetcee ater ran aocecees 1,476,668 168,293 3,792,539 328,203 457,103 
Less: Accumulated Depreciation................ 602,834 114,107 1,883,735 94,313 131,323 

ING@Cufixed WassetS\;.c.c; lace caterer crsacesecats 873 ,834 54,186 1,908 ,804 233,890 325,780 


CURRENT ASSETS 


CashwandiBank tactic cacta. cee erret es 406,433 24,155 507,261 28,486 1,788 
INVESEMENES eerie ececcre some teeee ero ecemieTe — 10,000 899,113 — 25,000 
Accounts iRecelwableicccsrs sc boncconsidseeceranes 44,078 10,032 122,443 4,797 6,608 
WnbilledBRevenulessseascss sete ccccu cus teens 323,056 19,600 836,930 58,502 82,793 
INVENTORY ceacsadeacsccsss tees an ocud eanceen tecarses 116,043 2,646 177,218 5,190 9,240 
LOY LN SY Gdoteparihael Saehraiyaelst naRaen pan an Dearie aia tanta 1,195 180 14,503 242 1,380 
Totalt@urrent VASsets 0s we ecco ate 890,805 66,613 2,557,468 97,217 126,809 
OTHEIRVTASSEUS tihecaccccerectusesarstttanct sence: 8,239 — 8,029 = — 


1,264,022 153,029 4,183,077 196,813 191,616 


3,036,900 273,828 8,657,378 527,920 


Ez ‘a a 


53,000 68,000 24,583 13,000 
8,000 21,000 4,583 2,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
WRermDebtiet ccc voces dustavaec cance acerea sects 
Less Sinking Fund on 
IDEDENtULETS een c cc tetera ner etee ce 


Less Payments due within 


ONCAYV CAIN caer N cece ie eeaeeemetierne eee 
Lite) aeapreasee Aaanacisaceep say incnonfisuaneenactocutinn — 47,000 20,000 11,000 
LIABILITIES 
Current Liabilities 15,965 622,291 39,381 45,980 
Otherpitiabilitiesmonssn sue em eee eee nse WS 25,746 —_ 3,911 
ASTE Us. GaSene eR rocctictioan Bo snanacdontsNsa Renn. anne 181,770 648,037 39,381 49,891 


DEFERRED CREDIT 
Contributions in Aid of 
Constructions) srt eee ee 


15,372 


1,530,736 
1,264,022 


3,036,900 273,828 8,657,378 527,920 


22,902 


3,756,362 
4,183,077 


14,515 24,663 


251 ;211 367,035 
196,813 191,616 


RESERVES. scdiccssoscundwacaneeshartew measese aoavate 
WTI ERY REO UE. canon saceoimesscesuceece eee cees 
EQUITY IN ONTARIO: HYDRO... ..<:.400: 4003 


104,109 
153,029 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1986 


Mumicipalityss..c-.:-csttsenccoess+cneseseacsmnencensiee> Meaford Merlin Midland Mildmay Millbrook 


Number Of GUStOMEeTSihs.2. cscesscs secs scatooseesnese.s 1,985 289 4,828 449 483 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 1,529,100 109,732 3,599,295 237,552 346,181 
Neftincome= for Veanineciisscosse-asosssaerenees> 1,636 (5,623) 157,067 19,659 20,854 


Capital Contributions in respect of 
land/street lighting plant received in year a 
AGjUSEMENTSE: .staee eds oases seco sosnacneesteeeney 


’ 


1,530,736 104,109 3,756,362 257,211 367,035 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVENUC i. feces cicstass cheeeer tee 1,821,145 206,090 6,491,388 385,776 439,127 
Other Operating Revenue ..................+24+ 66,250 11,701 167501 3,116 9,256 
LOMA REV ENU Bach -csccensacrueiaenasn merce sn 1,887,395 217,791 6,658,499 388 892 448 383 


- EXPENSE 
POWETMEUTCHASE Gy ned chosn ss iews tam tect dsdnes earns 
Mocale Generatione.: sistersc enatccenesensssnet sees 


179,226 


5,906,284 


333,119 


373,643 


1,610,147 


Operation and Maintenance................+++++5 84,218 4,912 21550 3,844 6,233 

Billing and Collecting .............:cssesseeeeeeeees 46,637 8,409 101,362 6,936 17,816 

PXAMINISELA MONE coats cee: certeeegoeeneamnad sconce 82,262 23,930 129,233 10,726 10,615 

Depreciation Less Amortization ..............+ D295 6,937 145,766 11,639 17,468 

Kinanciall BXpenSetasemvesessescacscsenseeisen-r canes 6,542 — e231 2,969 1,754 
MOAT EX PENSE tect cccesassicnasccspenssacens 1,885,759 223,414 6,501,432 369,233 427,529 
Income Before Extraordinary/ 

ROnustialsitenist teres: cccssscscssen-dnawecmemen sesse 1,636 (5,623) 157,067 19,659 20,854 


Extraordinary/Unusual Item(s).............2:01006+ 


1,636 (5,623) 157,067 19,659 20,854 


8,000 — 19,000 5,000 1,600 
(5,623) 138,067 14,659 19,254 


NET INCOME...........:..0cc0ccscescessesseereeenveess 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGER INCOMES be aera asians Ne eae aetes (5,623) 157,067 19,659 20,854 


174 


MUMICIPALIGY co. ctnocer qe eotaenetl sae seals vecommeewestes odes Milton 


Number ofuCistomersir. sccicsceeccoseterar eee 10,257 


A. BALANCE SHEET 
FIXED ASSETS $ 


Plantvand: facthitiestace) oe ce citacntemmicetee ences 18,606,169 
Less: Accumulated Depreciation................ 5,648,917 

INGE ITIXE CS ASSES iusncaruwcter eek readeceeatol aie JOE) Paw) 

CURRENT ASSETS 

@ashitand Bank eieacesse suse sete cteeeet eee 355,497 
Investmentsies .esdeiie: sadciiiea) pot Bes agen. 400,000 
Accounts "Receivables cs. ssaiessescecnssas eases 778,070 
Wnbilled Reventiescinaecncrscstecotcecs sc eueeae 1,642,651 
INVEMCOLY) cc cums cece enadatacenane rentore Mee casetrenenes 647,437 
(OAH 0S) Gi Sa Sere Rae! eee ab 8 Die a er 20,645 


3,844,300 
135,259 
5,850,796 


22,787,607 


DEBT FROM BORROWINGS 
Debentures and Other Long 


Perm (Debt eowmnaecccsasreeeet ae ceepesc eee ose 2,961,376 
Less Sinking Fund on 

DEDENLUTErS Sbeicar iano nnee oeenamonateaae ies 

2,961,376 

Less Payments due within 

OUCSYVCAT Ore seri eeaete ces mesh et Mee Tite eee atts 207,621 

POtal eens iaertien yt weciateeas iabed heared ta ahs ZHI ISHIOD 

LIABILITIES 

Current Diabilities isd nso OL eee ae eain 1,924,474 
OthergEiapiitlessaicam wecaee ver enenc ates rete aces 106,695 

MOtabie citsccnsesteneders sc nsscecoeaeancete tants oe aus 2,031,169 


DEFERRED CREDIT 
Contributions in Aid of 
COonsthuction cack plore eae semetinl eee awaee 1,997 ,674 


302,352 


HOODS, o22 
RESERVES Aite tacsuacsachenuestercsesen smvemenmesoret = 
LO GB) Ep Peek OO) G OD Gee conan a darrantcdcarsospesea oscar 10,456,565 
EOUITYSINIONTARIOSEY DROW eae eee 5,850,796 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Milverton Mississauga Mitchell Moorefield 


565 99,795 1,302 175 


$ $ $ $ 
440,130 I/BS55,7 14 1,423,924 124,823 
174,490 44,797,253 509,208 58,479 
265 ,640 128,758,458 914,716 
36,118 650 29,985 
30,000 40,610,780 — 
4,119 8,839,510 13,916 
63,000 14,959,081 213,900 
3,208 3,627,988 121,311 
46 401,026 1,029 


136,491 68,439,035 
— 264 ,203 
448 992 68,306,001 


380,141 
13,102 
953,270 


62,714 
1,000 
126,125 


14,667,819 116,291 


116,291 
7,953 


108,338 


8,279,229 
6,388,590 

847,395 
5,541,195 


23,494,420 
2,984,572 


154,885 
6,954 


26,478,992 161,839 


39,164,385 
4,415,019 


19,938 
Do) 


7,476 34,749 366 175979 


342,292 130,692,143 1,020,203 
448 992 68,306,001 953,270 


119,939 
126,125 


265,767,697 256, 183 


_ EXPENSE 


Statements B and C 175 


Statements for the Year Ended December 31, 1986 


Mitchell 


Municipality cicss--csceemednest est siccteeanet- grace Milton Milverton Mississauga Moorefield 


Number of; Gustomersagaie.:csecseneccuttenentensers 10,257 565 175 


99,795 1,302 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 9,669,058 336,136 | 120,029,767 995,877 109,407 
Net income for yeat...c.cccccscsssessseseesesees 787,507 6,156 10,662,376 24,326 10,532 


Capital Contributions in respect of 
land/street lighting plant received in year 
PRCFUSHMIONES: «2... Wb uN cu sca oe ve ediole sein so} os 


’ 9 


342,292 130,692,143 1,020,203 119,939 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SEnviCes REVENUCHH msc cn dass sociseianagoars se 
Other Operating Revenue ..............:.:-000 


1,596,127 
29,605 


206,866 
1,892 


LO iS 
481,947 


567,659 
9,778 


189,203,520 
5,593,405 


MOMMA REVENUE Sai...uceensdcveatnanlaae = «rae 16,193,102 


13,319,626 


519,303 


168 ,735 ,073 


13355335 


178,118 


Powerbeurchasedincn.2c.hcsscressscccaemae ae tose. 
MOCAINGENETAUONI exc sctucage cess cbiess wariitteces 


Operation and Maintenance...............:.0606 575,032 8,916 6,290,825 99,024 5,676 
Billingwands @oMlectingi:s....cseaciusscesene- cee ce: 340,049 14,774 2,253,975 29,205 3,710 
ING TIS CELIO) N Aosnocoode s.sodeaseanatBeaplondonsausoDe 389,563 12,890 1,592,036 78 ,662 5,707 
Depreciation Less Amortization ...............5 653,265 15,239 4,499 879 47,770 5,015 
inancidis EXxpenserce codes scssise 384,184 159 882,981 11,410 — 


MOMMA EXPENSE) rio. custecn tse sncwatt set 


15,661,719 571,281 184 254,769 1,601 ,406 198 ,226 


6,156 24,326 10,532 


787,507 6,156 10,662,376 24,326 10,532 


Income Before Extraordinary/ 
| UTS STIS oo. coscbaensdenttodeesooanbiodoadacsosec 
Extraordinary/Unusual Item(s)............:.::0:600 


531,383 
(256,124) 


10,542,156 
(120,220) 


INES INCOMED cc coss-suusecspeecshesmameenceencises 


85,154 
702,353 


787,507 6,156 10,662,376 24,326 


1,841,892 800 — 
6,156 8,820,484 23,526 10,532 


10,532 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGEEINCOMIG: occ on sesecutetesiincos ce beaeaies dassacranicne 
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MUMICIDANEY deaxuanvccces ore emereianade awemte mete eet Morrisburg Mount Mount Forest Nanticoke Napanee 
Brydges 
Number (OL CUuStOMme Sintec caeeee ee eee eee 1,170 $73 1,758 3,619 2,169 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant and facihtiesnt c.ausaeaee ee 1,054,285 411,790 1,347,905 3,045,582 2,225,283 
Less: Accumulated Depreciation................ 395,081 138,811 469,741 1,174,744 794,496 

ING TIXEU “ASsets tl nccnvscueeersinneetkeccee sess 659,204 272,979 878,164 1,870,838 1,430,787 

CURRENT ASSETS 
@ashit ang: Bank weer cae as. cde eee 127,728 49,674 58,193 140,909 209 ,673 
Investmenitsivetuecescnca ace aerate tert a eae 112,051 35,000 — —_ _— 
ACCOUNTS | RECEIVA DION acu cic wach Saree cau eweee 12,729 $,154 36,676 221,860 53,635 
WnbilledwREevVenuercncsr rate. nea eres 226,770 51,600 255,422 168,600 311,839 
Inventonyiccedresacase vocal cece ee eer 57,616 — 205 ,235 103,856 61,568 
OTNE Tie, fone cqouiee eee Meenas eee 411 — 15753 2,129 — 

Totaly Current sAssetsisc tice, pvceiees enon eee 537,305 141,428 $57,279 637,354 636,715 

OTHER ASSETS, Sette’ serena eee tee 1,625 — 4,800 19,200 9,000 

EQUITY IN ONTARIO HYDRO................ 610,542 202,127 B 1,513,959 1,476,257 


TOTAL: ASSETS So. 20.. cccdseston aa 1,808,676 616,534 2,395,649 4,041,351 3,552,759 


DEBT FROM BORROWINGS 
Debentures and Other Long 


JR oaha Doi & Aetna ta tenMe en eee Mae bE bi 4 dade) c 139,652 
Less Sinking Fund on 

DeEDENtUTe ron eee erie Reve cca fecal ian 

119,000 139,652 

Less Payments due within 

ONETYVCAE This trtenc et neadresition a ene 7,000 38 ,836 

‘Fotal ttaed sivsaiiedteonce tren leesings 6,600 112,000 100,816 

LIABILITIES 

Currents Liabilitieswn sneer cae eee 215,455 $1,670 155,873 334,749 250,727 
Other: Piabilities.s..secneeerth see: eee eee 37,305 21,671 27,649 68,274 110,149 


B Ro) Mites PR Ana he ne Mr Dy. a nD 252,760 : 183,522 403 ,023 
DEFERRED CREDIT 
Contributions in Aid of 


Consthuctionssiee ites eee eet , ; : 101,306 123,373 
BesssAmortizatione srsces cee eee : : 16,010 19,358 
5,805 43,448 22,913 85,296 104,015 

RESERVES iol sinc ccssssuascueasesiecccte ane eeed — —_ a= = 
PRL Ti ya © UII, chniseireanoive, takidiss tener 932,969 297,618 1,233,808 1,927,073 1,510,795 
BOQUITY IN ONFEARIO HYDRO... 610,542 202,127 955,406 1,513,959 1,476,257 


TOTAL DEBT. LIABILITIES & EQUITY . 1,808,676 616,534 2,395,649 Minka aed 3,552,759 


Soe PS PC ee Be re pra th tl Co 1,361,082 426,046 1,723,220 2,608 ,043 2,628,360 
OihersO pera eehevenue ye: cnesn ase ont 25,899 6,164 31,061 124,010 67,794 
TOTAL REVENUE. coc lledidadecloete 
- EXPENSE 
Powergburchasedittec.....c..sc0t--saditesensees sees 1,157,613 379 ,652 1,505,711 2,089,622 2,221,847 
Eocal Generation cos cce ne ccc cemetvcaaos sens crass ose z — — a — — 
Operation and Maintenance..................065 35,421 4,645 45,470 137,149 85,813 
Billingeands Collecting werse.ccneccsa caer tt: 43,962 9,694 23,566 168,404 65,962 
PAAMINIStratlOmrns asec soar cramen tes seemeneoerere 38,155 10,334 35,684 210,733 87,419 
Depreciation Less Amortization ................ 39,401 14,378 46,182 114,483 85,040 
JeREVG EN) 15) 90s) anntgenmnce badonGunndcdouccanancnes 8,016 125 14,119 17,715 


Statements B and C ay. 


Statements for the Year Ended December 31, 1986 


Municipality: «.. cco. svgaisesoneta«s ronan ccssemaomraninst > Morrisburg Mount Forest Nanticoke 


Napanee 


INUmMber Of CUStOMETSaiebs ces cose visareonenee weseeels 1,170 1,758 3,619 2,169 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 868,556 284,236 1,136,863 1,929,530 1,373,494 
Net income for yeaf...c.cccccccsesessessseeeees 64,413 13,382 96,945 (2,457) 132,358 


Capital Contributions in respect of 
land/street lighting plant received in year 
PNGJUSEMENUS 2 .cstertsseescs sera scoeesseaeneaarenn eae 


4,943 


1,510,795 


UTILITY EQUITY, END OF YEAR ........... 


932,969 297,618 1,233,808 1,927,073 


C. STATEMENT OF OPERATIONS 
REVENUE 


POTAT EXPENSE Wie ccetsesstosccsesheescraass 


1,322,568 418,828 1,657,336 2,734,510 2,563,796 


64,413 13,382 96,945 (2,457) 132,358 


13,382 96,945 (2,457) 132,358 


723 
Income Before Extraordinary/ 
MOnusial tems: <cenc.ceercasosswccgetevmceroeseceneves 
Extraordinary/Unusual Item(s).................0665 _— 


INET INCOME anc arn eas cecoaceenene: sstaneeratoneat 


2,200 2,295 — 6,000 37,820 
62,213 11,087 96,945 (8,457) 94,538 


64,413 13,382 96,945 (2,457) 132,358 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE SUMCOMG aso an sons cele cos cdoeens tices visue camtoehire otic 
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Municipality (2 acca eee ee nestor eedieeee: Nepean Neustadt Newburgh Newcastle 
Number! of Customersis tessa eee ee 31,380 265 280 5,794 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ 
Planthand ffacilitiessnt..crss.ccce ete oe 39 534,766 133,807 381,334 110,852 7,202,284 
Less: Accumulated Depreciation................ 11,164,809 61,844 171,769 $4,316 2,307,216 
INGtrtixed TASSELS tren ceene ete ee cre stots 28,369,957 : 209,565 56,536 4,895 ,068 
CURRENT ASSETS 
Cashtand "Banks aceusemenrccrs Gaines 1,019,530 : 22,205 9,943 153,448 
INVestments: eich ayes a aesceinaeeadteeiiman ee ee 3,296,487 5,000 11,884 — 
Accounts Recetvablesics. oie eccseceaeeaeeer esse: 1,760,685 ; 9,714 872 132,529 
WnbiledtRevenuer enue site eee eeeeeec 4,786,000 : S135 13,900 1,013,846 
ITIVENTOLV eae ueasnen eee se ee One a neers 2,492,281 ; 1,950 200 289 ,009 
COTS TES 1 Re SU a Cite Cia Ree ded 8 50,435 — —- 
oOtaliCurrent <Assets.a ocr eres 13,405,418 TEST 2. 70,004 36,799 1,588,832 
OTHERWASSETS Soa riern pcan i ieeal ety ike oie 840,675 — — 721 
EQUITYMN ONTARIO, HYDROss..4225 14,664,480 118,784 103,254 84,870 3,937,497 
TOTAL ASSETS re neeaenoeeces ST, | $7,280,530 | 530 268,119 382,823 178,205 10,422,118 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Ler Debte cee fre. tea emer as 7,408 ,964 109,886 
Less Sinking Fund on 
Debenturers:cit Sie tetera 1,174,000 
6,234,964 109,886 
Less Payments due within 
ONCHYEAL Cow eeternics senate oem eens 662,270 8,417 
Tota sails: sesseeal ih maltese ats taurine adel 5,572,694 101,469 
LIABILITIES 
Current olsiabilitiestecssacsauasen se wane ae 5,881,723 14, on 20, ae 14,935 679,721 
Orheraliabilitiesnui sacs cceteenteeeerc es 725,419 150 173,999 
ley 2 Baron Per le ear Ree MATS ips ita lisa Me 6,607,142 15,503 é 15,085 853,720 


DEFERRED CREDIT 
Contributions in Aid of 


Construction delice als sak eee. 5,998,309 ; 27,323 : 439 ,002 
Bess VAIMOILIZALION notice eee eee 601,269 6,716 : 32,102 
5,397,040 2,180 20,607 8,221 406,900 

j SY ENS SH SA CAN tier ee aon eh eReina ate aN ae MEL G Bs — — = — — 
OUTER YOU LIYe tee ued encom weet: 25,039,174 131,652 238,246 70,029 55 122,532 
BOUTTY IN ONTARIOV HYDRO. 14,664,480 118,784 103,254 84,870 3,937,497 


TOTAL DEBT. LIABILITIES & EQUITY . 57,280,530 268,119 ’ 178,205 10,422,118 
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Statements for the Year Ended December 31, 1986 


Municipality fa..:sanscspsonmseennaaessc-ssuhemnlanesceines: Nepean Neustadt Newburgh Newbury Newcastle 


Numbereot: CustOmerssae.c..ctscctssnaesneededtee roe 31,380 265 280 179 5,794 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 23,004 569 123,112 221,207 4,700,614 
Net income for yearns... ...cc.9-.csesesavagects on’ 2,355,948 8,540 17,039 421,918 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments)... -casteccnctsr oss -sesmseseentadnce ater 


(321,343) 


25,039,174 


UTILITY EQUITY, END OF YEAR ........... 


131,652 238,246 70,029 §,122,532 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVENUCIES. occas sensecss sos teenie seosacons 40,520,125 175,342 231,767 155,388 7,132,657 
Other Operating Revenue ....................... 1,090,594 Pp libs, 6,242 1,572 228 326 
TOMA GARE VENU Bee: oacscsc..sesseneapaticcas sore 41,610,719 177,567 238,009 156,960 7,360,983 


EXPENSE 
Me Rowemburchasedupes tens crcascnesseneee terete es 33,459 344 153,185 184,582 6,040,228 
Mocals Generationues ces eines eeeaainses — — — 4,091 
Operation and Maintenance...............::00+ 2,224,613 2,401 8,078 288 ,864 
Billing and Collecting ..........i:.:.s1ssceseneee 774,126 3,632 6,684 150,909 
PA AministrattOnic an iisdecccususedcenos sce set ansncts 943,412 4,272 7,543 191,345 
Depreciation Less Amortization ................ 1,183,692 5,319 14,083 247,495 
inancialieexPenseini-ccdesessarts rae secaeeaceare a7 669,584 218 16,133 
BA EXPENGE. | enh os weenad eee 972 ee 939,065 
Income Before Extraordinary/ 
Winusval items sce coee a ceecnrete ie escent 2,355,948 8,540 17,039 2,988 421,918 


Extraordinary/Unusual Item(s)............::11eeee 


INE INCOME cio. spncceccsssesccncceseese cases sleteans 


Lae 540 17,039 2,988 421,918 


_ — 10,276 
8,540 17,039 2,988 411,642 


2,988 421,918 


682,308 
1,673,640 


2,355,948 17,039 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGURINCOME ccc soeccicccoomnsiede essnup ae acta nellaeosaeaine 
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Newmarket | Niagara Falls| Niagara On 
The Lake 
11,665 27,338 5,277 


Nickel Centre| Nipigon Twp. 


Munierpalitven wcccnthereon amc nacteumnme eestor es 


INUMm Der sOF). CUstOMerss a: concaancemeaicemasontnewarees 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
RianGrandstacilitiesse tc. ccucs aaeeseor een anaes 16,184,817 32,183,047 6,418,131 SPAS 688,625 
Less: Accumulated Depreciation................ 3,610,728 10,709,490 2,311,570 231,085 324,578 


INGtidiXOG: ASSetS rcesctrucstensteehe seer vecaureanss 12,574,089 21,473,557 4,106,561 296 ,066 
CURRENT ASSETS 
Cashiiand Bank. Savin caacca terme sees 44,871 1,979,183 276,791 8,073 


364,047 


83,174 


Investments ca iiteecccke teat caterers —_ 500,000 — — 
Accounts Receivable 1,129,960 994,211 377,720 27,945 11,752 
RInbiled BREVENUC crentin evens csdauease concent cee. 850,000 2,377,043 483,800 132,714 132,118 
ENV ENEOTI carne tan avectrnarrvecdesneme ameter Ges meeacen 987,960 1,389,043 44,196 30,889 34,029 
ENS aaincs es caticn eteeeeetnes snatnguce to keremcasces 16,469 58,684 1,942 3,302 4,802 


Total Current Assets 3,029,260 7,298,164 1,184,449 202,923 265,875 
OTHERTASSE TS Mire terayshcnustycoseeeerterness 25,281 445 ,097 30,640 — — 
EQUITY IN ONTARIO HYDRO 5,050,396 15,338,296 2,317,686 356,827 560,920 


20,679,026 } 44sss.ii4 | 7,639,336 855,816 1,190,842 


635,485 1,226,829 2,066,682 Pg 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MPErnn WDEDUR. cccsdanes scateuteahceecretenes senses 
Less Sinking Fund on 
Debentures cree heer case 


635,485 1,226,829 2,066,682 
Less Payments due within 


TONER VOCALS Seca teet er tene Gece emcuacuraee nem eistett 226,000 98,468 79,285 
Ot al mak tpevineyis t tenet shes a ieettcnen yeni eee 409 ,485 1,128,361 1,987,397 — 
LIABILITIES 
CurrentyLiabilities ts eerie ees 1,599,631 2,457,774 624,739 64,153 
OthervMbia bilities: nesters, ce rite anc hoes utc 463,041 766,171 70,704 8,587 


2,062,672 3,223,945 695,443 70,841 
DEFERRED CREDIT 
Contributions in Aid of 


Constkuction ence taicacees A eee 


4,391,986 657 ,292 238,082 38,276 
463,178 58,996 20,205 3,569 


3,928,808 


598,296 217,877 16,349 34,707 


RESERVES ci coctticaas-otnene.pamencusstanwccwarnccucers — — _ _ — 
ETE PER OUTIY cries ince ce cavenosiehookonane een 9,227,665 24,266,216 2,420,933 409 ,900 524,374 
BOQUTEYGIN (ONTARIO LHY DRO: cacccuudasses 5,050,396 15,338,296 2,317,686 356,827 560,920 


TOTAL DEBT. LIABILITIES & EQUITY. 


20,679,026 | 4886.04 | 7,639,336 855,816 1,190,842 
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Statements for the Year Ended December 31, 1986 


MUNICIPAltyncone cena a snebhtats ne ceraenny aeeencs ies Newmarket | Niagara Falls} Niagara On | Nickel Centre 


The Lake 
SAH 


Nipigon Twp. 


910 


INumbervOl CustOMerSiccressscscscsc-asccesteetenecces 11,665 27,338 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 8,625,419 | 23,177,699 2,132,011 420,792 482,096 
Net income for year....c.cccccscscsssssseecsesesees 505,921 1,088,517 288,922 (10,892) 42,278 


Capital Contributions in respect of 
land/street lighting plant received in year 
ALQUSTMENIS teeccetsornn net oc sae aneeeateeta jae 


96,325 


UTILITY EQUITY, END OF YEAR ........... 


24,266,216 2,420,933 


524,374 


C. STATEMENT OF OPERATIONS 


REVENUE 
SERVICE REVENUG ees fete sic dooce dccesMecesaceoceone 13,529,210 28,588,336 5,637,650 712,993 925,141 
Other-Operating Revenue ~.scs<.t60000.5.c0.aees 229,312 472,327 129,156 9,582 21,536 
TOTAL REVENUES. Mish clic MtSeh onsets 
- EXPENSE 
POWereRurchased tise yscnue cess sens secs stocoses 11,691,531 23,987,359 4,458,922 613,117 742,672 
HocalaGeneration woccrcscoarecemtnrianeosesdectere sai ; — — _ — — 
Operation and Maintenance.................0065 475 ,464 1,607,329 312,395 40,852 54,698 
Billingsand |Gollectingis cn ccttisee sare sesscees: 302,156 742,282 108,675 22,413 38,750 
PAAGMIMIStrAtlOD rer esnn tose se sedate stokes son decane 268 ,906 478,011 257,381 36,847 43,089 
Depreciation Less Amortization ................ 429,565 1,010,779 221,241 19,977 25,190 
einanclalye xpenseiarncc.cciserecncenstescsc 7-8: 88,495 146,386 213,084 261 


TOTAL EXPENSE® Asneuieeceneanenabastrersesesss 


Income Before Extraordinary/ 
MOnvsualiltems mersc.cccodteccsncee seaetass ce pwiince ss 
Extraordinary/Unusual Item(s)............:.0c0ee0es 


1325605117, 27,972,146 5,571,698 733,467 904 ,399 
502,405 


(10,892) 42,278 
(3,516) ue = 


505,921 1,088,517 288 ,922 (10,892) 42,278 


1,088,517 


195,108 
(93,814) 


INE DINCOME te ee ccnscpacsconcrsestene sparneve sen scnss 


289,391 
216,530 


505,921 1,088,517 288,922 


69,244 
1,019,273 


28,044 — _ 
260,878 (10,892) 42,278 


(10,892) 42,278 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE ETRCONIE by oss 65 crisnen cs Fat voehanneencouise heemececeame 
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Municipal Electrical Utilities Financial 


N. Dorchester | North York Norwich 
Twp 


482 


Norfolk 


Municipality ae.c taste aecmeeniacsanicdaesmumnaneenacts North Bay 


Number ofi@ustomersie.csscnscsas ee cee 432 19,735 142,538 1,319 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Blanteang stactlitiess.ce a3. ...csteoteneeent eres 234,634 23,854,390 403 ,638 244 076,891 996,480 
Less: Accumulated Depreciation................ 125,613 9,641,479 146,770 76,059 ,238 402,529 

INGUEIXE CiLassetsrciacsuiecscrematiece emanates 109,021 14,212,911 256,868 168,017,653 593,951 

CURRENT ASSETS 
Cashvand IBankcmee ww, chy ve san eee eas 42,865 1,055,691 69,952 47,906 50,166 
INVESTMENTS WMorier ciuh wa aeasa) Reet mea Na nga “ — — 18,669,531 _— 
Accounts (Receivable ..c.c...iccsse.cadcssesesecenee 19,465 1,092,186 14,215 12,637,928 19,718 
WnbilleduRevenue naiseccs-ccscteeeseenascateneen: 25,650 2,456,175 46,700 27,200,000 136,800 
INVENCOTY a cdeneatna teen renee teem a ecuaneonnt 7,395 $38,132 1,766 4,851,596 — 
tees cone eneek taste coc MURR mea Be 2 — 28,230 420 37,625 729 


95,375 5,170,414 133,053 63,444,586 
— 320,760 3,700 2,347,657 4,500 


140,323 11,618,452 198,792 109,598,995 624,822 


344,719 | 31,322,537 | $9241 343,408,891 1,430,686 


Motal Current vASsets:: 5, 50.0teacatcnsccansncen ot 207,413 


OTHERVASSETS U0 Wadicasacectt nenoe because 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MermeDebtsc se etee. cust eens wasen snouts 
Less Sinking Fund on 
Debentures) eo asccacsevcte soeueneuassemuecee 


4,206,796 


Less Payments due within 


ES nll Hs " 


ONEHYEAL s.r. deca capt a toacasshancteaiamcr teases. 347,419 2,000 
LOtal es Moc ssa at veant dean suontaanmoran ance sapere _— 3,859,377 
LIABILITIES 
Gurrentabiabilitiesis cent, ace nasiare er 44,112 2,729,671 221163212 
Other# ta biulites sa wacsaenslauce stores cueae aren ccnes 1,066 114,750 6,157,657 


2,844,421 28,273 ,869 92,730 


DEFERRED CREDIT 
Contributions in Aid of 
Constructlont rn cntuiss ae aheecass et eeene 


1,163,476 
1223595 


9,838 
437 


62,371 
3,574 


3,760,946 
445 ,680 


45,178 
982 
455 
527 


158,691 
140,323 


344,719 31,322,537 


1,040,881 
11,959,406 
11,618,452 


58,797 


272,280 
198,792 


| Sets | 343,408,891 1,430,686 


3,315,266 
202,220,761 
109,598,995 


9,401 


703,733 
624,822 


PRESEN Ba8 005 xis arcskennmedieneeanedes easueiee 
WEIEIY SB OU MW caivccsacssetasanarerncaseaes 
EQUITY IN ONTARIO HYDRO............... 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1986 


Municipalitysnncces.teasmsccater ss sacsvepnaesnesrrescrss North Bay | N. Dorchester | North York Norwich 
Twp 
Number Of (CUuStOMersiiir cn.ocksssssecsnnrets see se 19,735 482 142,538 1,319 


Norfolk 
432 
$ 


158,496 
195 


11,959,406 272,280 202,220,761 703,733 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 11,059,385 259,439 193,310,387 680,890 
Net cincome fOr Wyeatinn..csscrsnce srs aemenress nn 900,021 12,841 8,910,374 22,843 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGIUSHMENIS 5.3 A oti teetesc sas seenssaurcnvaoeesnnness 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SOrvice REVENUCH tetnersrresrctersitsr eres steers 
Other Operating Revenue ...........::eeeseeee 


963,980 
30,439 


231,878 
8,088 


24,833,953 
703,401 


393,142 
10,349 


241,632,785 
6,176,850 


TOPPA REVENUE Siren coctcngsedcrtesrescsss ws 


_ EXPENSE 
POWELIPUICNASE Mrccsticenrscccvev emt stocsser es cess 
MEOCALLKRTENCLAGON wacicnie se uncne snes constr sinalateies 


194,818 


19,999,657 


346,566 


207 ,023 ,073 


771,861 


Operation and Maintenance............::.eeee 14,100 1,414,322 9,238 9,796,876 78,978 
Billing and! Collecting ......,:.01ssesrvssersseesnes 11,348 896,080 9,655 4,522,058 43,037 
IAAGministration eeecrecou cere se ooe eter ee 10,814 826,436 125195 7,310,929 41,298 
Depreciation Less Amortization ................ 8,691 958,341 12,996 10,148,470 36,023 
RinancialieExXpenseass aavswnee st scnmeaiasoees reams — 510,133 97,855 379 


MOAR EXPENSES Gnacssssssoneatecnearane scerases 


PSMA 24,604,969 390,650 238,899,261 971,576 


195 932,385 12,841 8,910,374 
32,364 — _— 


Income Before Extraordinary/ 
LOR SIET UA (S00 Senor gadoqusoncngacroanncanacAdasondonds 
Extraordinary/Unusual Item(s).........-..:::2:e000 


INE DONC OME sire canes sisstssesersen se sn stares tects 12,841 8,910,374 


257,227 
642,794 


—~ — 2,000 
12,841 8,910,374 20,843 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCE ITICONTNG acai cag T arcuate Uae en COUR Seas BeaGD 12,841 8,910,374 22,843 
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Municipal Electrical Utilities Financial 


Municipality..u:cc.cteasesstecedearcscaccsroonenemeres ete Norwood Oakville Oil Springs Orangeville 
INumbesvo£ Customerse.cets.cc.-octeescees stare ess ces 571 28,055 335 5,205 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planthand ifacilitiestasrduecccscees comets ueos $16,397 60,118,802 168,508 352,609 4,348,575 
Less: Accumulated Depreciation................ 232,278 16,103,327 103,035 147,704 1,672,783 

INGta HxXedcassetsis.-<2s- nce ecoee a taeaeasee ne 284,119 44,015,475 65,473 204 ,905 2,675,792 

CURRENT ASSETS 
Cashwand "Banks tits set neettrs ch co dteeewiaeee secose 48 023 42,411 11,246 42,726 973,777 
IAVESEMENtS pererrrsecotmad vou ansinnccenonaatwaneannnenens — 12,900,000 5,000 44,672 — 
ACCOUNTS RECEIVE DIC tradass wocichaeumeceronce tenses 11,231 2,607,014 10,113 17,841 155,701 
Wnbilled wRevenuesc.nescvene-vcoctecs teen ccoate gee 92,689 6,165,202 27,500 42,110 629,201 
INVENEOLY etter hdatsete daueusdenaos ses teen icc cnanaeacns 6,328 DEVON ED SY _ 8,709 194,499 
Ue rae sncasatienctetes reenter tete cates s seen een ee cate 218 84,164 37 436 10,446 


158,489 23,920,045 53,896 156,494 1,963,624 
1,800 575,538 ~— — 20,628 
273,060 23,748,607 162,265 186,216 Tee by NEP 


TOTAL ASSETS | feckncutosuaesc ation steer ans ee 717,468 92,259,665 281,634 547,615 7,195,176 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm Debti cis. sssetees vee ceysea ante Sakae cewsiens 100,000 3,162,155 
Less Sinking Fund on 
Debenturerstarntomeyscsonensoronnancosennerecoses 


3,162,155 
Less Payments due within 
ONE! VEAL c,h. nch shine entliveccsnece Raemtat set oiseees Pel 22 752 
aE Ot al vcas\rcietateraumananrssehanintams tate ae adeaten nea eckton ge ; 2,039,403 5,000 
LIABILITIES 
Currents Lia Dilities, omcncsauswastoccwertanamsncsee es J 7,465,939 18,562 39,048 583,692 
Otherm ia bilitiesimncnseecacceast7ocseosen orc aete ; 793,131 580 13,528 115,539 


MOtals. ck ar atacwttcner ss seine nate comes astaes : 8,259,070 19,142 $2,576 699 ,231 
DEFERRED CREDIT 
Contributions in Aid of 


CONSHEUCEOMe eenateessacieer a eautimienina meaty 11,209,905 ; 360,921 
esseAMOTUZAUO NM tence sense: eaateee seer ee 996,762 44,013 
10,213,143 Pe SSS 316,908 

RESERVESorr see cetaiadscte cbse uote ee eee —_ _ = 
ETC Yar OUTRY cscs nan ater e eee 297 ,448 47,999 442 100,227 301,248 3,643,905 
EQUELY, INFONTARIO“ HY DRO 273,060 23,748,607 162,265 186,216 DOSS NOL 


TOTAL DEBT. LIABILITIES & EQUITY . 92,259,665 281,634 547,615 7,195,176 
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Statements for the Year Ended December 31, 1986 


Miinicipality:. 0.5: sees Meee ks ten cae demeeee Oakville i i Orangeville 


NM DET 1OLs CUSLOMETS Oo cas nc dosccn occ ostee sate esa 571 28,055 335 402 5,205 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 285 ,065 44 304,973 4 291 ,340 3,564,608 
INEty Income fOr “Yeats acct a..c.c.5sttccaamens teens 12,383 3,694,469 ; 9,908 79,297 


Capital Contributions in respect of 
land/street lighting plant received in year 
PA GIUSEMENS |; Sascek esceteteeeslen cece se cst wee te mean 


UTILITY EQUITY, END OF YEAR ........... 


297,448 47,999,442 100,227 301,248 3,643,905 


538,398 54,121,598 214,170 393,302 5,950,455 
14,624 2,408,685 3,192 9,897 136,114 


TOTAL REVENUE ..........ccceeeeeseeeeeeeneees 553,022 56,530,283 217,362 403,199 6,086,569 


C. STATEMENT OF OPERATIONS 
REVENUE 


EXPENSE 4 
RowersPurchased inc: casckaccatesstrarneercenenss 453,390 46,970,267 184,495 337,381 5,345,150 
OCA GENET ANON are sassctaaceacmee iis Gu aicsaeniars —_ — -— — 
Operation and Maintenance...................06. 19,588 1,761,857 6,523 10,951 240,910 
Billingrand) Collectingie. sacectetrceasccwe es: 17,615 1,387,570 6,933 18,644 183,466 
PAGINITMISULALONi ere ca tances castotencnnaseaneneoanens 19,991 633,626 11,370 10,457 94,590 
Depreciation Less Amortization 23,923 1,658,572 6,711 14,371 142,176 
Binancialusxpenseic..csesnsecsessaeachcossanesiesepi'es 4,825 423,922 —_ 1,487 980 


| 599.882. | 332) | 52.835.814 | 835,814 | 216.032 | 032 | 393.091 | 291 | $007.272 | 007,272 


13,690 3,694,469 1,330 9,908 795297. 
1,307 


|, 88 | 383 3,694,469 1,330 Cis 297 


— 343,822 — 700 7,000 
12,383 3,350,647 1,330 9,208 T2297 


12,383 3,694,469 1,330 9,908 9297 


MOTAL. EXPENSE sctcespiscasisepaeis onecomasnnsn ass 


Income Before Extraordinary/ 
Wnusuall [tems;. fete .ca.accsetecaseeec es th vce 
Extraordinary/Unusual Item(s)..............:00e08 


INEST INCOME 8555. jcsscnvossescveneasscasee sensei 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


PNECRINCOMC. -c cco te shdestasiananusiotasuies eaiaccaanes 


186 


MUunicipalityna.ccudietoanttnatunatnn siceaneueone suk Sore 
INUMBDEHRROECUSCOMETSHiten-aconscnsnsconsioesticoesec 


A. BALANCE SHEET 

FIXED ASSETS 
Plantmandstaciitiesssancccesdesenceeeeledisnaiccsece 
Less: Accumulated Depreciation................ 


INetatixedassetsmr.c.cucciecates tees ence nat 
CURRENT ASSETS 
Gashwand! Bank Werder aisantsossvavstebaniatiencaae 
INVESTMENTS Bee ccnaestocelonacnise aaetacsssnncwaciocasanias 
INCCOUTITS BRE CEVA DIC i rccascasenacossenesicencctcees 


Total, CurrentHASsets acsasnacgscosseueomsrcece cue 
OTHERBASSETS Batis coheoce acer esbeteeceeohee sane 
EQUITY IN ONTARIO HYDRO............... 


OPAL ASSEDS ccrtrsencstsc covacinnest aren si sces 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PREnM ADE Dt hsc mavens tents aesenescesceanaeedeesse a 
Less Sinking Fund on 
Debenturerssinnasesaaseesonclaranane saa ametartls 


Less Payments due within 
ONCAYCATS cndey ome R morons saonencneumreracacnencnen 


LIABILITIES 
Currentwletabilitiesiaas.castcncouemesenatiteserceaon ace 
Otheraiabilities:c.cesacencaeeses neice coe: autceaes 


DEFERRED CREDIT 
Contributions in Aid of 
COnStrUactiOnniuecssenceiasacdses cameeaneceennd 


RESERVES Giisniiscmscostenescsicaseasmatietanosensoeninpsese 
WTTEIDYOE OUIT Yeice siecscencecsaccaatacstaconsde 
EQUITYSIN ONEARIOF HM DRO Tc srccseee 


TOTAL DEBT. LIABILITIES & EQUITY . 


Orillia 


9,458 


$ 
19,937,002 
TOSS, 7139 


11,981,263 


922,786 
516,571 
1,138,596 
324,650 
840,230 
7,605 


3,750,438 
462,638 
4,304,741 


20,499,080 80,769,285 


2,644,000 409 ,000 


2,644,000 
291,500 
2,352,500 


1,378,419 
202,117 


1,580,536 


225 
403,778 
11,765,002 
4,304,741 


20,499,080 


80,769,285 
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Municipal Electrical Utilities Financial 


Oshawa Ottawa Owen Sound Paisley 


39,226 124,211 7,907 472 


$ $ $ $ 

43,774,172 154,747,834 7,617,221 454,519 
13,989,730 45 686,441 2,921,707 162,602 
29,784,442 109,061 ,393 4,695,514 291,917 
1,470,996 
7,641,460 
2,548,664 
3,808,000 
1,809,755 

25,562 


66,197 VIDLESS 10,334 
25,050,338 _— _— 
10,034,487 1,067,218 11,838 
13,881,000 597,635 77,431 

3,814,842 314,969 11,280 
192,097 29,993 73 


17,304,437 
15,817 
33,664,589 


53,038,961 2,781,290 110,956 


954,928 228,389 — 
83,774,630 6,067 ,696 280,896 


246,829,912 13,772,889 683,769 
43,751 
3,880 


47,631 


3,200,000 426,605 


409 ,000 3,200,000 426,605 


126,000 400,000 48 664 


283 ,000 2,800,000 377,941 
5,696,690 


1,661,307 


20,184,372 
1,954,390 


1,278,865 
279,819 
7350997, 


22,138,762 1,558,684 


3,101,971 
285,691 


10,654,781 
1,148,352 


114,394 
11,673 


2,816,280 9,506,429 102,721 7,790 
36,647,419 128,610,091 5,665 ,847 347,452 
33,664 589 83,774,630 6,067 ,696 280,896 


13,772,889 


sila, 683,769 


246,829,912 
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Statements for the Year Ended December 31, 1986 


Municipality .fer. sehraes tem ercte shen c screech ost Orillia Oshawa Ottawa Owen Sound Paisley 

Number; Of (Customersieccsescrcovecsscceeeeneser eee 9,458 39,226 124,211 7,907 472 

B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 11,029,227 34,604,244 122,932,086 5,417,550 341,931 


NeChINCOME NOT sy Cater neiensoc2soceeseeseseste LSS 2,043,175 5,678,005 248,297 5,521 

Capital Contributions in respect of 
land/street lighting plant received in year 

PAAGIUStIMENtS cn. ceeeersenteec tes sten Becnene te besonee 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SOEVICE!IREVeNWermr ee ce ccras komt ncreete eee: 11,823,984 62,418,517 175,494,691 10,905 ,952 501,738 
OthersOperatings Revenuileieeeccsccser assests 241,153 1,181,559 5 324,334 233,502 6,979 


_ EXPENSE 
ROWERAEUTChAaSed Mramiien. ccccaator Romero oraces _ 7,817,989 56,388,566 153,670,060 9,728,413 427,493 
ocalAGeneratiOnitecnecssnes senna edewr ston tee 1,023,148 1,079,931 — — 
Operation and Maintenance...................06. 912,622 1,676,728 9,495,115 394,871 18,362 
BillingvandseCollectinges neces cces ee: 295,743 SIT, 3,317,806 239,181 17,644 
PACINITISELALON se vcreeee ce eere ee ont ee caterter eran 321,070 706,398 1,865,116 178,824 22,631 
Depreciation Less Amortization ................ 628,655 1,370,717 5,163,103 298,679 16,827 
Financlalu expensemncmnsteerecterccadtecesane eet 305,135 96,735 549,889 51,189 239 


TOTAL EX PEINS Bisaaceccdierreecat ences coremuenaner 11,304, | 11304.362. | 61,556,901 175,141,020 10,891,157 503,196 


Income Before Extraordinary/ 
ROinusual [tems weerenc. .nscsecsroetesedernencenadecs 760,775 2,043,175 5,678,005 248 ,297 5,521 
Extraordinary/Unusual Item(s)...............00e006 25,000 


INEST SINCOME hte tos cinsosach acti iecouenees cea eueoaes T39;175 2,043,175 5,678,005 248,297 5 eae 


Appropriation for Debt Retirement.............. 298,971 173,000 400,000 35,000 
Appropriation for Accumulated Net Income.. 436,804 1,870,175 5,278,005 213,297 5,521 


ereRIBCOIBE 250 hhc cdccconiss Seta e states reer reees 735,715 2,043,175 5,678,005 248,297 5,521 
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Municipality... eine: trian. cos eatenenn aes 
Numberrot “Customersiners.c: cece. seater raes 


A. BALANCE SHEET 
FIXED ASSETS 


INGtiTixed! Assetsiet sats; cae seccderene eee es 
CURRENT ASSETS 

Cash¥and (Bank Seen. tc esiceos eee 

INVESTAENES ea ee eres ce ae rere tame 


Total Current FASSEES .asaaacnscetecesescaeeneee 
OTHERVASSETS. Sas tiewtdivaceac cae ee: 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm: (DED cae as eteewadeosaeei tots. 
Less Sinking Fund on 
Debenturerssssa.asscnekscayactaseneeane taco 


Less Payments due within 
ONE: VEAT i. <.dadeh macaroons ausureweoa rae a rade 


LIABILITIES 
Currents liabilities; incase naceaeeomasee 
Other aia bilitteseie hic eect, 


DEFERRED CREDIT 
Contributions in Aid of 
CGNSETUCHON ssi evch onto sist ae eae 


TOTAL DEBT. LIABILITIES & EQUITY . 


Palmerston 


888 


$ 
829,419 
381,067 


448,352 


125,020 
16,809 
111,000 
11,164 
586 


264,579 


538,997 


19,280 
1,764 


17,516 


589,236 
538,997 
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S53L9377 
1,224,102 


2,095,275 


320,997 


58,279 
397,816 
183,149 

1,680 


961,921 


1,730,657 


4,787,853 


242,917 
34,768 


277,685 


46,438 


2,733,073 
1,730,657 


4,787,853 


Parkhill 


604 


$ 
655,927 
266,894 


389 ,033 
101,634 


30,928 
76,000 
Sorell 
437 


214,520 
942 
411,919 


Parry Sound 


2,936 


$ 
4,524,375 
1,654,816 


2,869,559 


230,854 
140,373 
574,553 
157,429 

16,333 


1,119,542 
49,100 
1,550,062 


891,124 
434,427 


456,697 


38,299 
4,000 
134,402 
82,000 
7,478 
1,781 


267 ,960 
3,000 
449,576 


1,016,414 5,588,263 1,177,233 


115,817 
2,915 


118,332 
29,823 
3,458 
26,365 


389,798 
411,919 


1,016,414 


140,470 


140,470 
7,018 
133,452 


426,680 
46,152 


472,832 
222,303 

Peis 724 | 
194,376 


3,237,541 
1,550,062 


5,588,263 


110,255 
8,810 


119,065 


23,705 


560,887 
449 576 


15177233 
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Palmerston Paris Parkhill 
888 2,994 604 


578,252 2,484,771 389,553 
10,984 248,302 


IMUMICIDALLY << octane samt Me sdcnsionos seaeh Pasenon Parry Sound Pelham 


Numbers Of (CustOMerst.tone: cncscos ccc sateeceetnesees 


2,936 Wit 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
NEGHNCOME fOr yearend... .s.cctitoeenete se. 
Capital Contributions in respect of 
land/street lighting plant received in year 
ZXCIUSEMENTS .5.5..8tcadoheradetoncete sorta neite tees 


$ 
2,914,995 
321,411 


$ 
542,488 
18,399 


UTILITY EQUITY, END OF YEAR ........... 


589,236 2,733, 073 389,798 3,237,541 560,887 


675 ,323 864,459 
16,200 23,004 


840,880 3,149,359 691 ,523 3,718,198 887,463 


C. SFATEMENT OF OPERATIONS 
REVENUE 


811,081 
29,799 


3,072,151 
77,208 


3,990,122 
128,076 


EXPENSE 
POWEDIRUTChased sterner scsadscctees Meets oa 679,808 2,487,978 592,817 2,816,187 701,196 
LocaluGeneration <aidicnioscseatranenuuimedicnsowt — — —- 75,663 — 
Operation and Maintenance...................... 47,186 121,945 29,113 120,120 46,027 
Billngcand' Collectingccccscssssoccsvese-ssecance 28,557 59,114 18,551 107,590 36,612 
PNAMINISCAOM Gren. cae ase sce e ners cater cerns 45,663 116,278 18,989 90,482 43,279 
Depreciation Less Amortization ................ 28,647 115,742 22,748 162,597 37,936 
Bina ncialu Pe xpenseicey rec. ssn ecee sacar ke eee 35 9,060 24,148 4,014 


ROTAL EXPENSE... seniavass sehquvendewtsnioiisoss 


| 829.896. | 896 2,901,057 691,278 3,396,787 


10,984 248 ,302 eet 321,411 18,399 


10,984 248,302 ae 321,411 | 18399 | 399 


7,000 6,583 10,333 
10,984 248 ,302 (6,755) 314,828 8,066 


10,984 248,302 fh hee 321,411 aie 399 


Income Before Extraordinary/ 
Wnusual tems <iomnetadacctecotersetticaye cscs se 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


NOt IMCOMC. 65.55 hh cee enone aaa sacar 
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Pembroke Penetang- Petrolia 
uishene 


2,111 


Municipality s..35 i: Siigcer cri, 4. eae Peterborough 


Number ofsCustomersiyescia.csctacen 2 eee 6,232 23,968 1,732 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantfand cfacilitiesh otrn sm.ccscetecotMneiec see 8,800,293 2,053,418 2,842,181 39,448,115 1,954,056 
Less: Accumulated Depreciation................ 4,225,797 770,227 1,240,932 16,866,358 849,049 


NGC ifixed Lassete Hh Fe cio. Jb ceeeautarmcunngs 4,574,496 1,283,191 1,601,249 LSS PST) 1,105,007 


CURRENT ASSETS 


Cashaand eBank xe Nee tec cs is. Bec ee 616,878 188,974 653,082 1,100 61,445 
INVestMentS eee) et hc eae Pe rei — — — 3,949 438 96,387 
Accounts wReceivable. scan tee en aerate 190,125 86,908 372,519 2,268,741 57,647 
UnbilledtRevenueis 2c. c ae eee ee 899,048 486,391 283,153 3,539,360 206,800 
INVENTORY eeeceescint y cicnghn noes eee ote ee 368,960 21,332 99 ,620 655,848 93,597 
Other cc t cutned atc cast nk RE eee 4,471 3,790 4,165 — 2,296 


otal Current: Assetsicii.3. 08s. eace nual 2,079,482 787,395 1,412,539 10,414,487 518,172 
CUEPIER ASSETS. 023, (58. 0....8. ahd evade es. 154,662 4,621 8,183 71,066 — 
EQUITY IN ONTARIO HYDRO............... 2,119,783 1,421,747 2,101,933 16,997,930 1,075,134 

TOTAL ASSETS. 003i ocho BAe 8,928,423 3,496,954 5,123,904 50,065,240 2,698,313 


DEBT FROM BORROWINGS 
Debentures and Other Long 


ETM DGD: cst enu tc ascen shew ous auc 727,923 1,123,768 
Less Sinking Fund on 
DC DENINIETS as titre Ua ee esl as — _ 
727,923 1,123,768 
Less Payments due within 
ONERYCAL CE recuse the ottene stesso eee eeadece, 230,413 256,699 
POUL co. andenets eatin saute areca sate cee oe! 497,510 — — 867,069 a= 
LIABILITIES 
Current Aig OS 2 cals itdsive side. camscanan anit 1,268,290 342,169 402,737 4,295,197 207,717 
RPEHOT AL IRINEES oa vi ss vanclloc eettadoainagness acu! 94,580 7,455 23,731 672,790 715220 
ML Ofal cok ciatsndedueNiteassssoui to dee te meme ties as 1,362,870 349 624 426,468 4,967,987 278,937 


DEFERRED CREDIT 
Contributions in Aid of 
CONStKUCHION ueeten tate eee ee ee 


459,059 
37,443 


47,769 
6,812 


196,121 
16,784 


291,381 
43,056 


1,262,007 
117,419 


421,616 1795337 248 325 1,144,588 40,957 


RESERVES at cccccncoevuteni aokaee tee aees = — — == == 
RUTETLY sEAQUDUY 5c ess sacsscnctastesoeducncesene 4,526,644 1,546,246 2,347,178 26,087 ,666 1,303,285 
EQUITY IN ONTARIO HYDRO............... 2,119,783 1,421,747 2,101,933 16,997,930 1,075,134 

TOTAL DEBT. LIABILITIES & EQUITY . 8,928,423 3,496,954 5,123,904 50,065,240 2,698,313 
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Municipalityen «,cntsacccse bocce ttn toon .oatoantncceeens os Pembroke Penetang- Petrolia 


uishene 
2410 


Peterborough 


Numberrot, CustOmersiesig: cccccscrecscasecceteceseese 6,232 23,968 12732 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 4,156,766 1,493,233 
INetaincome for yeantiesc: cose, eceeece tees estes 369,878 53,013 
Capital Contributions in respect of 

land/street lighting plant received in year 
NGIUSEMENTS Bede ctace tic ocs once setee harmaenee kecwet 


$ $ 
23,988,653 1,238,704 
2,099,013 64,581 


2,156,014 
191,164 


UTILITY EQUITY, END OF YEAR ........... 


4,526,644 1,546,246 2,347,178 26,087 ,666 1,303,285 


C. STATEMENT OF OPERATIONS 
REVENUE 
SELVICEMREVENUCH eet ceecrc ater ate ee oko connie 


7,118,357 
199,036 


7,317,393 2,961,410 4,022,627 33,115,140 1,763,951 


5,773,133 


2,911,483 3,943,920 31,200,486 L/S 9k 
49,927 78,707 1,914,654 52,560 


‘EXPENSE 
POWER UICHASEGN skrede sc nccone oe toe edar sete cece 
HZOC ATE GENETAalOMstintesacencnnssaacane raaueotenoatios 


2,608,865 


3,473,414 26,093 ,617 1,381,556 
_ 185,070 — 


Operation and Maintenance...................0.. 352,816 115,868 130,781 1,492,773 123,391 
Billinguand Collecting sc.1c-e-a.racecsses cerns 174,879 43,544 62,847 645,055 36,816 
PACMINIStratiOnl cece coon reese comecw reece ee 228,061 34,454 68,747 819,859 93,758 
Depreciation Less Amortization ................ 318,064 65,253 94,297 1,685 ,363 60,704 
Financials EXpense)..cs.sscecscasads- seeks ayerenseve'es 93,309 5,913 1,377 158,390 3,145 


MODAL EXPENS Eaesinnccssaventuancecsevonsnnee 


6,940 | 6340.262 | 2,873,897 3 831,463 31,080,127 1,699,370 


377,131 87,513 191,164 2,035,013 64,581 
7,253 34,500 (64,000) 


369,878 53,013 191,164 2,099,013 64,581 


_ _ 333,000 _— 
53,013 191,164 1,766,013 64,581 


369,878 53,013 2,099,013 64,581 


Income Before Extraordinary/ 
ROmusuialoltemsicsescsc vcs ccccces cece ene ates 


302,692 
67,186 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGLE LIICOING@. ci ccte scar eer en os renee neat 
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Municipality ..2).cc2tt Berane eee oo sac cn eetast te ccets 


Number) of ‘Customers:t.25..c0:csde.0o cdttitees cacte 


A. BALANCE SHEET 
FIXED ASSETS 


NOt: fixed) lassetSec acuscce cose setae w anata ens 
CURRENT ASSETS 

@ashvand: Bank sa. ee osee asst accord eats 

INVeStMents wana tec cna cans teesa satura eae 


TotalaC@urrent sASsetSuc.s tear eocee eee 
OTHERWASSETS €6:9. 2 ic cect sac. otent ee ee 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Werm: Deedee teantity goncnscaccomenmanttncsincnc 
Less Sinking Fund on 
DYE DENtULers vse asaies weds ceateaaestnecer 


Less Payments due within 
OMEDVEAT ssc ota eepeeelcness vscerenteerostecte cies 


LIABILITIES 
Currentaliabilitiescuct in aii ee ee 
Other iabilities’:..-e se eee ee ee 


DEFERRED CREDIT 
Contributions in Aid of 
CONSRUCHON eet ee 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Pickering Picton Plantagenet | Point Edward] Port Burwell 


16,997 2,057 380 


$ $ $ 
21,398,244 2,214,806 372,613 TBR SES, 259,812 
3,982,992 953 ,887 164,396 384,177 147,681 


17,415,252 1,260,919 208,217 369 376 112,131 


65,746 114,218 21,213 101,033 17,465 


200,000 — 20,000 52,500 — 
1,019,581 37,389 8,430 40,834 4,891 
2,466,681 217,009 70,445 231,800 23,600 
1,424,228 104,756 1,859 1,420 5,440 


30,569 6,386 291 203 


5,206,805 479,758 122,238 
45,069 11,975 — 33578 — 
5,774,169 1,385,177 205 ,372 1,732,969 107,561 


28,441,295 3,137,829 535,827 2,533,713 271,088 


cae om “s eS 


6,882,901 179,000 16,000 
19,000 5,000 


160,000 


427,790 51,396 


587,885 


6,295,016 


2,646,082 
686,201 


254,284 
39,400 


232,180 17,492 
3,463 3,604 


3,332,283 293 ,684 65,077 


235,643 21,096 


6,323,801 
624,873 


47,605 
8,579 


11,250 
1,698 


91212 
18,302 


5,698 ,928 


72,910 21,073 


121,358 
107,561 


39,026 Se Bye 


7,340,899 
5,774,169 


1,259,942 
US853077 


244 826 
205 ,372 


28,441,295 3,137,829 $35,827 2,533,713 271,088 


492,191 
1,732,969 
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Plantagenet | Point Edward] Port Burwell 


Miunicipalityr.....cdvescestie sstetn ee «ts steldecwes coc aas Pickering 


INUMBDET Ol GCUStOMES areas uc ceva to son voutetteate asec 16,997 | 1,017 406 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetumncome: fon iveatitan......2.4..see quater tees: 
Capital Contributions in respect of 

land/street lighting plant received in year 
PNOTUSUMENS  ncattate cepth nas ceraatasy MURA MMe Reais 


$ 
6,505,254 
656,645 


$ 
245,704 
(878) 


$ 
570,563 
(78,372) 


$ 
101,652 
19,706 


1,361,117 
(101,175) 


UTILITY EQUITY, END OF YEAR ........... 


7,340,899 am | ame | ae 244,826 492,191 121,358 


460,947 2,330,471 247,571 
4,512 19S 157 3,549 
20,292,507 2,076,770 465,459 2,349,628 251,120 


180,992 


C. STATEMENT OF OPERATIONS 
REVENUE 
SEMVICE) REVEMUCH trea sc ccnctascaecotreieeeeeed ancus 19,792,131 2,034,147 
Other, Operating JREVENUC ...pecapasscseseeiiccess 500,376 42,623 


‘EXPENSE 
BROWSER EUTCD ASCO Myatt cc ssiacags cotta teeates os 
WOCATEG ENELAUO Mae ane ccestcoesaeems sane aueninas 


1,788,180 


411,280 


2,262,954 


16,534,556 


Operation and Maintenance...................04. 688,559 108,598 10,962 35,009 8,869 
Billingvand Collecting). ..:5c004-5-sccsaencnacoones 461,379 79,278 IGF 40,928 19,646 
PACIMIMSELA ON a sacnaecsetesomineete at tcatneesimenes. 575,602 91,429 17,716 59,389 11,949 
Depreciation Less Amortization ................ 596,825 78,299 13,492 29,720 9, re 
BinancialvEXpense: vn vassiarsiereacensiicasataceetaes 815,360 33,483 1,760 


SHOWA Te EXPENSES ois siccstscuateigenspnuasasleasaeivcn sta 19,672,281 2,179,267 466,337 2,428,000 231,414 


Income Before Extraordinary/ 

UT STEVGLTS 1d opmos RE saceatccoe itocncorbosnno mace 620,226 (102,497) (878) (78,372) 19,706 
Extraordinary/Unusual Item(s) (36,419) (1,322) —_ _ — 
I EAR EN © OMB) 8 o.25 05, nies sasnncnnonsdcaes seceesmsscewe 656,645 (101,175) (878) (78,372) 19,706 

4,000 — 
(4,878) (78,372) 19,706 


656 ,645 (101,175) (878) (78,372) 19,706 


396,475 
260,170 


16,000 
(117,175) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


RNS EMMIRCONIRE | ck chert cass ths carseiers seeatts oe et oo at 
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Municipalitiyss: .cc.sses ence snc doetetes oacsinestiatnts seas ow Port Colborne Port McNicoll} Port Stanley 
Number) Of sGustOme rs ieeccccsae ss cccecesscceeeenesocss 8,065 895 1,164 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Plantiiand factitiessates.t..accssersssercrcetecnseance 7,299 972 3,163,304 4,892,220 344 936 646,690 
Less: Accumulated Depreciation................ 3,386,686 1,047,112 1,882,676 176,970 349 564 

Nef ifixedifassetsycoccc: seccuaanecs tess stacqeaelies 3,913,286 2,116,192 3,009 544 167 ,966 297,126 

CURRENT ASSETS 
Gashicand: Banks) eiunew sacces as tes eterna sn 1,014,455 703,773 759,226 76,031 43,639 
INVEStimMentsi.cd-cueseass sous senteedaructenacmaoisaeeeans — - 266,277 — 15,000 
Accounts /Receivablew.. >. sccssser recuse eset teaets 242,014 24,488 71,083 83,707 20,610 
Unbilled (Revenues scacwccsonecesecaeesumeanercan esas 903 ,000 503,402 1,068 ,034 97,559 106,100 
INVETROTV eects vec ccaesnieiecccat oemeeU nenea csvset 231,058 62,048 143,362 13,865 15,019 
QTE Ue dae Merete ats de ecede aeRO Gene 5,241 4,083 — 716 — 

Total, Current sAssetsanis.necensmmnasmeresneseons 2,395 ,768 1,297,794 2,307 ,982 271,878 200,368 

OTHER WASSETS eee ice ceeereee nto eek 38,550 1,793 23,229 — 14,250 

EQUITY IN ONTARIO HYDRO............... 4,354,140 1,474,123 3,939,269 405,094 495,212 


TOTAL. ASSETS 1.30 iticiss.c.3.sevmaeroncses- sens 10,701,744 4,889,902 9,280,024 844,938 1,006, 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Therm Debtarcsaasiwtors soccontsscsteeseeenetess 1,607,550 206 ,338 
Less Sinking Fund on 
Debenturers. cic -uscsveqcsccnanee qumctctessuadsanaet — 
1,607,550 206,338 
Less Payments due within 
OME AYEAL si ita stace taseee rane cue sslGae ORG os ances 80,255 12,996 


TROtal ccmsueaasiensastecoane scechies cauishiseetes cinerea 15275295 193 342 — 
LIABILITIES 
CurrentolLiadilitiesicncsmcscceswane ances metre see 884 ,046 355,193 828,281 70,698 
OtherPiabilities ie nutes oneaesecauieesneece enone 328,710 5,546 2,678 1,249 
MM OLal i. ..cduicataun sac secectstas consis saa/stane Uoatabe ves 1,212,756 360,739 830,959 


DEFERRED CREDIT 
Contributions in Aid of 


CONSEMUCTION sca cosnninme sda nataenanecenoneeneceen 269,609 143,447 272,844 
ResscAmortization 2.icc.ccqecocdeanoenecenesee canons 39,401 16,098 $5,725 
230,208 127,349 217,119 3,147 31,521 
RESERVES i: scaxesacteeoapaneses sangria ea anane a arnt oa — _— — — 
(Gri hb) tye) 29) G) i te ae Rastanoroosaetne as arneaokecde 3,377,345 2,734,349 4,292,677 363,180 398 ,276 
EQUITY IN ONTARIO HYDRO............... 4,354,140 1,474,123 3,939 269 405 ,094 495,212 


TOTAL DEBT. LIABILITIES & EQUITY. 10,701,744 4,889,902 844,938 1,006,956 
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Municipalityic.ccecs canaeuse srdetoenss snc osteoteestenactones Port Colborne i Port Hope | Port McNicoll] Port Stanley 

INumbervOf. 'CustOMmersieins.d..vackvercasattedtessapee 8,065 ; 3,991 1,164 

B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. 3,238,551 2,764,652 4,041,503 ; 371,252 


Netincome fOr syeatinenc.s..ic.ccoteenesees ones 138,794 (30,303) 251,174 F 27,024 

Capital Contributions in respect of 
land/street lighting plant received in year 

FAGJUSUMENIS ieoey eieeste cc tes. osur cachieceeorn esos. 


UTILITY EQUITY, END OF YEAR ........... 3,377,345 2,734,349 4,292,677 363,180 398,276 


C. STATEMENT OF OPERATIONS 
REVENUE 


SEnVice IREVENUCH ie wens acsseaetne secon aiircantsioe 9 653,866 3,079 ,663 8,599,857 709,380 758,187 
OthersOperating GREVENUC megs seku eens 153,673 82,114 129,646 16,317 31,870 
TOGA TRE V ENUEI A sclscesedtoloosevesenves's 
EXPENSE - 
Power Purchased (2.2.00) cc.ccccssawaetuatentwesiens 7,985,289 2,850,436 7,732,428 617,106 609 344 
Poca Generation yr ascssssccie ce aansnsaeiteu denen _— — — — _ 
Operation and Maintenance................s:006 456,855 62,831 275 422 35,803 55,642 
Billing rand (Collecting in ..sc-nspeetese cannes oe 330,701 76,394 135,865 16,634 35,096 
AGministration ere scceceesedvseatarciiousscncceaseees 389,051 80,270 170,844 24,638 39,160 
Depreciation Less Amortization ................ 270,730 100,081 161,525 13,187 22,154 
Financial HEXPense pescee esac cosensenns stick cela conser 236,119 22,068 2,245 139 1,637 


MOPALTEXPENSE iicssnsanessasseonsncesesese ccna 9 668,745 3,192,080 8,478,329 707,507 763,033 


Income Before Extraordinary/ 
Wnusual Ttemscra.ciiscnsoseeaensosstenresaseeeatee 138,794 (30, oe 251,174 18,190 27,024 


Extraordinary/Unusual Item(s)................00000 


INE SINCOMB oi oegncsconcesoscsiise asco deans siiateniss' sare 138,794 (30,303) 251,174 18,190 27,024 


_— 3,000 
251,174 18,190 24,024 


17,050 
(47,353) 


Appropriation for Debt Retirement.............. 47,704 
Appropriation for Accumulated Net Income.. 91,090 


INGE UNCOME so. scccanestosiinace sumuneramawctinilnciaaineeecet 138,794 (30,303) 251,174 18,190 27,024 
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Municipality.n.. incites tetas he assscceteecuas teleteties Prescott Priceville Rainy River Red Rock Renfrew 
Number Of Customersites..sccsssstanescs siteesseceess 2,099 106 476 401 3,656 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantvand facilitiestens.c..c.sc..teceretask oa co en es 1,250,114 320,454 216,173 5,623,655 
Less: Accumulated Depreciation................ 710,076 176,044 121,556 2,057 ,799 

INGt TIX GASSEtSicc sacs cacescenesnissheter es ec ecciones 540,038 35,782 144,410 94,617 3,565,856 

CURRENT ASSETS 
@ashFand (Bank seer tateehcccc-cccstsssesemereries ees 186,394 5,676 42,008 46,658 434,101 
INVEStMentS.-taccecsreracoe nye eta te tec mceame eee acon — — oa 30,000 — 
Accounts Receivable nncscscesessuseeeveetusr nes PUPAL UA) 1,644 7,097 7,421 139,404 
UnbilledtRevenueniee cern rr 306,886 7,168 51,696 33,274 773,134 
INVENLOLY (asc0 ct ccne donee cesaet cusdecdeaetacar cai cnien tes 77,893 360 25,857 5,245 146,075 
Bd oY pik CARERS: 3 OA DE RR to — 100 $10 513 3,390 

MotaleCurrentiiAssetSuscuccscteaceenecsecesees 843,550 14,948 127,168 12350 1,496,104 

OTHER ASSETS saieercisisccrorsnccr meee ba — 170 —_ 3,805 11,194 

EQUITY IN ONTARIO HYDRO............... 1,371,410 28,594 233,083 234,408 1,714,264 


TOTAL (ASSETS fiitesecscsicate cst deeeeteces 2,754,998 79,494 504,661 | asset | 
OCA Ltt dy ceeacnseenarsaeet ae enn Taser Te —_ — _ 
LIABILITIES 
Current Liabilities 260,285 5,639 43,764 42,434 452,813 
Other abilitieseaacmverecect cee ae oan 29,763 60 — 567 12,214 
POUCAL cis ccrart cnet anne oma eatnencceteh wae ee ts 290,048 5,699 43,001 465 ,027 
962 
60 
902 


6,787,418 


DEBT FROM BORROWINGS 
Debentures and Other Long 
herm, DeDtr ctruttereadescenstenomeuteaers oaciess 
Less Sinking Fund on 
Debenturers ovecessesetvaradsacteacaeomestenantin asia 


Less Payments due within 
ONESVEAL. crs. feemtadt toa nasasscuant tee eatee res ace 


DEFERRED CREDIT 
Contributions in Aid of 


CONSELOCION a. cue easeaenci cee eand eeteuse 1,464 
Messir AMOrtizationic.c, sesauesesancstanmenadentae ats 290 
11,168 1,174 2,447 45,833 
RESERVESH acter mem rracaitimie aaeaes — — _ — = 
WET YOR OUT: eure trance rer ee 1,082,372 44,027 225 ,367 177,630 4,393,294 
BOUITY IN-ONTARIO: HY DRO Ree cents: 1,371,410 28,594 233,083 234,408 1,714,264 


TOTAL DEBT. LIABILITIES & EQUITY . 2,754,998 79,494 504,661 6,787,418 
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Statements for the Year Ended December 31, 1986 


Municipality acs.1..canswusstoataescssssasey-ochlecesmarsetes Prescott Priceville Rainy River Red Rock Renfrew 


Numbervot GustOmers ccsd.ccnsos cass sock teens ovens 2,099 106 476 3,656 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 1,017,319 75227 3,971,162 
Net income: fOr year !eic.d.0s0<5.-ccemesen uote = ce 65,053 403 422,132 


Capital Contributions in respect of 
land/street lighting plant received in year 
ANGJUSTMENS) co. spesioendeegeewsnw stan ecenseeadeenesees 


UTILITY EQUITY, END OF YEAR ........... 


1,082,372 44,027 225,367 177,630 4,393,294 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVENUC sy cnn evesccsccassesnecngeonssssseees 
Other Operating Revenue ................e0ss00 


4,465,594 
102,863 


2,061,030 
85,300 


57,666 476,734 329,837 
492 5,380 7,952 


2,146,330 58,158 482,114 337,789 4,568,457 


MOTAL, REVENUES si csccccccetecertusnsesissn ses 


EXPENSE 
Powe rePurchasedinccaten. aicccwvenectasenanesnes ess 1,818,164 399,122 260,905 3,302,248 
TPocall Generaons ice sacorewuencscesasea sass anes sss — _ — 170,240 
Operation and Maintenance...............:::08 79,240 14,375 29,029 203,157 
Billing and Collecting ..............cssseeeseeeeees 82,452 25,411 19,757 93,347 
IA MINIStratiONn r.csecs sev ecars<-neeenceneenaswannstie ss 63,833 16,666 18,735 160,923 
Depreciation Less Amortization ................ 37,580 1ST 79 8,960 167,036 
Financials EXpense avarcsnseeee ees tsnasemeesesscssee es 8 —_ 46,679 


MODAL: EXPENSE ocieec:scossnedssassas esses sels 


2,081,277 54, ES 468,353 Oe 386 4,143,630 


65,053 3,593 13,761 424,827 
2,695 


mee 593 13,761 422,132 


=e = — — 98,000 
65,053 3,593 13,761 403 324,132 


Income Before Extraordinary/ 
Mmustiall tems} ssencece es aeee cons use v saeeeaaner canescens 
Extraordinary/Unusual Item(s)............:::0eeee0 


INET INC OMB sa.cc0n. tse crceweesiicerncsenacscssnssnce' 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGER ER COIN. aiior acai se eeaaeee o acacenacote chee omianeny 
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Municipality... 53.22 iad sessgsaue es davaioeseeens Richmond Hill} Ridgetown i Rockland Rockwood 
Number ofr Costomersie:iaccccctesesnceoe eoniees 16,234 1323 1,855 519 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant and: facilitieswn ssc: ccs neces eonemecace leaden: 35,704,597 1,014,163 173,990 1,371,198 467 ,898 
Less: Accumulated Depreciation................ 7,596,881 440,667 81,349 510,360 127,872 

IN GCS fIXEGMASSELS Sarw aemarmeds aicre otc scle untae 28,107,716 573,496 92,641 860,838 

CURRENT ASSETS 
Cashtandi Bank fees arscieccacenerte muon ners 1,271,605 142,247 36,698 27,949 
INVEStMENtS Has eit Ra aoa covet einen — —_— 30,000 14,648 
ACCOUNTS RECelVaDlewsncensvenvatet staicgessacesese 2,490,637 14,341 15,398 5,268 
UnbillediRevenue cae scetcoce octecrecensneesnoueoee 1,578,202 164,000 35,230 433,098 
INVENTOLY wiser eabaee cea tones qesedsneaosesaos menos ae’ 1,624,142 10,903 2,087 13,275 
Oe ree cae cee on tras came wae ond Dome ea een ee estan 14,345 762 213 115228 

TotaluGurrent “Assets:scaieeccnrie 6,978,931 332,253 119,626 505,461 108,685 

OTHERVASSETS Wereiecnte cs cseeue sacar aeae eras 101,440 — 429 12,000 — 

EQUITY IN ONTARIO HYDRO............... 7,733,188 737,583 194,210 7123559 228,342 


TOTAL “ASSETS vainiecseorssarosceesate ses scses 42,921,275 1,643,332 2,090,858 677,053 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Term Debta:.verearsencos, unease aman aeeees tues 6,232,844 
Less Sinking Fund on 
Debenttrersseentincaceanin bis eaten aera _— 
6,232,844 3,000 
Less Payments due within 
ONE WVEAL a eteteee es Mewes a antans ae renee ee awa tes 556,555 3,000 
Total dents a interes aaveeninds 5,676,289 
LIABILITIES 
Current Liabilities .......... fare rcerlaitiah arabes dank ilat 3,585 ,482 88,435 30, ve 291 ,684 
Other eia Dilities way ea edaeen sae anh ncaa 438,269 5,838 44 296 


"POtals oe ant dE AR Liat te 4,023,751 94,273 31,048 335,980 
DEFERRED CREDIT 
Contributions in Aid of 


COnStructionaivncehererrnsa eed aderctceeene 13,991,252 166,467 53,896 
Besss Amortization sace vackesecse eee tac eecreee 1,208,355 23,203 3,855 
12,782,897 143,264 50,041 

RESERVES 50; sacar inca aircktes ae earner — ee = 
UTILITYZEOUTTN a eco ce cea cunence nine 12,705,150 811,476 181,648 899,055 335,516 
EQUITY IN ONTARIO HYDRO............... 7,733,188 737,583 194,210 712,559 228,342 


TOTAL DEBT. LIABILITIES & EQUITY. | 42,921,275 1,643,332 2,090,858 677,053 
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Statements for the Year Ended December 31, 1986 


Muniicipality............cssccsssccneeenscerevsenscsecenens Richmond Hill} Ridgetown Ripley Rockland Rockwood 


Ninibe riot: GUStOMerS nese. se oe es casewiesneeRaptee es ace 16,234 1,323 303 1,855 $19 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 10,690,703 821,817 186,524 822,149 324,062 
Net income for year............:ssscssscerseeseeees 2,014,447 (10,341) (4,876) 36,530 11,454 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment ...........:sescsnsececeesennaeeseeeeceees 


UTILITY EQUITY, END OF YEAR ........... 


12,705,150 811,476 181,648 899,055 335,516 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVENUER acer neces aces sseseoonssnacnacnss 20,135,728 1,184,263 278,779 2,207 ,238 514,363 

Other Operating Revenue .............:-.ss0e+ 524,431 31,780 4,996 2531/5 12,806 
MOMAPERE VENUE s.cccnccccccotescciees seaesanenlss 20,660,159 1,216,043 283,775 2,232,413 527,169 
EXPENSE 

Power eurchasediinacctecchassacaccsthesceteies seas 980,383 256,371 1,911,469 458,755 


15,951,017 


WocalnGeneranOur sancgass ose secnestonesetc susie — _ — — 


Operation and Maintenance.............-.ss0666 811,628 80,023 9,700 94,372 W252. 
Billing and Collecting ..............ccccsecesseeeees 392,478 41,019 7,293 43,098 16,915 
PNaministratlOnerectecce mete acconetssecacean sess 535,302 72,589 8,329 81,688 17,041 
Depreciation Less Amortization ............+++ 749,795 39,549 6, me 50,890 134 al 
Financial Expense .........-..00cssusccsssssesersees 671,211 592 14,366 

POAC EXPENSE hse beets 1,214, fae AS5, | 2,195, | 2185-868 | 


Income Before Extraordinary/ 
Wmusitaleltemsmeemn cers cnacasweredcoueamate ce gsisens 


1,548,728 1,888 (4, ee) 36,530 11,454 


Extraordinary/Unusual Item(s)..........-..0e+seee (465,719) 12,229 

INES UNCOME ta. cccneectccnctoceceecensesrarssenseraes 2,014,447 (10,341) (4,876) 36, eee 11,454 
Appropriation for Debt Retirement.............. 425 ,420 2,000 _ 4,000 = 
Appropriation for Accumulated Net Income.. 1,589,027 (12,341) (4,876) 32,530 11,454 


INGUMINCOME soci sek sciea scr creneesacertetsenusscsesstiesoenes 


2,014,447 (10,341) (4,876) 36,530 11,454 
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Municipalityiia titer ces te vecseseuasact terion. ose Rodney Rosseau Russell Sandwich W. Sarnia 
Twp. 
Numbéraoty Customers neut... caer taeceren ence 493 162 $25 4,644 18,003 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantanid facilitiesinsec...ccnaeeee ena iatee 190,544 160,132 417,550 3,747,031 16,060,288 
Less: Accumulated Depreciation................ 112,359 59,270 159,673 1,342,022 8,212,853 

INECSIIXEG FASSEIS Met Gotten ceeetn tack acatees 78,185 100,862 257,877 2,405,009 7,847,435 

CURRENT ASSETS 
@ashvand iBank eet et ccccaviaia eee cceas 5,332 7,968 18,107 40,248 945 ,260 
Investments 4: dence cee cates en see eeiatacce — — — 249 808 — 
Accounts Receivable............ /Rptoe geet cnc Rer nae 2,229 3,118 20,531 61,430 1,180,729 
Unbilled Revenues. ...5.-0.c0c 1418 aces eereati es le 42,500 20,644 100,388 648,800 2,209,950 
INIVENtOLYVian ee certs eo omasalencatese reece 189 2,520 820 103,630 811,579 
ONE es aeccchan carer eas rR caine Cun ere tas — 107 — 2,891 44,836 

Total=Gurrent Assets andrcanowrerneneas 50,250 34,357 139,846 1,106,807 5,192,354 
OTHERCASSETS Sse ceere eateneeees cs —_— 500 _ 729 599,083 
EQUITY IN ONTARIO HYDRO............... 223,503 70,839 236,713 1,771,503 19,938,803 

TOPAL-ASSE RS i23 ters. cssetteaheeetennien. 


351,938 206,558 634,436 5,284,048 33,577,675 


DEBT FROM BORROWINGS 
Debentures and Other Long 
hermabDebta cam cucsecctmene tare scene 
Less Sinking Fund on 
Debenturersiisecnetire ee nee 


1,129,283 


1,129,283 


Less Payments due within 


ONEM VEAL cae dates eas theta aceeceeuneaees meade 130,345 
Total oscvutanscinaianreaiirten vectors: 5,000 998,938 
LIABILITIES 


34,648 
1,210 500 


69,598 
2,895 


309,535 
17,110 


1,988 ,520 
144,877 


Current i Biabilitiesiecnc dtc tener ceneness 
Othersliabilities ects cae ete eae 


72,493 326,645 


231333397 


DEFERRED CREDIT 
Contributions in Aid of 
CONSETUCHION aeons & aati eeeraionlnoe 


762,056 
102,782 


339,209 
32,951 


5,843 11,073 659,274 306,258 


RE SEMA MEGS Scleasiists cadens sesaaunemidactwanreeasradens a — =e = 
TES Ee OUTS oh tess cane weennewenetnasicsens 86,734 113,118 309,657 2,521,626 10,200,279 
EQUITY GINGONTARIOTHY DRO nei cs eeese 223,503 70,839 236,713 1,771,503 19,938,803 


TOTAL DEBT. LIABILITIES & EQUITY. 


351,938 206,558 634,436 5,284,048 33,577,675 
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Sandwich W. 
Twp. 
4,644 


Municipality: «,,ctcoccsemepbiectss «csutsccnmseeteainee ri ce Ine Rosseau Russell 


INumbenR Of CUStOMersi ian, ccc anchors costweneecaunes S25) 


$ 
296 ,239 
13,418 


$ 
2,387 ,388 
134,238 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Net income sforsVeares unc: ccresseaste str eee ae ons 
Capital Contributions in respect of 

land/street lighting plant received in year 
AA GIUSTINENIS or steers ss cco se see laaeemearess’ 


107,353 
5,765 


9,852,257 
348,022 


UTILITY EQUITY, END OF YEAR ........... 


86,734 113,118 309,657 | aaa | 10,200,279 


356,549 122,607 603,695 
6,933 2,052 13,009 
363,482 124,659 616,704 3,971,253 24,410,269 


20,412,730 


C. STATEMENT OF OPERATIONS 
REVENUE 
SELVICE UREVENU Chore cs cc sss ctoucs eee eeseeee scenes 
@therJOperating Revenvels..s.cces. css: senen ss 


3,891,807 
79,446 


24,081,516 
328,753 


OMATERE VENUES qacosccencitansntetiawessee sss 


EXPENSE 
POWerePurchaSed: wes Acgacc te: oc veces aces aetna ses 
IOC AWGENCRALOMe cas. citrine or tuareececuemesies) 


315,547 


106,029 


555,946 


3,315,504 


1,826,766 


Operation and Maintenance..................0665 9,950 2,397 7559 264,600 

BillingvanduCollecting ea.unvcer sete eee etace: 11,309 2,136 13,224 75,481 598,722 
PACMINIStratiOnrs-cccncdor-cceas cheer eaescioness tes. 16,199 1,618 8,662 69,054 525,841 
Depreciation Less Amortization ................ 7,726 6, i 16,106 109,587 555,862 
Eipancial EXpense ccsen.casccnees semtmuensoretees 1,789 2,789 142,326 


MOTAT VEX PENSE iiccccoscmescricceseg on: cnses ses 


360,731 118,894 603 ,286 3,837,015 24,062,247 


13,418 134,238 348,022 


Psifeh! 5,765 13,418 134,238 348,022 


— — 7,000 4,000 41,400 
2,751 5,765 6,418 130,238 306,622 


P| 5,765 13,418 134,238 348,022 


Income Before Extraordinary/ 
RGinusvialMItems set erert nce vccaes necsebanneenenn ance 
Extraordinary/Unusual Item(s)...............00000e- 


pai fs)| 


NEE UNC OMB oars nccecacesansessonmpes satebactsirrs ae 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ENCE METICOME. orc fosercsticcs aoakanatatrtuemercm een corer 
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Shelburne 


MUMICipality is.sys hate see cecses ts deste comet moar tccs he Scarborough | Schreiber Twp. Scugog Seaforth 


Number of 'Customersiiatccicchs cece ercerns 119,442 1,789 1,018 1,197 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant? and facitiesc.2).0..sccccsesspaeeonotaenccot es 165 ,227 ,688 598 ,394 1,679,933 911,175 1,134,984 
Less: Accumulated Depreciation................ 51,390,829 261,692 607,782 321,203 502,884 


632,100 


336,702 1,072,151 589,972 


Neti fixed assetsi..com ere etc ne s 113,836,859 


CURRENT ASSETS 


Cash* and? Bank HOM ee. eee. coe ecco 2,194,795 64,286 $8,783 70,437 148,401 

Investments) ces. ae ena einen ee 9,817,357 22,000 85,000 — 114,390 

Accounts -Receivable.c...sovcnssoctieccaneeose ose 11,910,096 16,953 12,241 20,238 37,037 

Winbilled (Revente aiesasaccctita cecese ene onet 14,676,268 184,752 263,500 132,400 166,462 

INVENLOTY hers ee terreus acute ec emer e encore 5,597,057 52.957 $2,391 29,544 30,624 

LO) dra) Aya. eR MN CSB RAE A oh ON 8 ty heh ct 90,467 1,145 2,216 324 2,485 
Notal,Current “Assets esascscatsdesecsese eee ee 44,286,040 342,093 474,131 252,943 


6,206,721 — 1,724 2,484 
76,392,452 476,847 895,875 669 334 


240,722,072 | 1nss.6e2 | 2,443,881 1,514,733 1,753,607 


DEBT FROM BORROWINGS 
Debentures and Other Long 


Hermy Debts ni wemnnnccss caterer cc eei ce 11,324,902 
Less Sinking Fund on 
Debenturersignee ne oneness 8,093,043 


35231859 


Less Payments due within 


ONGM VEAL caccua cers Sieceeenchesn sed dante dene cleseones 151,085 
ROL piven teed eeis Verse Ahivvetgeccnene Reeds 3,080,774 — 
LIABILITIES 
CorrentuLiabilities 325.4 aitie ant nunwaeecn ake 16,259,328 126,325 186,839 136,255 
Other Liabilities cncetes ee ene 7,282,213 1,103 40,246 335935 


23,541,541 127,428 227,085 169,790 
DEFERRED CREDIT 
Contributions in Aid of 


Construction exniiien nearness 


16,955,026 
1,886,507 


86,833 
12,329 


15,068,519 57,007 


18,657 74,504 6,571 


PRESERVES ite gescrchs aasantaeanne waawiee eeerkG = aad as = Ta 
Bp 808 Nay dal =) 103 9 By Seale wae eB aeriNen Ga) 122,638,786 532,710 1,246,417 583,404 859,702 
EQUITY IN ONTARIO HYDRO................ 76,392,452 476,847 895,875 669 ,334 622,108 


TOTAL DEBT. LIABILITIES & EQUITY . 


2,443,881 1,514,733 1,753,607 
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Statements for the Year Ended December 31, 1986 


IMitinicipalityccn.ces car ccensecennses ssa satiedel satere senate Scarborough | Schreiber Twp, Scugog Seaforth Shelburne 


INumbersots GUStOMErSmc.: coceras bosses: teak caeeenee 119,442 1,789 1,018 1,197 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 113,787,317 468,625 1,198,475 593,308 829,221 
Net INCOME TOG Le aTine. ano. -oneesbere-cedee cules 8,851,469 64,085 47,942 (9,904) 30,481 
Capital Contributions in respect of 

land/street lighting plant received in year 
A GIUStMENtS chen. deg hacia enc scare seaken Basae eel« 


UTILITY EQUITY, END OF YEAR ........... 


122,638,786 $32,710 1,246,417 $83,404 859,702 


C. STATEMENT OF OPERATIONS 
REVENUE 
SenvicenReVenu Gs.us.- 500: - csc cecans ranted cnen sa aes 184 458,337 1,021,888 


1,902,766 968,792 1,261,581 


OthermOperaungeRevenuce noone eee ae. 4,064,908 18,908 42,683 20,863 42,573 
ODALOREVENUB tcc): caist weep avis 
EXPENSE 

RowerpPurchasedies sre, sance<scasstese.tendtas s+ 158,877,915 869,193 1,666,037 797 ,372 1,096,948 

WocaliGeneratione.....sosvecer ct oce sees te ecesere ‘ — — _— _— — 

Operation and Maintenance...................06. 7,226,223 33,219 54,370 79 ,983 43,163 

Billingeanda@ollecting nue. cs ce eecen tees ne reece 4,270,265 26,673 47,233 27,358 36,623 

PA AMINIStratiOnecascsavcsc css suseets snese acess « 3,346,034 23,550 72,470 58,764 47,608 

Depreciation Less Amortization ................ 5,366,037 24,076 55,057 30,540 42,751 

Binanciale Expenses. ccc ernet cavonedasenwacecess 585,302 — 2,340 5,542 6,580 


OWA LE XRENS Biro. con corsncer cess cscs cclenes 


179 671,776 976,711 1,897,507 999,559 1,273,673 


8,851,469 64,085 (9,904) 30,481 


8,851,469 64,085 47,942 (9,904) 30,481 


_— 9,925 — 3,000 
64,085 38,017 (9,904) 27,481 


64,085 47,942 (9,904) 30,481 


Income Before Extraordinary/ 
WWinusualmltemsr rcs sccrcceeweceet cine sie aes Seecieiss 
Extraordinary/Unusual Item(s).................0666 


INES Dee INCOME crc cosets cess cents ss cies serosa seven 


834,214 
8,017,255 


8,851,469 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE INCOME 55 ch. 2 acisae ios ones dinecaesasesles anes eonnesines 
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Municipality ct.cecasecerieienr sas scunecasestetmere sca: Simcoe Sioux Lookout} Smiths Falls South South River 
Dumfries 
Number ‘of }\Customerse cy .cosncleen soc en eee eeeens 6,087 1,253 4,179 401 512 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvandijtacilities.c.t.nccscscesu eee cea 6,477,261 1,647,807 3,768 ,623 309,295 381,586 
Less: Accumulated Depreciation................ 2,378,278 602,752 1,714,200 124,491 209 ,969 


Neth fixed) aSsetsicaatemens. seat cnsiacansenees 4,098 983 1,045,055 2,054,423 184,804 171,617 


CURRENT ASSETS 
Cashand sank ec ecrsccss. cache tre eeee ae 


955,391 88,676 76,036 


176,374 


Investmentstentassee onrteer a enone — -—— 609 ,320 — — 
ACCOUTES sRECEIVADIer a ecgces seas scecce er cence 320,915 49,221 397 ,647 10,444 19,175 
WrbilleditRevenvecesccre ie ccmesece eee 532,000 303,712 347,039 66,000 61,339 
INVENEOLY tes satan nostic testa omen omen ee 392,988 94,674 112,596 18,034 58 
Othererna taste ete ee iehanant nen toia et ones 38,557 7,563 4,686 —- -- 


2,239,811 


183,154 


ZoN324 


156,608 
13,212 _ 
4,151,515 3,039,030 207,818 


10,490,309 2,244,371 6,754,327 625,279 536,043 


ERE 


st hole eel 


455,170 


744,146 


1,647,662 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PermiyDebtiier werecrs oor ca eetecee arena 
Less Sinking Fund on 
Debenturers tas nae tenon eae 


Less Payments due within 


ONE AVEA Tess nu sse sess aenautheasdetencccscettnteeeaee BIe29 
Rota eee ee ere ne nen ene eile 207 ,407 
LIABILITIES 
Currentabiabiliticsmcmacumnersttecaie eee 947,464 248,341 474,113 49 386 40,028 
Other Miabilities frist. coserssceeesaccaet esas 125,296 4,374 40,739 530 3,413 
LOtalowcc mee ereeee cm aiskae eect eee 1,072,760 2O2 sls 514,852 


DEFERRED CREDIT 
Contributions in Aid of 
ConstEUction setae ee sect ee lito 


2513913 
22,347 


329 ,466 
25,003 


65,444 7,424 


235,226 304,463 


53,650 


RESERVES oer ostus eaien tense onnetememmnetananse ai = = = = 
RTE Ey OEY on cs suc cant wagers aayharean tatu 5,030,808 735,640 3,146,795 252,598 277 360 
EQUITY IN ONTARIO HYDRO............... 4,151,515 744,146 3,039,030 LSI SaL 207,818 


TOTAL DEBT. LIABILITIES & EQUITY. 


10,490,309 2,244,371 6,754,327 625,279 536,043 
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Statements for the Year Ended December 31, 1986 


South South River 


Dumfries 
401 


Municipality ).tsscneettiesctra tess iea seen cb gecteaven neat Simcoe Sioux Lookout} Smiths Falls 


INUM DE Ofr CUStOMErS: sees creek ose sea ais 6,087 1,253 4,179 


$ 
279,524 
(2,164) 


$ 
4,936,283 
94,525 


$ 
637,213 
98,427 


$ 
3,083,447 
63,348 


$ 
2197371 
33,227 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INCtuincome [fOr iy Calter pes dssncessatenieccetss chen 
Capital Contributions in respect of 
land/street lighting plant received in year 
PACIUSEMENUS)- 5. nneune aed ofleeoas ves wecideely dtaretns oct 


UTILITY EQUITY, END OF YEAR ........... 


735,640 3,146,795 | 252888 | 


277,360 


C. STATEMENT OF OPERATIONS 
REVENUE 
SemVvice: REVENUC its acin, yarn eennaeeanensae shee saiun 7,784,213 1,707,480 
Other Operating Revenuer..ce.cc..scaseee ee 337 ,287 18,562 


4,679,144 
114,859 


493,170 
11,690 


450,626 
USRY: 


EXPENSE 
ROWECGAPUTChased meanest cetens seer beatmawus saved 6,888,069 1,347,086 4,167,207 : 403,161 
HEOCal Generation crass neseesk ere raeeee ncaa ds ace — — — — 
Operation and Maintenance...................065 355,389 66,833 144,601 ; 9,131 
Billing) andrCollectin gh sev.tuseemceansonesiecatent 353,024 61,144 160,319 : 16,617 
PNGMINIStE ATION aedeccsaceeeeteeees ieename re nbesee 197,026 59,674 105 ,633 : 16,600 
Depreciation Less Amortization ................ 230,715 46,481 148,684 ; 15,033 
Binancialy EXPens@ mcr csc sesne sree se snstemeneetorees® 2752 46,397 1,690 200 


) Baars | 026,975 1 | 1.627.615 | 615 4 esl 134 471 Pee ae 742 


94,525 98,427 65,869 33,227 Ce ie 
2,521 


94, ae 98,427 63,348 33,227 (2,164) 


27,788 
94,525 70,639 63,348 33,207 QQ; 164) 


Ee ee 525 98,427 63,348 33,227 (2,164) 


ORAL EXPENSE D iinarscssscusdesenetsstasehievaes 


Income Before Extraordinary/ 
Wynusual: [tems cei ait osetarcicrssnseeoneseaaen 
Extraordinary/Unusual Item(s)...............:00e0e 


INET INCOME ritwisiscose estas nen eeavabsesecseasings ste ds 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ING OR INCOMES: hoc. cece cence eon ea ne 
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Municipal Electrical Utilities Financial 


Municipality tececancscemen ct aitrcncrcenattr est: South West | Southampton Springfield 
Oxford 
Number of Customers 361 1,814 210 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantyvands factlities ororercr:o teminie en reererneae 352,916 1,668,686 92,871 44,632,418 1,470,158 
Less: Accumulated Depreciation................ 181,678 573,154 67,037 16,095 ,974 408,123 


Neti fixed tassets .sniccscscsstesctieneatstsoceesssee 171,238 1,095 532 
CURRENT ASSETS 


1,062,035 


28,536,444 


Cash and (Banker rive hetero eaten 99,710 121,816 2,528,811 135,235 
Investmentsercers sacra eee ate eee 45,000 — 1,143,519 —_ 
Accounts Receivable 5,506 66,597 § 833,706 37,916 
Unbilled'sReventiertre.-cosccccnsmcceeese tere cce 91,350 247,722 2,304,428 159,900 
INVENTOLY oti eeen aceon cenrentten a tieaterse — 45,445 1,940,361 4,940 


OUMED He ticcarssovdeceninecerdsnedeneenssnset semaenuet 1,055 4,323 3,784 589 


242,621 


771,145 


12,000 880,202 

1,000 167,368 
11,000 135,000 712,834 
68,971 


3,312 38,184 1,485 926,854 331,816 


485 ,903 
8,800 
818,031 


29,811 


106,200 


13,754,609 338,580 
434,431 ae 
39,498,800 389,311 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PermeDeD tires tatesstnensroeerst nese: 
Less Sinking Fund on 
Debenturersiery eer ences ee reese 


Less Payments due within 
ONE. VEAP cae. ewe erate seee eee acon encet eas 


LIABILITIES 
Currents liabilities! eee eee ones 
Other iabilitiesecsenesccc sucess necetee ate e ee 


165 ,974 6,213,544 
8,800 1,009,708 


174,774 T3225 ,292 77,303 


16,469 
DEFERRED CREDIT 
Contributions in Aid of 
Construction ye eae ee end eae eee 


359,268 
27,452 


45,769 
7,585 


1,633 
148 


1,028,731 
101,877 


RESERVES Goce 25 una sscocsuseen sen seneamenesanets = = os a — 
EY CE OULD Y can ve woncemneaesche cree rence 330,576 1,242,277 37,691 33,862,544 991,496 
EQUITY INIONTARIOUVHY DROW y..cccee 771,145 818,031 106,200 39,498 ,800 389,311 


TOTAL DEBT. LIABILITIES & EQUITY . 


1,185,004 2,408,266 161,845 82,224,284 1,789,926 
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Statements for the Year Ended December 31, 1986 


Miumnicipalityace cs-cosscuncere deties acnatess »seceeuatees tes South West | Southampton Springfield 
Oxford 
Num benzof: Customersizenscssecasuescsuecckeeeconueee 361 1,814 210 45,117 
B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 314,602 1,251,903 i 31,976,879 965,651 


INete income sfOnsy cance seen ceeone 15,974 (9,626) ; 1,885 ,665 25,845 

Capital Contributions in respect of 
land/street lighting plant received in year 

PXGVUSUMENtS 1 Fecenee seater ccae chins anti ataeesoeces 


UTILITY EQUITY, END OF YEAR ........... 330,576 1,242,277 37,691 33,862,544 991,496 


C. STATEMENT OF OPERATIONS 
REVENUE 


Senviceuhevenuerrmacsra ic aen ecco 893 ,337 1,528,446 145,104 73,220,529 940,164 
Other OperatingeRevenuew. cesses. cece nee 12,952 395777 2,491 864,449 16,638 
ORAL MREVENUES cacsvsessausacaacosoutn aeceaune 906 ,289 1,568,223 147,595 74,084,978 956,802 
EXPENSE 
Powersburchaseding eases cssnssshunasenenuarsss - 827,359 1,352,165 140,901 66,515,022 814,489 
MocalsGenerationit ec, case en nasccseces ote — = = = ses 
Operation and Maintenance...................655 6,316 71,501 2,077 2,204,670 23,734 
Billingeand) Collectingvsi..-ascnsssecssecses+ 17,946 41,355 3,892 868,158 16,531 
PAAGMINIStrAllON incest ce ce seaseteree cers ceecteres ces 22,947 42,730 3,431 917,106 38,156 
Depreciation Less Amortization ................ 14,358 52,923 4,024 1,588,092 37,966 
Binancial Expense mecescosceseeeacse cc esses ace 1,389 ies = 106,265 81 
MOTTA. EXBENS Eek crceticn eeccnaneaen ee ncsere pases 315 br AeeTT RS | ,977,849 } 154.326 | 325 72,199, f aae.at3 | | 930.887 | 957 


Income Before Extraordinary/ 
Winustialeltemscnacecsetsn costes tee easeemacce 15,974 (9, na) (6 S20 1,885,665 25,845 
Extraordinary/Unusual Item(s).................:0665 


NETDOINCOME i ioncssssrcssecanessvessecsecteecseeseacs: ee 5974 (9,626) (6,730) 1,885 ,665 rs 845 


Appropriation for Debt Retirement.............. 1,000 8,000 229,807 _- 
Appropriation for Accumulated Net Income.. 14,974 (17,626) (6, 730) 1,655,858 25,845 


INete Income sot fercitecin cae tu amincaees 15,974 (9,626) (6,730) 1,885 ,665 25,845 


208 


Municipalityscrransccts: snscrtuccenscorcoetecceiere ens tee 
NumbersofiGustomers::ee cdeca ace meen aun es 


A. BALANCE SHEET 
FIXED ASSETS 


Net mixed assets cane hava ene eee etna 
CURRENT ASSETS 
Cash. and sBankwnncis ce rencsessae ere none 


Total-Gurrent/ Assets ecosets seers 
OTHER *ASSEUTS terete neta 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Terms Debt race areca aeeeeeae cesees 
Less Sinking Fund on 
Debenturers:scc..22 cst Scenes 


Less Payments due within 
ONCRVCAT a stvatts conden ee taancactesomoredentessaacee 


LIABILITIES 
Gurrentciabilitieszeae eee eee 
Other Widbilities:mecanseet uence ae eee 


DEFERRED CREDIT 
Contributions in Aid of 
Constructionsccsacnseirn se ee 


TOTAL DEBT. LIABILITIES & EQUITY. 


2,269,925 
988,568 


1,281,357 


158,190 
82,408 
380,000 
40,809 
1,770 


663,177 


1,833,811 


3,778,345 


87,000 


328,875 
8,085 


336,960 
52,334 
4,000 
48,334 


1,472,240 
1,833,811 


3,778,345 
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Municipal Electrical Utilities Financial 


St. Thomas 


10,936 


855395573 
4,308,423 


4,231,150 


261,681 
405 ,000 
1,200,938 
594,266 
339,234 
18,930 


2,820,049 
493 346 
7,761,327 


Stayner 


1,285 


$ 
1,083 ,847 
332,899 


750,948 


18,894 
24,544 
144,821 
36,411 
2,928 


227,598 


506,717 


Stirling 


805 


$ 
705,178 
266,384 


438,794 


105,761 
74,850 
128,493 
2,250 
531 


311,885 


417,499 


Stoney Creek 


14,242 


$ 
17,061,351 
4,870,107 


12,191,244 


1,002,227 
1,285,533 
970,700 
888,718 
300 


4,147,478 
195 ,000 
7,143,585 


15,305,872 1,485,263 1,168,178 23,677,307 


2305923 


230,923 
26,438 
204,485 


1,154,186 
322,363 


1,476,549 
206,991 
12,347 
194,644 
5,668,867 
7,761,327 


15,305,872 


115,530 
2,850 


118,380 


31,041 


ISTAZS 
506,717 


1,485,263 


26,915 


626,070 
417,499 


5,002,674 
100,185 
4,902,489 
143,047 
4,759,442 


1,703,279 
411,169 


2,114,448 


2,046,261 
163,376 


1,882,885 


7,776,947 
7,143,585 


1,168,178 23,677,307 
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Statements for the Year Ended December 31, 1986 


Municipality. corecesamurccesensescnsshecorts sneamacnerne St. Thomas Stayner Stirling Stoney Creek 


INRINDERTOL CUSTOMERS fa deecsscs.sesccnectieteaeeceeas 10,936 1,285 805 14,242 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Net aincome: Tor \year awed s.-5.-scseaesaedevmeces 
Capital Contributions in respect of 
land/street lighting plant received in year 
AAGjUStMEMtS aes ectess ana n eos es ocereecendeee see 


$ 
687 ,856 
49,269 


$ 
590,301 
35,769 


$ 
6,691,981 
1,084 ,966 


1,375,944 
96,296 


5,406,769 
262,098 


UTILITY EQUITY, END OF YEAR ........... 


1,472,240 5,668,867 737,125 626,070 7,776,947 


C. STATEMENT OF OPERATIONS 
REVENUE 


REEVICe REVenGet: 5 Sie. c..0)sdyotucs tests saccuees 2,256,953 13,054,977 1,028,500 793,082 17,234,673 
OthersOperatingeRevenucur. weccrccrssces<oancns 60,025 182,381 14,961 20,930 439,054 
TOHUANE, RUE A SINUS 3s: coneoasoiedbdubbe uc gbbboneanooons 2,316,978 13,237,358 1,043,461 814,012 17,673,727 


EXPENSE 
POW ERB ULCNASEC Wh, veccesterasas sce hteeeteen eet n st. 
WoCal Generalon cis. .cceeede tices cdetesnse arene 


695,095 


14,251,170 


1,837,196 


11,214,113 


872,223 


Operation and Maintenance................00.08 1255555) 926,515 41,505 7,483 455 ,037 
Billingeanda@ollecting nace etree ee sacs sete: 57,668 190,758 20,712 18,665 361,796 
PNGministration wees ect erences eects cacareaeveecsenene 96,890 276,082 17,545 29,985 362,558 
Depreciation Less Amortization ................ 88,231 328,291 36,964 27,015 549,625 
Financiale Expenses. naainee ceasenrsees teens eupn es 15,342 39,501 5,243 — 608,575 
MOTAT: EXPENSE -0i.6h.6, fois. d. sess orond 


Income Before Extraordinary/ 
Winusuali [tems Weise ce ccs nonce daneaccmos since. 
Extraordinary/Unusual Item(s).............0..00000s 


96,296 262,098 49 269 35,769 1,084,966 


6,000 — 
234,399 43,269 35,769 


96,296 262,098 49,269 35,769 1,084 ,966 


INE ES INCOM iie.ccnacerecsescccrecetessesnceeassueoiene 


123,431 
961,535 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCERIMNCOING | eit ecnccntoc acon acoen teehee aasebwairssnns 
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Municipal Electrical Utilities Financial 


Municipalitycistecascriccencoscendutosonsearansanceaens Stratford Strathroy Sturgeon Falls Sudbury Sundridge 
Number of Customers 10,167 35395 2,328 35,232 439 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant*andifacilitiest.cncvc.cctccsere ch rere se evenne se 17,021,193 3,018,312 2,072,086 45,871,651 445,113 
Less: Accumulated Depreciation................ 5,312,066 1,377,849 799,527 16,967 ,625 143,791 

Net: fixed fassets curses eter eceeee 11,709,127 1,640,463 1,272,559 28,904 ,026 301,322 

CURRENT ASSETS 
Cash and Bankstrnnoctcsccnacecestrneeeac nce: oe 104,814 300,429 165,698 —- 42,572 
Investments ieee 2 aks fe oek eenen dele ena raee e — 258,587 — 5,369,185 10,000 
ACCOUntST ReECEIVables:. .ectecoectancrent onteenn teen 1,243,981 37,543 86,921 2,529,188 4,125 
WnbilledvReventeina: sarees co er aeeeoree cere 1,011,522 615,400 402,079 4,262,572 69,100 
INVENCOLY Severson seers te cent etce ae cate onestererets 1,298,131 108,021 49,258 1,018,040 14,460 
Other eaics cee tasers stessesersccsanercote tree senee nce 6,544 2,485 _— 43,173 171 

TotalyCurrent vAssetsive.esscsese-costenecetees 3,664,992 1,322,465 703,956 13,222,158 140,428 

OTHER TASSETS Pe iiretencn-cceccteccit ners ceancers 175,481 — 795 244,716 — 

EQUITY IN ONTARIO HYDRO............... 8,913,062 2,033,358 1,159,331 18,286,425 221,332 


TOTAL, ASSETS frciicaceccsssnadtesttnscccshe 24,462,662 4,996,286 3,136,641 60,657,325 663,082 


DEBT FROM BORROWINGS 
Debentures and Other Long 
ETM. DED ec ectsr setae dtertencomeseeteeens 585,935 12,286,149 
Less Sinking Fund on 
Debenturersseiaimmnterccd. eaiiaa ten terest 
585,935 12,286,149 
Less Payments due within 
ONE VWealepassrdiy.seeetscccne vinta te esacees 93,497 852,427 
TPO tal acre rate tue natin em narta® Marti fan Sr 492,438 50,000 16,800 11,433,722 — 
LIABILITIES 
Currents Eiabilitiesneeear se ees eetcee mene 1,364,693 383,995 353,248 7,082,855 51,442 
Others ia bilitiessmnscreesera tee wean eeseec rte 19,087 44 233 116,837 703,736 Ses 


MOU eat eee cache teen nar cu rst ere Tan Mee 1,383,780 428 ,228 470,085 7,786,591 55,194 
DEFERRED CREDIT 
Contributions in Aid of 


Construction ee fee ee ens 267,011 89,337 1,110,204 60,787 
ess vAMOniZatlon.c oe ncceeautane decent eee 29,118 8,878 123,632 10,612 
237,893 80,459 12,760 986,572 50,175 

RESERVES See ier ota ccne eter caterer eee -- — — — — 
OD TE ED YOR O UMD Ve recta neice arene ee eee 13,435,489 2,404,241 1,477,665 22,164,015 336,381 
EQUITY AINVONPARIO HYDRO eccceee 8,913,062 2,033,358 1,159,331 18,286,425 221,332 


TOTAL DEBT. LIABILITIES & EQUITY . 24,462,662 4,996,286 3,136,641 60,657,325 663,082 
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Statements for the Year Ended December 31, 1986 


Municipality. .cs.sn-0escctunesete-nssocsqnechiacnuian asin Stratford Strathroy Sturgeon Falls Sudbury Sundridge 


Numbete of) Customersieccscccaeccccsccn cee os cesle ns one 10,167 33395 2,328 35,232 439 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 1235515218 2,347 ,736 1,364,727 19,131,057 319,238 
Net incomesforyeatiens. co... ssscanee qnasnes <= 884,276 56,505 112,938 2,770,958 17,143 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGjUstMentS .5...ccee. conten. serescscerntenceeeassdae 


262,000 


13,435,489 2,404,241. 1,477,665 


UTILITY EQUITY, END OF YEAR ........... 


336,381 


C. STATEMENT OF OPERATIONS 
REVENUE 


Services REVENUELS o2iciesesnscsssoseeterasaesmset ess 14,838 ,397 3,865,533 2,530,100 41,274,824 487 ,286 

Other Operating Revenue .............::ee0eee 369 ,569 101,499 53,500 1,130,157 6,757 
MODAL REVENUES ve ccsccceccstsostitinn fescbe sce 15,207 ,966 3,967,032 2,583,600 42,404,981 494 043 
EXPENSE 

Powe rePurchasedicnaten. wissssncncseeeteccactne sii - 12,291 ,608 3,353,852 2,198,596 31,166,596 427,855 


Wocalt Gene rationing... ccsersceotaunes aenanaieeniece 


Operation and Maintenance...............:.06+6 814,549 205 ,968 88,005 1,707 ,967 7,805 
Billing, and Collecting :.........0:-sscsedcevacerens 161,934 71,451 63,991 1,168,056 - 15,999 
Administrationeercrcemrcccenr iacansescrscrsiecs 357 ,868 176,062 40,769 2,202,571 10,370 
Depreciation Less Amortization ..............+. 619,990 96,856 76,855 1,741,413 14,871 
BinancialvExpenser........cspsssnssde sss scenic. 77,741 6,338 2,823 1,647,420 

OWA CEMPENSE GW cclctu co scieshosore 3,910, | 310.527 | Lane 471,039 


Income Before Extraordinary/ 


Winusualpltempspesmsecccters. sesescesscoreeent seeanec 884,276 56,505 112,561 2,770,958 17,143 
Extraordinary/Unusual Item(s)...........-::060e00 (377) 
INETMINGOME Riese. cscaseceeess tee sncaiiriecenseans 884,276 56,505 112,938 2,770,958 17,143 


101,000 
783,276 


884,276 


7,000 4,100 
49,505 108,838 


56,505 112,938 


759,328 
2,011,630 


2,770,958 


17,143 


17,143 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN Gta ENCOMIO$ 5 oo ore scr sees casei come soos nscesrsamees 
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Municipal Electrical Utilities Financial 


Municipality....2..2.ccessteett ahs ssnssedd@cvcsacethaanes Tecumseh Teeswater Terrace Bay | Thamesville 
Twp. 
INUMDE Le Of CUSLOMETS Aemeenreen eae este eeetetecares 2,645 465 933 453 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantwand vfacilitiessyet.cce.-ccacrs. cttomeace caste 256,506 Balsde222 313,422 846,093 271,637 
Less: Accumulated Depreciation................ 96,738 1,016,675 128,455 360,494 167,502 

INetafixed''aSSets®rescn. acc, sheet nea anaes ean 159,768 2,120,547 184,967 485,599 104,135 

CURRENT ASSETS 
Cashtand (Bank weve erste lari tenes 30,744 265,522 38,841 187 ,662 25,459 
TNVEStMENtS eee ee ee cas cmt ont eco ee one hae 12,500 — — — Pelee 
ACCOUNISSRECEIVADIE te eecaeieaceriee eee 6,103 83,499 4,768 40,564 10,072 
UnbilleditReventie: wmcccinaescres eae atiesene 46,986 271,000 91,519 186,031 48 ,600 
INVENCOLy:ccecnen Saeeeece cas Oueorsec re acntae cui alias 252 84,484 7,761 21,296 1,821 
(G11 0) eae Ren HAC i ART Neen Ae at ie Sel) 327 3,465 398 32 591 

otal «Current sAssetsizcavsaes ceeded ere esectaee 96,912 707 ,970 143,287 435,585 

OTHER@ASSETS eres: cies ae — — 1,101 5,679 

EQUITY IN ONTARIO HYDRO................ 235,177 1,027,917 3335223 580,397 


TOTAL ASSETS circ. csccorccstoussetoseetteeeess 491,857 3,856,434 662,578 1,507,260 502,776 


DEBT FROM BORROWINGS 
Debentures and Other Long 
herm DED, steer torereicccvardscsteceder auuznnes 
Less Sinking Fund on 
DeDEMtULerS vercstesessniracteevessenty tooeue errew oes 


Less Payments due within 


ONE. VCAL cs tinea ane A aaancaes atat NPN oseluss 
AE Ota leeetetetrarseecetids damier eae int tne eenancoeeis == — 
LIABILITIES 
Currents biabilities <necctecct troceenadncesteneuneirs 36,280 296,172 39,987 163,067 34,187 
Others liabilities: estes arene eee eee 1,341 4,010 790 — 2,934 
FOCAL cces ont cane Sopa eect doa c rae ee oes 37,621 300,182 40,777 163,067 37,121 


DEFERRED CREDIT 
Contributions in Aid of 


GONSEUCKION Az srasunerarseeieyeeneeeseettecons enn 695 ,604 10,365 17,065 
LOSS) (ATHOTUZATIONG «nc core ae eaten ememeaoneun een ee 70,677 2,001 4,354 
28,807 624,927 379 8,364 PAA 

RESERVES tcc cacicore esos ee ene Cae oe a — a = 
WTETT YB OUT ercenis con cceeera rane tern en ee 190,252 1,903,408 288,199 755,432 147,978 
EQUITY IN ONTARIO HYDRO............... 235,177 1,027,917 333,223 $80,397 304,966 


TOTAL DEBT. LIABILITIES & EQUITY. 491,857 3,856,434 662,578 1,507,260 502,776 


Statements B and C 213 


Statements for the Year Ended December 31, 1986 


Municipality... vt. s.sasverssnin decay ees yseemmeckeeeenaes Tara Tecumseh Teeswater Terrace Bay | Thamesville 
Twp. 
Numberiot CustOmerstirccsssicusssceucotbercenncer 2,645 465 933 453 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 183,584 1,866,900 285 ,467 706,214 158,195 
INEtHINCOME FON VEAP itocscceconsses sees seonyer secs 6,668 36,508 DEW 49,218 (10,217) 


Capital Contributions in respect of 
land/street lighting plant received in year — 
ANGIUSUMEN Siero see ete cete anaes eaecnet casters snare 


’ 


} 190 | 1,903,408 288,199 755,432 147,978 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SenvicemREVenUCierennas. cress censnr stirs sccsecacs 390,486 2,327,739 509,391 1,198,061 395 ,668 

Other Operating Revenue. ............0:0+010--+ 3,097 108 ,873 4,528 21,176 14,637 
TORATARE VENUE! praticscccctsocsten udserussess: 393 ,583 2,436,612 513,919 1,219,237 410,305 
EXPENSE 

Owe te Purchased ae. deetancssnectsssbeoteretrenes-«- 362,500 2,041,804 469,616 1,024 ,369 368,676 


TOC AIG CHETAUION tests ce nomorstestow isis are sals'siers o/c 


Operation and Maintenance............-....000 4,915 124,041 8,555 38,189 15,352 
Billing and Collecting .....0:5<c0c.sscans-nseenssee 6,724 66,716 14,159 28,040 8,787 
Administration amie teecce eau ece:enunes cue: 4,080 87,955 6,375 26,468 17,389 
Depreciation Less Amortization ..............+ 8,116 79 ,068 12,454 35,978 10,318 
Financial xpensemeascstssteseatuacas-cscorerese se 580 520 — 


TOMALPEXRENSE DR nisacsme-c acomnoaneer cise smas%s 


28 _ 
386,915 2,400,104 511,187 1,153,044 420,522 


6,668 36,508 2,732 66,193 (10,217) 
he a pak 16,975 ae 
6,668 36,508 2,732 (10,217) 


= 3,500 — Ss me 
6,668 33,008 PES 49,218 (10,217) 


6,668 36,508 Dele 49,218 (10,217) 


Income Before Extraordinary/ 
LOSPISTENS St Sigh onnasoscesodanosbenocacogdunde.,ocugodt 
Extraordinary/Unusual Item(s)...........::0eceeeee 


NEE INCOME resco caeetnscssseicceaneaannscssrpessuaw 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE OENCOIMNE ca cececosuraincee sis oaer ate sndoerarcneirntewesls 
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Municipality .ute igen ccaawscmee eee Thedford Thessalon Thornbury Thorndale Thornton 
Number Of, ‘CustOmersseic.s.cuilisescevestestoostencctis’s 336 689 969 159 200 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Planttand: facilities sscrinianss cosqnucnieneseeesesen 238,671 $27,598 937,276 
Less: Accumulated Depreciation................ 115,335 25 let) 303,833 
Net ‘fixed! "assetsicc.c5 co: ase sacrmeratcabass 123,336 276,477 633 ,443 43,861 47,905 
CURRENT ASSETS 
@ashi and) (Bank sienna ak es ote a ns eens 35,759 27,790 70,968 14,462 18,205 
TNVESEIMENES Hater eens se tetas a don cetteata taae a hesitate oo — — — 30,000 
Accounts (Receivables nceiseutsssesinseee eens 12,158 24,038 $1,437 2,417 2,859 
Undilled Revenve sci nei ensue aus 32,500 81,556 117,179 19,700 41,431 
INVENTORY! ohcAdscstniccee cena oaserase Weare Nlcald, — 19,729 47,045 — 5,121 
11) 1X2) ee eng ARE POR Erte Sh RORERED ripe ately Lalita 298 629 797 370 662 
otal /@urrent pASSets ices ncsncuesaacsesuenlseeens 80,715 153,742 287 ,426 36,949 98,278 
OTHERS ASSETS: irre ebe de cania se amecemaneadaostene — 4,930 3,745 — —_— 
EQUITY IN ONTARIO HYDRO............... 199,522 321,761 387,212 98,183 92,544 


TOTAL ASSETS: sivess ch stonngs ddeetencsteae see’. 403,573 756,910 1,311,826 178,993 238,727 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PRErm™’ DeDt ies sah ctacsebneacedis ogi asteaemenmossncuns 73,000 
Less Sinking Fund on 
DebDenturers iii so\secnancacuesueentenstens sstecleees — 


73,000 
Less Payments due within 
OTE H YE AN oa mans eak ea sic ove tad gaas nate alae ataateles 5,000 


Ao) per let ee PRON BTN UREN RIL Can SUE aon eI Na 68,000 
LIABILITIES 
Currenteljabilitiesmarnee ask ccmee seein bonus 24,599 72,079 106,803 
Othersiabilitiessence sca ee eta Qe 4,647 3,520 
ROR al iia reece eee eee RRR eas 27,110 76,726 110,323 19,198 


DEFERRED CREDIT 
Contributions in Aid of 


@WOnstructioniis ce caduteaanewaeeevaswadue nea 4,032 9 368 123,446 2,933 
Hess Amortization. ciecee coon nes canere ne eaasees 208 899 16,784 473 
3,824 8,469 106,662 1,045 2,460 

RESERVE Sie sage rere asian teas dee nee sv oon aante ded — — — — _ 
WEY = EOULT Yost scac, ce tenucaeemcecstnnaes 17S, 117 349,954 639,629 66,521 124,525 
EQUITY IN ONTARIO HYDRO................ 199,522 321,761 387,212 98,183 92,544 


TOTAL DEBT. LIABILITIES & EQUITY . 403,573 756,910 1,311,826 178,993 238,727 


Statements B and C 215 


Statements for the Year Ended December 31, 1986 


Municipality .c.ncr..crecsrnssotssesnae-ceaciniernmscneniine Thedford Thessalon Thornbury Thorndale Thornton 


INtmbeRTOL CUStOMersens. desc ccse asus ee emits 689 969 159 200 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 172,089 642,952 59,374 127,305 
INetmincOme: 1OF -yealvreace tess es, scsaceuunetenee es 1,028 (3,323) 7,147 (2,780) 


Capital Contributions in respect of 
land/street lighting plant received in year 
XAjUStMENtS, <2. So esee ese soiteenseneslscelseciee css ne oe 


b 


173,117 349,954 639,629 | aaa.sas | 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SELVICEMIREVENUC eee toinenere ss enenitioneeesseenensn ser 
Other Operating Revenue .............-:cseeeeee 


305,594 794,799 
4,678 8,618 


310,272 803,417 848,215 135,813 192,556 


832,689 
15,526 


133,720 187,201 
2,093 S535) 


TROMP/NE, ISNA SINIOIE, | ceocenoccnseqccenouonesaacnoondes 


EXPENSE 


POwersburchased are atcan yc seeiscccsccesineceniassi's 269,029 653,947 708,163 114,921 183,587 
WocaleGenenrationares..cco. saree serene sen a0 _— — _— — 
Operation and Maintenance................60+05 9,041 50,208 48 864 1,818 
Billing and Collecting .........:0s<scccsseeesseeeee 12,870 46,337 3255311 3,035 
AlAaministrationess ter serecees te stsetcerarseseceie ss 8,401 28,777 23,350 2,873 
Depreciation Less Amortization .............+.. 9,903 18,000 30,262 2,648 4,023 
Financial expense eereredsdecnsedtnsscesacnsscsencs. 8,368 —_ 


IRONY Jey, 9 SINGS. ay ocsnenngasoo nouadunccoupnesed: 


128,666 195,336 


5,885 (3,323) (2,780) 


Income Before Extraordinary/ 
Wrnusualeltemsiee eet sass cee peseenedaseeneeer 
Extraordinary/Unusual Item(s)............:::0000e 


NET INCOMES. .05....0.00.0cccccscessosns secs serscnoes 


-. an 4,000 su saat 
1,028 5,885 (7,323) 7,147 (2,780) 


1,028 5,885 (3,323) (2,780) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE RIN COMME face cetecaieanacenerasednsmetemiema aden diclsent an 
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Municipal Electrical Utilities Financial 


Municipality. 27... «aaaciecteteer stn sauasettieasatceh tes Thorold Thunder Bay Tillsonburg Toronto 
INUMDEE, Of (CUSTOMERS! Te vue ondeccsoscedteitees eee 6,462 43,479 4,132 210,824 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Blantrand | facilitiostane cs censostee tends. teen ence 5,387,577 49,830,461 1,593,617 5,247,982 359 625,144 
Less: Accumulated Depreciation................ 2,542,432 18,311,864 614,877 1,889,168 145 ,687 ,804 

INGESIXeG -asSetsi tenures corer eet harse ieee te 2,845,145 31,518,597 978,740 3,358,814 213,937,340 

CURRENT ASSETS 
Gashrand Bank rest stetcies «cosas oe ahettoahs snes. 467,978 3,567,921 253,439 564,302 158,505 
ERVESEIMENES artes ce eee eee eee ees — 3,000,000 170,000 250,000 25,400,000 
ACCOUNTS: RECEIVADIE tata a nadeonen i lccccomee eens $45,649 2,851,557 52,131 606,448 34,747 ,223 
Unbilleds Revenue sats ce esc ve eenoee ene cea 335,959 4,433,243 328,000 PAA SSS 21,975,000 
INVENTOLY caeeeaccienon ced Auama tener memcdc concrete 198,102 1,533,935 48,179 356,355 13,474,042 
Other ...... Peer fake» 2 UC. is EB appt bas Wt IR 8,571 62,341 — 5,407 451,061 

TotaleCurtente ASSetS:) cnccnceteccicastteceae 1,556,259 15,448 ,997 851,749 2,054,063 96,205,831 

OTHER EASSETS Fie aa ccniherer ee asst eetraie 4,742 902,019 — 5,077 4,810,299 

EQUITY IN ONTARIO HYDRO............... 4,012,190 41,250,511 1,181,808 2,949,885 266,091,454 


TOTAL ASSETS Sih a ocsnse- ah toner cease reves 8,418,336 89,120,124 3,012,297 8,367,839 581,044,924 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merme Debts, cdeeteant. wuss sscaneranecce esses 1,542,406 2,726,295 496,000 
Less Sinking Fund on 
DeEDEMtUre rst ans ctnen stan deaeeecebesedeeeceee neces == 


1,542,406 2,726,295 496,000 
Less Payments due within 
OF SOURCE anc aetnn oA sae Ra meada’ ae jas noice MOREE or 50,174 240,272 48,000 


OCales ceun narsnmaccammate va ideraieton Reuemieaae 1,492,232 2,486,023 448 ,000 — 
LIABILITIES 
Gurrentulciabiities aqusasarceunerenc dsc eke: 808,038 5,007 ,433 236,847 787 ,371 40,205,727 
Other LiaDiiuesaanaseunccwersenat omen encores 193,656 — 70,156 29,317 15,172,814 
POCA Soe Chater acon eek eee aoc 1,001,694 5,007,433 307,003 816,688 55,378,541 
DEFERRED CREDIT 
Contributions in Aid of 
COUNSIUCTON, seats date Ce eec ee eens — 2,503,159 207 ,727 2,248,573 
BeSSEAMONIZAMON “er nimiaescmatteetateine —_ 266,054 26,543 228 ,660 
— 2,237,105 19,037 181,184 2,019,913 
RIE SRV E Sree wetacsancuac iaceeerendaecettnart rete — _— _— — — 
0 8S) SE) ENO) GN OF yess ae cA Bese eoutisa a deonabeee 1,912,220 38,139,052 1,504,449 3,972,082 257,555,016 
EQUITY INVONTARIOMEAY DROW see cus 4,012,190 41,250,511 1,181,808 2,949 885 266,091,454 


TOTAL DEBT. LIABILITIES & EQUITY . 8,418,336 89,120,124 3,012,297 8,367,839 581,044,924 


Statements B and C Zhi 


Statements for the Year Ended December 31, 1986 


Muinicipalityac..c.--ccsneseoseeeesccsadecsechene tere since Thorold Thunder Bay Tillsonburg Toronto 


INUmbpe rs Of CUSTOMERS ene cncdeneacnevascemee nen seane 6,462 43,479 4,132 210,824 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 102,212 35,918,270 1,479,093 3,575,610 239,764,719 
INetmincome stor Vealeee. m..scsaccaratneae scent 210,008 1,812,777 25,356 396,472 16,334,047 


Capital Contributions in respect of 
land/street lighting plant received in year — — 1,456,250 
FN HRIS THOUS pongecndo.s00 sondegenbcoenboosadebsdasbuehs - 408,005 


1,912,220 38,139,052 1,504,449 3,972,082 


UTILITY EQUITY, END OF YEAR ........... 257,555,016 


C. STATEMENT OF OPERATIONS 
REVENUE 


SeiviCes REVENUCI a: os -nsestes veransieeesiisesneesians 7,032,384 50,818,541 2,620,655 6,416,665 409 436,505 

Other Operating Revenue ..........0101s0o0e 97,980 1,854,901 56,344 214,702 12,177,630 
MOWAIS REVENUE ie aceon scsnmenbeeneden ean 7,130,364 52,673,442 2,676,999 6,631,367 421,614,135 
EXPENSE 

Power Purchased! ®..cs.ecc.sss.csnns-nomsemesineneeses 5,681,178 43,274,790 2,401,880 5,493,258 339,265,307 


373,880 2,690,141 


259,478 29,352,856 


68,638 


ocalaiG eneratiomion <a. dmusgsaecncemecneat consis: 
Operation and Maintenance...............::00++ 


Billing and) Collecting <....1.1scdsei. esx erenetesees 214,690 1,366,232 38,367 94,313 7,131,389 
INCmmINistratlonieraouaeccacenuotdenmemnenetenmacs ites 222,324 1,369,115 89,558 117,139 17,220,538 
Depreciation Less Amortization .............++. 221,731 1,808,539 51,024 167,191 12,282,640 
Binanciall Expense aarntsna-n css, sosenaech ses ines 206,553 351,848 2,176 93,060 27,358 


MOMALBEXPENS Bien. wccnesqcnanesebeere cusses 


6,920,356 50,860,665 2,651,643 6,224,439 405 ,280,088 


210,008 1,812,777 25,356 


210,008 1,812,777 25; Lee | 396,472 16,334,047 


Income Before Extraordinary/ 
LORDS TE VIE (85 11S Sarinocodedconeadoeeenbabo duds anpodesaDoC 
Extraordinary/Unusual Item(s)............::ses000+ 


406,928 16,334,047 
10,456 — 


INE R INCOME seeccncnccncescosneces igs decosinceiemencia« 


25,356 


25,356 396,472 


47,676 
162,332 


210,008 1,812,777 


110,000 
1,702,777 


105,644 — 
290,828 16,334,047 


16,334,047 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ING GS INCOME sasase seta coe re eens 
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Municipality s:5:45.tnioneneiss aceevacntenesesaeaces Tottenham Trenton Uxbridge Vankleek Hill 
Number of Customers 1,010 5,895 1,325 834 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantwand bachitiessdacinc narovsodeteseascetcees 658,313 7,300,681 766,056 1,167,484 633,539 
Less: Accumulated Depreciation................ 235,524 2,821,491 286,508 $01,631 274,858 

INeti fixed assets icuuakeseostacenoeabiieseseescmee 422,789 4,479,190 479,548 665 ,853 358,681 

CURRENT ASSETS 
Gashvand Bank. ae eeeischcceacecte temo nacdas: 101,859 335,424 170,197 201 ,442 62,542 
TRVESCMENTS Wate ieeu totic mU a saaem enue kta alec suk ae — 999 ,122 — 3,000 — 
ACCOUNISHRECEIVA Denes tiscascsacsstesseuaeeaes areas 129,091 278,174 9,328 27,645 11,000 
WnbilledtRevenvexnsiiusstaeatscupucemeaeeses 161,301 1,551,386 131,190 217,340 213,568 
AUTVENTONY tua natdcsiaeenuaws haiveneretenee ete arlters 9,240 318,466 11,485 53,190 PATS 
Bid ach CUE at MR NN ANG CLO NPE Brine Thee aaa — POTS 541 — 641 

Totaly CurrentH#ASSetsincsnsacstacen ime uous ae tees 401,491 3,494,687 322,741 502,617 294 ,924 

OTPHERWGASSE TS ian tease ddwccannctoessaseetentes 578 38,944 — 8,208 — 

EOUILYAINVONPARION HY DROGiiaectesccc 401,659 5,650,005 507,997 847,699 345,215 


ILOTALVASSEUS 520i scree delneneieoesanencens 1,226,517 13,662,826 1,310,286 2,024,377 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Perm Debt sec. sore arctee ac savsies deen ele tenets oieasleten 
Less Sinking Fund on 
DCDENCUTETS sas cangacanseonacsseavaoeeeieacemeaelsls 


Less Payments due within 


OREN YE ary 3.) Meera ents cpa tskedsasatetaevavaacsees 
WOtalnsmesct Gorseveabeiasn hanbumenr aaweesecousaniee 32,000 
LIABILITIES 
Current )Ejabilitiess:dcrassnaniwsesnacepenton tases 192,774 1,448,481 102,682 123,306 123,342 
Other Eiabilities: cise sscseacs seteeetiesoeeaaaastaes 16,324 228,573 2,615 22,068 5,607 
Votalll owaccaeanen reat se nsteivana gee ateeteomeansranins’s 1,677,054 105,297 145 ,374 128,949 


DEFERRED CREDIT 
Contributions in Aid of 


GONSEFUCELON asisitrcsniusnnstoaciornaicdee ie setaceoes $97 ,945 102,557 101,344 
SSSHAMONMIZATION  caccen ceaaaeeee eas caeencerenas 72,882 12,622 10,152 
5,561 $25 ,063 89,935 91,192 11,451 
REESE RVIBS i acmnt asnteastcniant Gosek bananas memaceeenectatsd _ — _ — — 
CUPIRTE YOR OULTV A sdtcctees sah ocae eet nacceaee 578,199 5,810,704 607,057 940,112 513,205 
EQUITY IN ONTARIO HYDRO............... 401,659 5,650,005 507,997 847,699 345,215 


TOTAL DEBT. LIABILITIES & EQUITY. | 1,226,517 | 13,662,826 | 1,310,286 | 2,024,377 


Statements B and C 219 


Statements for the Year Ended December 31, 1986 


MUNICIPAlityss.-.pasiasesed tbs eec nae gioe relies seesacs Tottenham Trenton Tweed Uxbridge Vankleek Hill 


Number Of Customersiccctecas costes scsneashulecsecsens 1,010 5,895 798 7325 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 537,979 5,380,680 572,618 875,675 497,216 
INEtaincomentOnnveareseneanincss-scneetteensar sc 40,220 430,024 34,439 64,437 15,989 


Capital Contributions in respect of 
land/street lighting plant received in year 
ANGVUStIMENTSioe, cacneenter corte sesarmsedeses Aaeecearas 


UTILITY EQUITY, END OF YEAR ........... 


578,199 5,810,704 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service PREVENUCMeeesse cere deeeiisnctacrnrs ewes sam 
Other Operating Revenue ...............s00ssee 


980,890 
22,161 


11,092,344 
252,213 


830,330 
23,966 


1,488,704 
37,906 


870,037 
12,217 


TOAD PRE VENUBeorardececiccrereersaeterse ste 


EXPENSE 
POWER IPUPCHASEC ics coset feos soeeeceeseaee es. 
WeOCAl GENELATION. gencace casciache valerie sidshsrewisies sai 


817,948 


10,104,176 


733,113 


1,255,207 


776,615 


Operation and Maintenance................:00 60,364 282,007 17,978 66,039 19,637 
Billing and Collecting ..........c/..cces0seeeceeeee 22,801 111,587 24,126 35,602 25,142 
AAmINniStration reer as cose etek as tacees seats wer 31,931 194,299 18,986 65,151 19,958 
Depreciation Less Amortization ................ 25,348 PANT IPD 25,478 40,174 24,356 
Binancials Expenseuennnccac-sesorucssts ese sas 4,439 5,092 176 557. 


LOMAPIENPENS Emicarinscccn cord woasexetenctsonas 


962,831 10,914,533 819,857 1 eA 173 


40,220 430,024 34,439 64,437 


40,220 ee 024 Mines 437 15,989 


6,000 
34,220 430,024 34,439 64,437 15,989 


Income Before Extraordinary/ 
Wintistali Iemsie avs ascascos cers awaskierawtercter set 
Extraordinary/Unusual Item(s)...............:00066 


INET INCOME Macccostrescsn castes ster cahseanaesasissets 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Net ENCOMEI Ts cotcae eco donee cet oats tacabiansoncteine 
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Victoria Walkerton Wardsville 
Harbour 


647 


MUnicipalitye sc. cro tiem iran acs sseaes soseste ton erae: Vaughan Wallaceburg 


Numberzof (Customers saitecctcccucsccestetten case 23,907 2,035 4,415 197 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantcand ‘facilities tees sosrs cere neeacae tes 55,106,017 447,488 1,555,991 5,823,344 92,345 
Less: Accumulated Depreciation................ 9,927,203 186,896 663,326 2,439,711 56,478 


45,178,814 260,592 892,665 3,383,633 


INGE “f1KER) 'ASSEESH -c2 ecases cones maeetees came cess 
CURRENT ASSETS 

Cash and. Bank Satan so. ch iteecseteetoeiee enc 

ENVESTMENUS eta vatiiee orm ceas had com anemaninonans cs 


324,123 


2,174,465 


27,551 


681,625 
629,009 


INCCOLNES sRECEIVA DIC mares aye manneceacocec snticies es 3,736,693 36,170 37,185 830,437 
Unbilled "Reventie cp seasimettenciaces ceeecnatens 2,440,318 84,492 389,695 161,547 
IMVETICORY Sete th is uscescen tr cement cessation Meats 3,550,892 9,681 154,746 386,065 
OCHEE Uk Oa rade OD genes eats 15,386 139 4,970 12,136 


Total) Current ASsetsissvccskescnesmencesstnn sees 11,917,754 158,033 910,719 2,700,819 36,969 
OTHERBASSETS Be ee eo cele anaseoetencesce $6,574 — 21,970 — — 
BOUITY TINJONTARIOZ HY DRO i etecneen 9,692,860 235,281 1,515,732 5,074,279 89,004 


TOTALT ASSETS ii.ccke siccctescssanse sasiovenasse>* 


66,846,002 653,906 3,341,086 11,158,731 161,840 


4,138,770 12,000 230,763 


4,138,770 12,000 230,763 
pa] 

— 6,000 

6,409 21,802 


92,885 275,924 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Perm! DEebtscitosesdser cer eenerereses estewoaes ose 
Less Sinking Fund on 
DEDENTULEESayqgesen eee toc. bener otc ceswoe baie 


Less Payments due within 


ONE VEAL es acer meee enc don ncaa teen sone 607,402 22,286 
SPOtalissonensesseninctietees aeons aeet nce deostiotens 3,531,368 208 ,477 
LIABILITIES 


5,678,816 
2,342,148 


1,476,521 
62,316 


CarkentyErabilitiescsaccas orceete seamen cases 
Oger iabiliteese acs ykcniene es eae caer. wees 


8,020,964 1,538,837 
DEFERRED CREDIT 
Contributions in Aid of 
Constructon sence aieaaiencecm ecb nceoece eee 


Bess AmoOrtiZationic. >. cece aoccan nase detastan ance vos 


63,515 
5,686 


32,147,991 
3,017,153 


155,179 
32,082 


29,130,838 


16,469,972 
9,692,860 


66,846,002 653,906 3,341,086 11,158,731 161,840 


123,097 


202,643 
235,281 


13,110 


1,530,320 
WSIS 7S2 


57,829 


4,279,309 
5,074,279 


RESERVES te cure: tonucetenmertenccarnina eeenemcacas 
LOB CUS 9 ib Gl) 31010) 8 Gh denne Ancerncreceouaananne ack sooussoe 
EQUITY IN ONTARIO" HYDRO feircncck ee nr 


TOTAL DEBT. LIABILITIES & EQUITY. 


Statements B and C 


Statements for the Year Ended December 31, 1986 


MUMICIDalityiones scncondumeteeeest sec. csesatectee et teneess 
INumbe rT Of GustOMersecesss oss san sessed ances comes sts 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
NGt INCOME LOT) VEaTaees ..5...hess-cneeredveeee sees 
Capital Contributions in respect of 

land/street lighting plant received in year 
JeNUUUS TNO 6 Hag sadaco dds cnoecnndono sncndnoosuntoncobe 
UTILITY EQUITY, END OF YEAR 


C. STATEMENT OF OPERATIONS 
REVENUE 
SELVICE REVENUC erect nana cee nds povehesiesiserisg es vine 
Other Operating Revenue 


eee eee 


MORAL REVENUE? be.cdecssacostnssneesadens scares: 

EXPENSE 
Power Purchased 
Local Generation 
Operation and Maintenance.................666 
Billingrand? Collecting c.csscerceetvaste nates 
J ROTNNVELSE AITO) | Yirgrice co soucapeoer bon tron eu pnsosaas aoa 
Depreciation Less Amortization ................ 
Binancial@expensein scr. -stcecce ssc acseeee eters: 


TOTAL EXPENSE 


Income Before Extraordinary/ 
Wnusual Items) susecsesecsisaseconcttnacasttccses 
Extraordinary/Unusual Item(s).............0::00000 


INE Re INCOME ieee scencictectas scien oer demteittisurstcteielelr 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN GEM EBCOIME soho tik sence ncesiceGenconmaewiies ocee atienae 


Vaughan 
23,907 
$ 


13,561,551 
2,908,421 


16,469,972 


40,097,547 
667,815 


_ 33,800,670 


1,196,329 
690,932 
744,767 
871,374 
552,869 


37,856,941 


2,908,421 


2,908,421 


1,291,053 
1,617,368 


2,908,421 


Victoria 
Harbour 
647 


$ 
210,204 
(7,561) 


Walkerton 
2,035 
$ 


1,517,146 
13,174 


) 


Wallaceburg 
4,415 
$ 


3,839,160 
440,149 


21 


Wardsville 
197 
$ 


202,643 1,530,320 4,279,309 60,726 


512,023 
18,636 


446,998 
37,897 
19,795 
21,668 
11,572 

29 


(7,561) 


(7,561) 


(7,561) 


(7,561) 


2,626,529 
62,865 


2,378,417 
101,819 
66,514 
69,606 
57,284 
2,580 


13,174 


13,174 


9,236,130 
ZISyiz2 


7,986,945 
257,129 
202,321 
329,428 
200,634 

33,246 


440,149 


440,149 


146,783 
910 


129,610 
2,464 
5,198 
3,753 
3,833 
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Municipality: (2.5. ccctvertersteedsnee cchecnalaneatnoranesees Warkworth | Wasaga Beach} Waterloo Watford Waubaushene 
North 
Number CUStOMmernsiautworte ee usesdetenueiases 311 5,510 27,374 663 493 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant sand blacilities®. osc sovsescasseetneasr nese se 311,340 4,079,897 44,002,463 $02,786 299 323 
Less: Accumulated Depreciation................ 118,738 1,845,992 13,625,021 242,816 90,689 

Net ifixed saSSGtsi iy car cevccscsnasconucusaveduccens 192,602 2,233,905 30,377 ,442 259,970 208 ,634 

CURRENT ASSETS 
@ashhand Bank Waki ay. scccess mevesstet scones 9,032 252,840 4,686,189 1216537) 25,689 
Tnvestimentsscdccsst scan mariage tigace uaneeeesi scare — _ —_ — 5,000 
Accounts Receivables. cacseuatiussecssasoncas sees 10,597 187,406 2,772,266 19,335 16,328 
UWinbilledtReventier iss haem anccaotases cuaseee 41,702 492,801 3,993,000 68,400 $7,728 
INVENTOLV cote ee eaca rues tatactsieas camaoeemen es Get ce 5,224 159,488 1,734,675 6,000 7,297 
OTe Te ee ett shade Menten ae 221 19,671 62,568 4,979 1,076 

Total CurrentsASSetS...csteoacasseenucseeeseoe: 66,776 1,112,206 13,248,698 220,251 113,118 

OTHER ZASSETS Fee8 fr pansies doses eae ete eens 2,000 2,402 118,797 — 332 

EQUITY IN ONTARIO HYDRO............... 143,459 1,672,698 17,833,894 463,254 164,351 


TOTAL (ASSETS coe ooo vscacsser teat isuene ce 404,837 | Seana | 61,578,831 943,475 486,435 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm DE Dtes sei acteres ccs suasacrseteteaeeeccaseees 116,054 | 6,490,410 
Less Sinking Fund on 
DeDemturers coi vei nshnewsvessinsmsmeessasassascisecels 


116,054 6,490,410 
Less Payments due within 
ONE GVEA wages hoe nessea te kn euaes geome sepaaeecncneies 20,054 303,734 


Ot alae ene eee ere a chasse Mee esac 96,000 6,186,676 
LIABILITIES 
Curentaliabilitiesmwc, saasriabbaavecsernenceasees 422,570 5,231,815 71,476 44,591 
Othert Lia bilitiessc.ccscsesacusen een hoes 11,410 964,255 5,776 539 
Ota? vest ec ereen ene wari enene tee etoaes caaacnre: 433,980 6,196,070 NAP 45,130 


DEFERRED CREDIT 
Contributions in Aid of 


GonstrictionGac. cues caneencer scence lees 33,268 773,578 3,576,802 1,607 19,222 
LeesS# AMOLIZALION sts osacneces Stacie eon 3,352 94,733 318,839 270 1,909 
29,916 678,845 3,257,963 1,337 17,313 

RESERVES Jar cccsneece se eatananaueteredaaeeete — _— _— _— — 
WIDIETEY EO WLRY cccninecoacsussbaceusedomscscoee 194,443 2,139,688 28,104,228 401,632 259,641 
EQUITY TINS ONTARTIOSHY DRO vrecestecaceans 143,459 1,672,698 17,833,894 463,254 164,351 


TOTAL DEBT. LIABILITIES & EQUITY . | sania | 61,578,831 943,475 486,435 


Statements B and C 223 


Statements for the Year Ended December 31, 1986 


MUNICIPALITY 2. .-osneotee see core taser ane aasetasteesesne- Warkworth | Wasaga Beach| Waterloo Waubaushene 
North 
Number Of Customersis..s.scseossss see eemenne sees 311 5,510 27,374 493 


Watford 
663 
$ 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 180,965 1,823,735 25,521,025 353,865 263,044 
Netancome for year ter... tel Migeb cscs 13,478 315,953 2,583,203 47,767 (3,403) 


Capital Contributions in respect of 
land/street lighting plant received in year 
ANGJUSEMENtS cen eeeenierece cee: sateeeweerieeects sree 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SELVICEs REVENUE Coe. cc ccesensseacesvastreties ones ses 300,320 3,792,784 40,814,914 664,672 327,487 

Other Operating Revenue ..............:scceeees 4,659 152/552 1,244,102 11,962 Taek 
TOTAL REVENUE) f.ce.ssccs cstecsttessccccseccices 304,979 3,945 ,336 42,059,016 676,634 335,008 
EXPENSE 

POWermeurchtased gecaitscc senccereseecenn etn sacs 251,644 2,919,897 34,256,718 505,291 290,900 

Woca le Generation ovac.cesusrereed sotircsnecnes aay es — — — —_ — 


Operation and Maintenance...................0+ 4,900 218,080 1,515,570 46,991 6,664 
Billing and Collecting .................0sssceseseees 13,770 126,227 925,164 21,000 14,323 
Adininistrationineiecce icc tees tecmscrscce cunt eneces 9,765 151,303 691,514 36,953 15,716 
Depreciation Less Amortization .............+.. 11,292 132,876 1,364,915 18,632 10,808 
Financial Expense ....2....00.3..ccccsceseeesneeneee 130 53,888 721,932 _ 


MORAU RE XRENSEmisimccsssses esos seneeres ones. 


291,501 3,602,271 39,475,813 628,867 338,411 


13,478 343,065 2,583,203 47,767 (3,403) 
27,112 — == = 


315,953 2,583,203 47,767 (3,403) 


Income Before Extraordinary/ 
WmnusuallitemSmasetie-cscsscsscessoteseeteos scenes 
Extraordinary/Unusual Item(s)............::0:s006 


INET INCOME fo cccssccccccesesocoosessenccasermsesissss' 


568,089 
(252,136) 


296,000 
2,287,203 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


13,478 


13,478 


47,767 (3,403) 


315,953 2,583,203 47,767 (3,403) 


INGELEMCOINNE. secre ca cctews ie ce seinen: chsemies sirens ac werstelela 
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Webbwood Welland Wellington | West Lincoln] West Lorne 


Municipality 25. ioc ccasccsesssaiter cxsancssevsarensietanetess 


601 544 575 


INumbervot -Customersy sisi: csc sons. nesensacatsene. 214 17,148 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvand facilities: oos.....cscncsaecaeedettereeites a 193,471 15,736,505 335,125 360,114 534,545 
Less: Accumulated Depreciation................ 76,679 6,879,539 154,632 148,050 278,567 


IN€f PIXEG ASSES noes ianecnesseeccstoecaeetes ss sens 116,792 8,856,966 180,493 255,978 


CURRENT ASSETS 
Cash ¥and Bank Fy eaqtenns ceccctacutesuomeonanen.s 


9,981 15252,120 37,601 48,761 


ANVESEMENES ace seer oleaeens deconecreehceaeaarere — 506,744 25,321 — 
ACCOUNTS ReCelVables.c. cesnccest cr cecoereeseeenee 1,592 309 ,643 9,834 9,845 
Unbilled cCRevenuesestccs cucccccrsssvesseeseeseecens 27,360 2,033,500 96,980 90,900 
Inventoryices. couse sestaceerennt ter succorrecseeeaneses 14,655 412,361 8,222 31,830 
(0) i 1f<) Pyne a RE Sin no CARROL A — 43,665 435 568 


53,588 181,904 


81,796 


252,176 24,395,774 649,273 569,730 895,438 


4,558,033 178,393 122,723 
39,954 — _ 
10,940,821 290,387 234,943 


Totals CurrentoAssetSic..sacncendeceaonen tases: 
OTHERTASSETS erates recs cenederen tne eeen ee 
EQUITY IN ONTARIO HYDRO............... 


457,556 


TOTAL: ASSETS .o.iiiec--.scceweaeveresceenestes « 


DEBT FROM BORROWINGS 
Debentures and Other Long 
etm: Debt. csccaevtet ones «-cavstianeewcesceeteegsess 
Less Sinking Fund on 
DEDENtUTETS cc. ocaseamdcnun wucraenet onstrate 


28,600 563,521 5,000 


563,521 5,000 
Less Payments due within 
ONEVVEAT caste wesc eateeeesosnecurt one amine teanitenes 166,309 1,000 


397,212 
LIABILITIES 
Current -ElabibtieSiccnvacancosceomacrmeautiace ies 
Other Eiabilities=..csecncsineeortenoccicaceccecccesets 


26,287 
2,478 


1,527,053 
137,859 


69,228 
1,380 


AT Ot alloc, nese coe eee een tc nO eR os 28,765 1,664,912 
DEFERRED CREDIT 
Contributions in Aid of 
CONSTRUCTOR ac ses enerener he mone tetaiercets 


70,608 


48 469 


21,284 
3,538 


227,698 
30,615 


6,471 197,083 19311 17,746 


38,664 


RESER VESHr. cnunsiciatssscssstven nore een eeeaes a = = = al 
UITIEITY BOQUIDY ccc. scacasicceunanent ane eepicssnrs 107,044 11,195,746 257 ,099 263 ,007 349 528 
BOUT YIN ONTARIOV HY DROM. casera: 81,796 10,940,821 290,387 234,943 457,556 


TOTAL DEBT. LIABILITIES & EQUITY. 


252,176 24,395,774 649,273 569,730 895,438 
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Statements for the Year Ended December 31, 1986 


Webbwood Welland 


Municipality ics... eee aee deecevinssa sas atitecseamnsee ca Wellington | West Lincoln} West Lorne 


Num De rEOf. CustOMenrserc neon acces tes ares se Meronvnent 17,148 601 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 10,629,421 221,581 249 034 343,601 
Netiincome: for sveani sg wirnc.cssncscehoersearseses $66,325 35,518 13,973 5,927 


Capital Contributions in respect of 
land/street lighting plant received in year 
ANGIUSIMENTS seacceeee roach secs cntee tet so sss. 


11,195,746 257,099 


UTILITY EQUITY, END OF YEAR ........... 


107,044 263,007 349,528 


C. STATEMENT OF OPERATIONS 
REVENUE 


SETViCes REVENUC East n.ccccveesucenbineseases cosns 199,968 17,681,477 569 346 505,505 769 ,934 
OthenOperatingeRevenvie sg eneasc. ss oscescss.- 2,666 383,640 9,779 10,273 12,265 
PROGAL PRE VE NUER Awe ocr cee neeeeuiasine sents eee 202,634 18,065,117 579,125 515,778 782,199 


EXPENSE 
Rowers eurchasediot Je Ae acs. ase merease osc oe aks 
WOCAlNGENETANON dace cece sacri canisecaeaousse eens aaa 


1574539 


15,062,819 492,497 


417,514 


699,509 


834,060 


Operation and Maintenance................:0666 14,936 11,743 19,677 21,847 
Billingsand’ Collecting aa. ns neces sor eecee vee: 9,537 485 ,227 11,552 18,213 13,672 
/NeaVRAVEGUS 5¢246 (0) Ula cer aahne Saab ben eatonNonanatneoroonantee 9,823 443,045 16,254 33,162 23,547 
Depreciation Less Amortization ................ 6,431 555,901 11,561 127562 17,697 


5,993 


677 _— 
204 ,259 17,498,792 543,607 501,805 776,272 


(1,625) 566,325 35,518 S927 


(1,625) 566,325 35,518 13,973 53927, 


400 


— 1,000 _— 
(2,025) 35,518 12973 5,927 


(1,625) 566,325 35,518 135973 5,927 


117,740 


inanclal ME xPENnsey nce nascsnsnsarieme caesar: 


MOPALT EXPENSE gees cudcuhaecuseocueaesce«s 


Income Before Extraordinary/ 
Winusual Wtemscopeseee ca wos scesecokosiareis sane vine 
Extraordinary/Unusual Item(s)................00088 


INET INCOME teas once. ees sousconeemeteancueeerancn 


800,843 
(234,518) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


NEC IMCOME ccna. Aivesisedc ars coumceeta sc mmeueiesaeeuas 
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Minicipality. coccccntet aeeeareoescsieeeerenereat: «| 


Number of Custome’s...........sccccccsccssccesccsnes 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Pianticand) facilitiessa! ic..cc-sceseocserceeeeesseae 1,185,282 305,881 497,316 18,223,183 2,149,221 
Less: Accumulated Depreciation................ 349 234 93,040 266,578 5 308,368 $75,585 

Netefixed :assets):..iciecccaecutiesarteectum esse 836,048 212,841 230,738 12,914,815 1,573,636 

CURRENT ASSETS 
Cashtands Bank cs ehestrcaceccctncconrer ae adea seen 54,100 42,798 87,841 176,084 42,417 
ENVeStments aae-ciseanase tian toouee ase cemauanncdsinants —_ — —_— — 8,000 
Accounts eReceivablelic. ooaccccte ade octs cence ceacnes 17,969 15,006 17,491 1,971,644 114,233 
UnbilledwRevenves.. iiss wccsena teen cere eee. 121,000 48 324 72,000 1,410,289 481,800 
INVENLOLY cele ecsnonerarncectasestoeceuneme ae seers — 3,868 6,174 661,211 84,096 
Othermecnce hatasce es neteomaraueacne cca esteer sts 476 255 — 12,242 — 

Total @urrentrASssets:cndscesssacesesawecaeeweces 193,545 110,251 183,506 4,231,470 730,546 
OTHERASSETS Batasiiincdtersneseteenoteseasecuese — —_ —_ 52,456 2,044 
EQUITY IN ONTARIO HYDRO............... 408,495 194,907 365,264 7,194,277 1,199,660 

TOTALUASSETS vosaricnccccscsccetoeceettseseesrs 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MRETMULDe Dt sy ecsancete wesc gece westeonestelesiance 
Less Sinking Fund on 
Debenturersiccsticnccseanedicorseanrsaneeatenineness 


Less Payments due within 
ONENVEAT wer cero der tariace cece recut ewes 


LIABILITIES 
Gurrentaeleiabilittesteesmccs.cuemcceascentesecwaar 
Othersiiabihties. <2. ccsccsccavarcescswencorsessenes 


DEFERRED CREDIT 
Contributions in Aid of 
Construction:svie sede servsioneseninectguncuseatarens 
EesswA MOrtization coscricsacasen ccescnctweeana aes 


RESERVESie ii sesnceeseisutzasaondatrennamnene tee sss 
TTP BE OUIRY cu .cscascaneconessetses taawesee 
EQUITYVIN ONTARIOVHY DROW. cc:asess a: 


TOTAL DEBT. LIABILITIES & EQUITY. 


Westminster 


Twp. 
1,046 


131,731 


125,205 
13,714 


111,491 


786,371 
408,495 


Westport 


370 


11,424 
1,117 


10,307 


272,352 
194,907 


Wheatley 


644 


95,017 
2,385 


17,643 


299,199 
365,264 


779,508 


Whitby 


14,573 


1,009,812 
357,003 
652,809 


2,041,869 
308,571 


2,350,440 


3,707,535 
395,212 


333125923 


10,883,169 
7,194,277 


Municipal Electrical Utilities Financial 


Whitchurch 
Stouffville 
2,565 


318,911 
77,480 


396,391 


233,488 
21,603 


211,885 


1,697,950 
1,199,660 


1,438,088 517,999 24,393,018 3,505,886 


Statements B and C 227 


Statements for the Year Ended December 31, 1986 


Municipality.1.0..c.cnteress tensesscssteedeoneenaneste ss Westminster Westport Wheatley Whitby Whitchurch 
Twp. Stouffville 
Number Of (CUSTOMERS 2st en sc euedesace.ceeedose veces 1,046 370 644 14,573 2,565 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 735 ,463 250,840 279 ,205 10,209,391 1,646,497 
INetsincome Or Veatinsiae.sescecsiesssensiines snows 50,908 21,512 19,075 673,778 51,453 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAGVUSEMENtS acc mesen tag Ralasthaneaece raceme creel 


UTILITY EQUITY, END OF YEAR ........... 


786,371 272,352 299,199 10,883,169 1,697,950 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service Revenue waraccrie ssiasceasestineteescersens 809,361 400,436 616,452 18,383,922 3,080,089 
OthersOperatingeRevenueisc. cscs sosecnceeses 11,033 2,539 11,050 216,904 58,954 
MOA GRE VENUE mestonisctcsssteaseaeeneneseea seis 820,394 402,975 627,502 18,600,826 3,139,043 


EXPENSE 
ROWCTPPUTCHASE CE ay cc tec taas soaecdtentenmceMedssss 
NEOCALLG ENCTANO Mar ace cacessa pene nee oak bocisouaacnees 


672,780 


339,754 


512,490 


15,747,674 


2,626,212 


Operation and Maintenance................:.6665 19,463 9,948 30,194 635 ,883 176,310 
Billingvand: Collecting shaveressexceess.csewe-e-ene 13,244 9,182 20,271 429 395 93,520 
PAGMUMIStratiON Arenson eves veneaeeenecusata cscs ssesinne 21,503 11,110 26,947 454,840 120,172 
Depreciation Less Amortization ................ 38,637 11 a 18,525 500,263 70,759 
Financial Expense'ie.:0...ucseecdescsctesecesssstese 3,859 158,993 617 


MOMMA EXPENSE ccsnsassacnaassnuneneaesceaenss 


769 ,486 381,463 608,427 17,927,048 3,087,590 


50,908 Zigolz 19 ,075 673,778 51,453 


50,908 21,512 Lone 075 673,778 


Income Before Extraordinary/ 
OinUsualWIteMS canewanesctanseneceate seen ayuseals nese 
Extraordinary/Unusual Item(s)..................065 


INETROINGOME DE sions sem acetcopassschwasotae tase siemes 


279 ,983 
B93 7/95 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


“50,908 pall pyle 19,075 


50,908 ZL SUZ 19,075 673,778 


INP CMENICOME | 5.0 ce soa se oeann saa pune ceamelieenae sewnelauie ses 


51,453 
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Wiarton Winchester Windsor 


Municipality2t...se.nss desman tecuvnsescsatoetocuse tenets Williamsburg Wingham 


Numberiofs@ustomerssieccs, ancora. eee aes 994 160 


1,002 67,536 1,419 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Planteandstacilitiesserme.a, sc ccesnceee ic: aes. 942,149 87,803 862,719 78,054,516 1,495,869 
Less: Accumulated Depreciation................ 361,325 42,819 324,206 33,209 853 622,368 


INetifixed Vassetsier ene cst ns eccumen er tentnieeaumns 580,824 44,984 538,513 44,844 663 873,501 


CURRENT ASSETS 
@ashvand "Bank. aesacer eet ates ee eeteecee: 


818,038 


70,718 9,749 116,192 133,935 


INVeESEMENES toe. aeerecncousee nea clone eaeasiatath — 7,000 — 12,296,961 — 
Accounts (Receivable s-4.6.. 5 ane eeeooeieae cent 159,308 5,024 16,765 4,244,370 37,790 
UnbilledFRevenue soe ses ss coe eescconeener: 61,977 14,808 242,088 10,697,000 287 ,409 
WAVENLOLY) dress tees schdsesesnceceend tareenceiesuuneteys 64,129 780 12,890 3,587,649 96,210 
CCST Foie ne scan ee aed ens can eae NR A eer 2,584 — 3,736 124,567 3,026 


358,716 37,361 391,671 31,768,585 558,370 


OTHERSASSE TS Sarensieactesoseatecnssmeenineter ye — 1,000 — 605,693 _ 
EQUITY IN ONTARIO HYDRO............... 598,536 96,370 756,904 61,984,081 1,393,453 
TOTAL JTASSETS3 3 ii.ctnccustscac teh teases o3 1,538,076 179,715 1,687,088 139,203,022 2,825,324 


DEBT FROM BORROWINGS 
Debentures and Other Long 


KEErm HW Debtsy.. cavers sors: atte nee ee et ucohas 56,561 
Less Sinking Fund on 
Debenturers swecnd nee naeeancewttrcodnemuah howidrot 
29,000 56,561 
Less Payments due within 
ONCHYCAL qcosstonswie cider ean eeumarreteae memati wer 4,000 16,000 
WL Oa liscnacdend weet wel erene a asioctieaaw otto 25,000 40,561 — 
LIABILITIES 


11,893 
2,435 


130,254 
1,900 


184,743 
625 


9,764,164 
2,563,219 


Current] Diabilitreseucseve came oe nana rots 176,276 


Other FEMB Mites heck eae ence ae eee 


132,154 14,328 185,368 12,327 ,383 176,276 


DEFERRED CREDIT 
Contributions in Aid of 
GONSEEUCEOMiarsatcok dace care eee ae 


1,220,417 
223 ,668 


53,031 6,219 996,749 18,000 


RESERVES murieneitecicvattnnr ka okdenendenaeds — _ 184,102 — 
LEVIUA BY? BOUY Be wcescaee inebanns yeaa eens 729,355 62,798 703 ,633 63,710,707 152375595 
EQUITY IN ONTARIO HYDRO................ 598,536 96,370 756,904 61,984,081 1,393,453 


TOTAL DEBT. LIABILITIES & EQUITY . 


1,538,076 179,715 1,687,088 139,203,022 2,825,324 
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Statements for the Year Ended December 31, 1986 


Municipality ..05 5. .0.sseatisssweaqees ve omamoaeaiiedtecnres Wiarton Williamsburg Winchester Windsor Wingham 


Numbe prot (GustOMerst.c.ta. <5 .c-eeoessactece cenencne 160 1,002 67,536 1,419 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 683,513 ; 581,407 
Netsincome sforsyeariy.dt.s-.4.;saeeae Scdrocsess 45,842 P 122,226 
Capital Contributions in respect of 

land/street lighting plant received in year 
ANGHUSHMENS cc eth attasene acerca casts na dttadansle nice 


$ 
56,802,995 
6,907,712 


$ 
1,145,985 
91,610 


729,355 62,798 703,633 63,710,707 1,237,595 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SEGVICE DREVENUC gern enum sncins Ooamneesnenestecnecae 
Other Operating IREVeENUe Gi tancacenusccsiqnacas 


1,127,548 
22,646 


135,837 
Poe NTE 


1,625,983 
17,036 


115,883,268 
2,163,963 


2,607,249 
28,251 


MOTACIRE VIE NWI Pet concannisctincessnnuoseee ses 


EXPENSE 
ROWELL DULCHASCO Met at Ao cned etree iene cine 
PocaluGeneration tes aac ccs meisenicinieeasasnces 


937,033 


100,557,181 


2,313,728 


Operation and Maintenance...................0.. 55,154 35,256 5,120,910 43,384 
Billing: andaCollecting 22... ajagscno-st amas ceames 33,588 23,531 1,211,846 51,101 
PACA MUISETALION are oncseeteee occa iee eam usewose sece 49,960 31,393 1,305,569 83,630 
Depreciation Less Amortization ................ 25,756 31,544 2,734,009 50,456 
Financial Expense o-c.cc-cssaaneth som eavasnmaseenii 2,861 6,996 210,004 1,591 


OMAP OE MPEINSEy ic: sncusd locas tela reno: 


1,104,352 131,703 1,520,793 PATGIS9 519 2,543,890 


6,271 122,226 6,907,712 91,610 


6,271 122,226 6,907,712 91,610 


Income Before Extraordinary/ 
Winuisuial Stem Sic taaccssscsseosacacscaeenescarcensccee 
Extraordinary/Unusual Item(s).................8606 


INETINCOMB coos crc monberecainens sdmencaraceciinase 


4,000 1,645 13 Hitz — — 
41,842 4,626 108,454 6,907,712 91,610 


45 842 6,271 122,226 6,907,712 91,610 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ENR DEL RCOINE 555 Secieice ane oes oes aaa eon iosaabeaame 
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Municipal Electrical Utilities Financial 


Woodstock 


Municipality.i: teccic.cmsscsticecsscuneetrsetsetesuesas: Woodville Wyoming York Zorra 


Numberiof: Customers ericsson eee ace 10,446 292 877 


A. BALANCE SHEET 

FIXED ASSETS $ $ $ $ 
Plantoand sfactlitiesssvece tsreiess Gace ete eae 10,777 ,282 163,014 422,605 35,375,000 788,202 
Less: Accumulated Depreciation................ 4,416,326 78,140 187,140 15,454,917 341,758 


Ne tatixedassets c.csveaisnncsascesecumesinesinst ses 6,360,956 235,465 19,920,083 446,444 


CURRENT ASSETS 
Cashvandii Bank neaircestu cs coast teres seataee — 18,393 225 ,487 164,252 
INVestme mts: sic ieisie aes inertanun senor anenn aaneoeten 1,220,000 35,857 3,750,000 _ 
ACCOUNTS HIRE CEIVA DIC isc issnreccoseimeaeetssnesne ss 162,339 16,791 2,609,954 19,957 
UnbilledtReventersk ca csincrecordeeeennesaueess 1,817,600 66,800 3,407,838 125,800 


582,067 6,645 
1,886 — 


1,102,176 


3,783,892 82,970 144,486 11,095,455 310,009 
59,016 _ —_ 253,340 _— 
8,814,734 128,599 280,644 25,868,872 593,265 


acest isco as oait abe Setamee ae icsi et 19,018,598 296,443 660,595 $7,137,750 1,349,718 


il EEE 


54,933 
4,399 


50,534 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Mermg Debt! cna ncesarersccctsoneredasssenewuaes 
Less Sinking Fund on 
Debenturers sinieies dannadsearanatioscomtomanes 


Less Payments due within 
ONEHYVEAL si ascsah bese sgeatter cducguelaeaenaetense sees 


LIABILITIES 
GCurrentyDiabilitiesin cuiediashaaeasaderets iccsrreste’ 
Others liabilities: asec ce scbeassoniod seaeuseserss cai 


1,441,617 
413,300 


35,862 47,412 4,408,399 110,156 
3,015 1,189,009 1,200 


1,854,917 


5,597,408 111,356 
DEFERRED CREDIT 
Contributions in Aid of 


402,485 
24,559 


377,926 


7,920,487 
8,814,734 


17,623 


114,009 
128,599 


19,018,598 296,443 660,595 57,137,750 1,349,718 


15,818 


313,706 
280,644 


38,768 13,334 


25,632,702 631,763 
25,868 ,872 593,265 


RESERVES vis siaecassnuesttaneacetion esate asaneauenenes 
CMIELT YVR OUT Yeccrteeccsscevecnenscereaens oon vaen 
EQUITY IN ONTARIOSHY DRO wiccetssceia. 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1986 


Woodville Wyoming York Zorra 
292 718 34,775 877 


MAtnicipalityern.ns.esecacccnces cnet senee ts Somne uci ames Woodstock 


INUmbermOLeGCustOMmerssnn cscs jcc cnoceeesieteneeee 10,446 


B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. 7,818,346 ISi7a3) 288 ,230 24,362,632 564,889 
INCtpINCOMeRTOnsVeaTeN cece neocons eee eee 102,141 (17,704) 25,476 1,270,070 66,874 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAV USHMEISGercneerts tt ea,faaen unre see jean iacin eens 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


13,442,338 
361,364 


40,740,452 
1,767,551 


1,087,098 
18,689 


234,259 549,761 
4,715 Toot 
13,803 ,702 238,974 S753 12 42,508,003 1,105,787 


34,688,645 


EXPENSE 
Power Piirchaseda cc scesc. cnc ep senisovesosoueeont 
MocalfiGenerationiiesteses: sacs case han bew se scmeseos 


12,134,058 


482 ,238 


910,122 


Operation and Maintenance................0..06 681,624 14,623 1,770,937 33,504 
Billngrande@ollectingm scares resets ase. 233,714 7,034 1,978,015 38,439 
ANUMIMiStrationececc csc soos sere acco aces 226,750 125721 1,359,950 26,378 
Depreciation Less Amortization ................ 406,782 15,220 1,464,123 30,470 
Financials xpensemeacassnaseccscctonenmecacescaes 18,633 42,094 


POT AL EA PENS Ee, ciersssisidnescaunnchdicoonsesnons 


Income Before Extraordinary/ 
inusualgltemsmancnnsnes ste snesescosseanane secon: 


13,701,561 256,678 531,836 41,303,764 1,038,913 
1,204,239 


102,141 (17, 708) 25,476 
(65,831) 


102,141 (17,704) 25,476 1,270,070 66,874 


102,141 (17,704) 25,476 1,270,070 66,874 


102,141 (17,704) 25,476 1,270,070 66,874 


66,874 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGEMIN COME Hr sahil sacs acaainesnen Sheena obese iin 
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MUnicl Palltyiccicwcsaesinaee attire seowanaan@ecaatian caee etera 


Numbernof  Customenrstesssetccccnaacce aucecaeratierae 


A. BALANCE SHEET 
FIXED ASSETS 


Net fixe dassetsrn cus vaccsetnsannntetonmacan aceite 
CURRENT ASSETS 
G@ashvatid! Bank s.aeyneste sa orshananecoet atone tteaena’s 


Unbillédi:Reventievxtaasencamces ome cctearnesd 
PAV EMLOLY (eri tohiot ccusaboe cocuenaaviacuas wncbaae teceeis 
ENS Theadericeee tee eee ot ae tananieateeanentt aces 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Term: DED Recreate vit nnciacncae toeamase ease 
Less Sinking Fund on 
DEDENUUIEIS Fee mmeneeceaamesvanenacrtaecueanineraiine 


Less Payments due within 
ONEMVEAT staat cadets crtensawasomnaeswa tara 


LIABILITIES 
Cuprentaliabilitiesiasns tx icducmunaeatesoanaeinn: 
Other [iabilittes seek oe noscdoa owns ies sea 


DEFERRED CREDIT 
Contributions in Aid of 


RESERVES ans ewacalacdarains odauesaseneatarcsuaumecns 
UTILITY EOUDM Varcussunemnnascceauecasey crannies 
EQUITY IN ONTARIO HYDRO ciacavcnceus 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Zurich 


Total 


383 2,439,135 


$ $ 
375,710 |3,194,760,246 
146,921 |1,080,638,545 


228,789 |2,114,121,701 


26,249 O23 92,029 


— 255 ,479 854 
7,701 221,163,917 
44,000 293 729,498 
5,693 114,404,560 
236 4,074,210 


83,879 


223,861 


536,529 


981,444,564 
34,623 ,436 
1,827,074 ,754 


4,957,264,455 


63,753 200 079,157 


22,282,403 


63,753 177,796,754 


5,500 


17,460,068 


58,253 


160 336,686 


50,289 
1,680 


383,719,762 
69,434,634 


51,969 453,154,396 


1,639 SOL SZ. 50 
171 30,807,341 


1,468 


270,945,416 


— 587,880 
200,978 |2,245,165,323 
223,861 | 1,827,074,754 


536,529 | 4,957,264,455 


Statements B and C 


Statements for the Year Ended December 31, 1986 


DADHICID AIRY coc vase armenia csnee sivheaiew ana anes Total 


NumberofxCustomenssiecsns.cssencescnee eee 2,439,135 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetaincomestotayeaten rain astrs sence eae 
Capital Contributions in respect of 

land/street lighting plant received in year 
AGUUSIMENIS ane ctr ante hereane ree N een cect tanec maa 


$ 


(2,212,320) 
(3,314,575) 


200,978 |2,245,165,323 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


382,256 
5,830 


3,596,594 ,672 
90,774,319 


POTALLRE VENUE isc adios assed 

EXPENSE 
Power Purchased ierrs.conccnn ene eats 335,260 |3,093,288,223 
LOcCaleGEneravionie mace cine.kcemetic ac enenseeeoes ote —— 3,007,057 
Operation and Maintenance.................0..05 12,268 155,899 226 
BillinpeandECollecting sue. scnae snes 8,104 73,094,379 
AAGMINIStTAtlONn sy. catacener ee etoa ecco cent ene 21,130 83,526,250 
Depreciation Less Amortization ................ 12,875 105 ,238,229 
Financial, Expense inc. cnt: ate ee qaneasse rey 2,928 23,089,577 

TOTAL SENPENSEE ¢ bie Tbe bok co bus 


Income Before Extraordinary/ 
Wnusualultemsaumcer een nme heer nt 


150,226,050 
(1,490,002) 


22,191,335 
129,524,717 


(4,479) | 151,716,052 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INet= INCOMe sis hac. cets ican Morea aE eae 
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Municipal Electric Utilities 235 
STATEMENT “‘D”’ 


Statement D records use of energy, revenue, number of customers, average 
use per customer, and average revenue per kilowatt-hour for each of the 
main classes of service for all the municipal electrical utilities supplied under 
cost contracts with Ontario Hydro. The number of customers shown is that at 
the end of the year under review, but the calculation of monthly energy use 
per customer is based on the average of the numbers served at the end of the 
year under review and the preceding year. This is not applicable for 
restructured utilities. The revenue and use of energy for house heating and 
the use of flat-rate water heaters are included in the total shown, the flat-rate 
water-heater kilowatt-hours being estimated on the basis of 16.8 hours’ use 
per day. 


The average revenue per kilowatt-hour is the average paid by the customer, 
that is average revenue per kilowatt-hour received by the utility. Such a 
Statistical average does not represent the utility’s actual revenue from 
delivering one kilowatt-hour. However, a comparison of this average over a 
number of years gives some indication of the trend of revenue in any one 
municipality, and the general trend may be seen in the table on page 103. 


The general service class includes data on both industrial and commercial 
customers. 


Information on monthly rates and comparative bills is published separately 
from this publication. Readers who require this information may obtain it by 
request to the Market Services & Development Division of the Marketing 
Branch, at the Ontario Hydro Head Office, Toronto. 
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MUNICIPALITY 


Mississauga .............8. 
Scarborough...5:....... 


Bramptonccsass encase 
Kitchener Wilmot...... 
Oshawanes eeaa sc ceecae 


Burlingtony-qe snes ese 
Markhamiva:araccnnentens 


Waterloo North......... 
Cambridge N. Dumfries 
Vaughan sacs conn 
Basts YOrks, crue cites 


Brantford: sztecaeeatne 
Peterborough e-cs-caese 
Kingstonmecces, «.e-0ceanee 
GIOUCESTETH scamanecnites 


TOTAL 
SALES 


kW.h 
8,578,404 ,493 
5,730,275 ,109 
5,141,719,923 
4,196,697 978 
3,997,454 923 


3,937,958 404 
3,498 191,731 
2,529,982, /15 
2,355 857,242 
1,651,782,474 


1,645 ,483 339 
1,603,944 301 
1,413 ,068,043 
1,198 592,806 
1,052,253 478 


1,042 446,930 
1,022,188 ,242 
921,879,777 
889,340,148 
838,262,933 


833,403 376 
795,405 ,003 
788,640,384 
779,191,034 
744,801,769 


687 ,389,235 
662,484 678 
643 636,875 
603,551,481 
584,695,742 


536,923,510 
523,433 ,630 
492,831,802 
436,311,293 
394,752,404 


392,404 123 
389,551,350 
376,211,743 
3535292305 
347,865 ,906 


64 612,562,632 | 2,998 626,082 


Municipal Electrical Utilities 


TOTAL 
REVENUE 


$ 

409 436,505 
233,543,660 
241,632,785 
189,203,520 
184,458 337 


175,494,691 
155,874,134 
115,883,268 
110,860,131 
73,220,529 


82,794,444 
74,618,401 
62,418,517 
54,121,598 
50,818,541 


50,195,459 
53,526,051 
43,329,405 
40,740,452 
40,520,125 


40,814,914 
39,616,705 
40,097,547 
36,162,188 
41,274,824 


31,306,973 
31,200,486 
29,650,912 
29,666,707 
28 588,336 


26,035,902 
24,081,516 
24,833,953 
20,458,755 
1957925131 


18,383,922 
18,917,880 
20,135,728 
17,681,477 
17,234,673 


MUNICIPAL UTILITY ELECTRICITY 
THE FORTY MAJOR MUNICIPAL 


210,824 
120,812 
142,538 

99,795 
119,442 


124,211 
S23 12 
67,536 
94,313 
45,117 


51,887 
D33939) 
39,226 
28,055 
43,479 


36,429 
38 391 
26,603 
34,775 
31,380 


27,374 
28,679 
23,907 
25,034 
3532382 


28,774 
23,968 
23,724 
28,714 
27 ,338 


18,571 
18,003 
19,735 
14,627 
16,997 


14,573 
14,798 
16,234 
17,148 
14,242 
1,938 ,336 


Sales 


kW.h 
1,558,473 ,624 
842,119,697 
1,419,464 396 
922,741,556 
1,181 ,651,510 


1,095 319,241 
800,030,427 
543,359,931 
762,082,426 
336,120,662 


504,911,087 
501,266,227 
481,722,674 
277,516,360 
363,602,997 


378,921,458 
413,445,052 
256,006,682 
278,006,653 
379 624,601 


276,249,746 
255,716,965 
203,106,210 
216,173,790 
350,295,231 


230,475,194 
274,685,706 
205 582,898 
304,782,951 
199 302,036 


170,853,274 
137,663 ,330 
209,195,071 
PALAU P77) 
202,996,950 


170,041,535 
109,832,200 
150,994,255 
112,437,666 
132,198,476 
17,335,986 ,022 


For the Year Ended 


RESIDENTIAL SERVICE 


Revenue 


$ 
79,229,151 
48,041,586 
71,050,199 
47,179,605 
58,553,457 


51,490,910 
40,847,640 
29 390,098 
40,011,808 
19,268,948 


27,406,320 
25,078,131 
22,98) 7013 
15,073,359 
19,868,187 


20,073,687 
22,989,599 
13,858,104 
13,847,383 
20,094,401 


14,636,322 
13,816,753 
11,585,595 
10,832,805 
19,511,944 


11,623,631 
13,745,033 
10,389,557 
15,989,328 
11,255,646 


9,030,238 
7,562,562 
11,599,354 
6,759,924 
10,422,643 


8,736,160 
6,213,582 
8,660,543 
6,314,863 
7,296,305 
902,213,074 


Customers 


¢ 

178,795 5.08 
109,533 5.70 
126,371 5.01 
87,057 Syl 
105,637 4.96 
109,777 4.70 
84,243 Soll 
59,927 5.41 
84,535 5:25 
40,347 S718) 
46,242 5.43 
47,466 5.00 
35,301 4.75 
24,825 5.43 
38,989 5.46 
32,815 5.30 
33,280 5.56 
23,837 5.41 
30,923 4.98 
28,338 D229 
22,949 5.30 
D219 5.40 
19,493 5.70 
22,376 5.01 
31,521 py57/ 
25 ,697 5.04 
20,919 5.00 
19,723 5.05 
26,097 5.25 
24,267 5.65 
16,001 5.29 
15,955 5.49 
17,202 5.54 
12,279 Se32 
15,601 Dats 
13,254 5.14 
12,892 5.66 
14,203 5.74 
14,486 5.62 
12,705 S92 
Piss 5.20 


Statement D Dol 


SALES, REVENUE AND CUSTOMERS 
ELECTRICAL UTILITIES 
December 31, 1986 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 
(under 5,000 kW) 


STREET LIGHTING 


Custo- 


Sales Revenue mers Revenue Sales Revenue 


kW.h $ kW.h kW.h $ kW.h $ 

5,382,541,112 | 263,581,580] 32,003 | 14,058 1,572,886,106 } 64,505,951 64,503,651 2,684 ,423 
1,348,779 ,767 57,919,536} 11,262 | 10,034 3,508,526,525 |126,151,558 30,849,120 1,201,402 
3,509,242,087 | 161,597,649] 16,163 | 18,172 171,570,960 | 6,672,527 41,442,480 1,914,410 
2,564,663,110 | 114,573,535] 12,730 | 17,417 683,784,432 | 25,045,899 25,508,880 1,140,102 
2,395,757,083 | 111,813,121] 13,798 | 14,705 384,619,450 | 14,500,071 35,426,880 1,579,446 
2,443,124,323 | 106,428,591] 14,423 | 14,295 371,602,240 | 15,442,851 27,912,600 1,241,339 
2,469,487,386 | 105,031,959] 8,065 | 25,669 197,793,838 | 8,004,059 30,880,080 1,253,220 
1,118,682 ,698 51,898,734} 7,602 | 12,312 854,078,286 | 33,212,643 13,861,800 638,793 
1,349,538 ,984 60,228,379} 9,774 | 11,578 220,910,712 | 8,524,829 23,325,120 1,031,487 
498 941,181 22,449,724} 4,764 8,800 803,152,231 | 30,775,670 13,568,400 587,966 
1,031,971,140 51,536,166} 5,643 | 15,591 93,750,752 | 3,349,018 14,850,360 695 ,497 
857,343,914 38,592,810} 6,069 | 12,020 228,085,480 | 9,584,020 17,248,680 763,730 
451,517,280 19,980,705} 3,921 9,730 469,741,609 | 19,052,504 10,086,480 439,595 
476,010,767 22,140,855] 3,227 | 12,706 437,265,559 | 15,886,069 7,800,120 356,823 
653,943,745 29,252,605] 4,489 } 12,260 20,946,816 W725 522 13,759,920 602,382 
653,026,756 29,444,879} 3,614 | 15,407 — — 10,498,716 469,817 
569,454,282 28,259,098} 5,110 9,566 30,421,748 LISS; 957 8,867,160 426,118 
511,680,207 225592, 778) *25163)) 16,170 145,983,448 | 5,993,721 8,209,440 357,795 
458 663,477 20,858,827} 3,850 9,798 146,877,258 | 5,273,901 5,792,760 259,869 
409 615,272 18,626,906} 3,041 } 11,630 44,776,500 | 1,556,909 4,246,560 196,046 
498 446,906 23,423,181} 4,424 95595 51,938,724 | 2,144,960 6,768,000 309,451 
532,482,278 25,213,827} 3,404 | 13,156 7,205,760 331,857 
581,413,974 28,225,151} 4,414 | 11,276 4,120,200 193,762 
556,252,124 24,778,771) 2,658 | 17,539 6,765,120 295 ,033 
386,098,018 20,062,016} 3,711 8,980 8,408,520 427,532 
448 628,281 19,221,678] 3,077 | 12,546 8,285 ,760 351,601 
337,120,482 15,141,913} 3,048 0.229 6,914,520 303,464 
432,282,097 18,873,177] 4,001 9,134 5,771,880 256,057 
293 676,690 13,231,121] 2,617 9,774 5,091,840 D212 
376,910,306 16,718,436} 3,071 | 10,298 8,483,400 367,613 
325,714,670 14,655,047] 2,569 | 11,056 37,083 ,526 1,579,234 3,272,040 145,521 
284,315,110 12,576,308} 2,047 | 11,082 94,659,830 | 3,479,720 6,795 ,360 311,146 
280,281,531 13,044,085} 2,533 9,272 3,355,200 154,893 
304 842,456 13,522,996] 2,348 | 10,983 4,453,560 198,432 
188,419,334 8,681,866] 1,396 | 11,788 3,336,120 151,700 
217,234,028 9,399,980] 1,319 | 14,277 5,128,560 223,104 
275,207,270 12,546,742} 1,906 | 12,090 4,511,880 205,164 
221,590,128 1039673101 224031 9,786 3,627,360 174,620 
180,442,739 8,240,696} 2,659 6,592 54,714,900 | 2,776,719 5,697,000 251,301 
211,839,190 957205950) alsos7 ay 11531 — — 3,828,240 170,787 
36,087 ,182,183 }1,655,059,294] 227,081 | 13,453 10,668 934,900 [407,664,423 520,459,527 | 22,890,450 
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Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 
SALES REVENUE 


Sales Revenue’ {Customers 


kW.h 
3,447,650 


kW.h 
6,689,220 


$ 
325,657 


$ 
LOS 


302 251 


256,405 ,808 12,523,906 12,092 96,060,709 5,118,378 10,943 
45,878,313 2,299 328 1,594 18,957,645 1,004,672 1,334 
13,189,961 644,708 460 7,649,859 384,923 395 
43 097,885 1,997,643 E935 15,981,589 784,526 1,614 


31,691,621 

4,866,569 
76,969,722 
30,294,166 
1,554,970 


1,628,564 

250,878 
3,804,541 
IRSSe252 
81,587 


1,679 

357 
2,769 
1,664 
117 


19,537,786 

2,278,229 
34,795 ,736 
21,537,066 
1,207,400 


1,039,866 

125,222 
1,797,290 
dl23%227, 
64,187 


1,482 

292 
2,404 
1,528 
97 


3,068 ,890 154,608 219 2,311,970 DAS; 932. 185 


96,744,072 4,303,140 2,789 26,648,162 1,378,050 2,395 
20,193,651 961,769 757 7,150,790 370,488 618 
53,016,521 2,551,981 1,940 15,094,443 896,989 1,629 
178,744,708 9,008,251 8,634 73,827,591 4,039,795 7,682 


1,566,530 87,252 123 1,218,500 67,972 104 


54,390,908 Eo aoe: 2,274 25,969,161 1,280,653 1,941 
26,664 223 1,317,679 1,053 10,267,950 541,767 799 
536,923,510 26,035,902 18,571 170,853,274 9,030,238 16,001 
10,568 ,282 575,242 571 4,627,971 266,459 455 


8,026,122 
5,488 347 
11,283,068 
24,698 ,085 
436,311,293 


408,508 
297,832 
615,448 

1,294,712 

20,458,755 


452 
328 
798 

1,426 

14,627 


5,236,554 
3,990,800 
6,652,361 
15,969,315 
12750155277 


268 ,929 
217,092 
367,119 

866,827 
6,759,924 


405 
284 
710 

1,281 
12,279 


6,824,784 348 ,095 386 5,050,415 259,574 345 


15,245,090 778,395 665 7,007 ,606 365,792 533 
38,434 338 1,874,022 1,649 13,289,445 675,512 1,401 

7,063 ,423 349 586 339 3,286,783 171,245 265, 
10,830,686 521,453 413 4,596,904 226,456 332 


22,960,422 
7,728,501 
36,641 546 
51,509,641 
1,645,483 ,339 


1,242,685 
406,603 
1,840,148 
2,680,463 
82,794,444 


1,210 
402 
1,834 
2,813 

51,887 


12,455,729 
3,919,940 
16,955 ,686 
26,431,691 

504,911,087 


954 
314 
1,446 
2,457 
46,242 


683,990 
204,529 
878,877 

1,442,161 
27,406,320 


687 ,389 235 
111,408,412 


31,306,973 
5,278,980 


28,774 
2,603 


230,475,194 
LOWIET IS 


11,623,631 
1,422,481 


25,697 
1,714 


2,374,050 116,524 122 1,110,404 54,745 85 
30,197 364 1,568,989 1,609 17,998 ,988 978,306 1,412 
41,600,928 DUT 21S 2,054 23,963,537 1,249,486 133 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 
(under 5,000 kW) 


STREET LIGHTING 


Custo- 


Sales Revenue mers Sales Revenue 


kW.h $ kW.h kW.h $ 
3,086,770 144,554 4,947 154,800 6,808 
158,019,499 7,183,328 11,874 2,325,600 103,936 
26,479 308 1,247,329 8,553 441,360 20,171 
5,368,742 254,637 6,883 171,360 7,630 
26,634 ,976 1,194,535 6,872 481,320 21,051 
11,793,475 557,646 4,818 360,360 16,274 
2,450,100 121,761 3,141 138,240 6,095 
41,330,506 1,933,013 9,702 843,480 38,194 
8,215,660 372,605 5,034 541,440 237515 
323,450 16,840 1,419 24,120 1,062 
650,360 333373 1,594 106,560 4,803 
69,466,630 2,868 ,098 14,881 629,280 27,489 
12,854,221 567,539 7,651 188,640 8,165 
37,169 ,678 1,644,544 9,928 752,400 33,519 
103,247,077 4,843,538 9,811 1,670,040 76,633 
289 350 16,304 1,269 58,680 2,717 
27,973,547 1,382,242 7,240 448,200 20,758 
16,074 433 772,432 5,423 321,840 14,264 
325,714,670 | 14,655,047 11,056 3,272,040 145,521 
5,692,271 303,625 4,161 248,040 11,867 
2,631,888 130,763 4,569 157,680 7,200 
1,405,387 76,560 2,603 92,160 4,298 
4,336,587 225,813 4,060 294,120 13,099 
8,277,690 400,570 4,757 451,080 20,315 
304,842,456 | 13,522,996 10,983 4,453,560 198,432 
1,650,889 81,369 3,276 123,480 555952 
8,029,404 380,607 5,147 208 ,080 9,485 
24,656,373 1,137,343 8,319 488,520 21,167 
3,677,280 180,492 4,198 99,360 4,509 
6,022,822 283,200 6,196 210,960 9,497 
10,131,733 537,822 3,324 372,960 17,673 
3,621,001 186,219 3,280 187,560 8,255 
19,010,140 909,898 4,072 675,720 30,156 
23,939,270 1,148,530 5,604 1,138,680 50,837 
1,031,971,140 | 51,536,166 (leo it 931 U2) |h5,549 018 14,850,360 695,497 
448,628,281 | 19,221,678 12,546 _— _ 8,285,760 351,601 
49,470,547 2,486,741 4,637 34,848,792 137i,314 371,520 16,973 
1,229,086 60,486 2,768 34,560 1,531 
11,722,096 581,149 4,934 476,280 21,996 
17,114,671 851,442 4,528 522,720 24,169 


240 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


Sales Revenue {Customers 


kW.h $ kW.h $ ¢ 
Brockvillemicas.cnecaen 274,862,020 13,214,945 79,887,618 4,369,125 73299 5.47 
Brussels iiccsaecinats 8,502,512 429,378 4,832,930 246,248 364 5.10 
Bartord yes age eonece ae 8,796,250 449,611 4,706,710 248,996 355 5,29 
Burkes) Falls:s2.chnern aces 10,548,094 556,064 4,273,471 225,116 359 Sol 
Burlington’...:csses-newt 1,042 446,930 50,195,459 378,921,458 20,073,687 32,815 5.30 
@achey Bayscsc. ensseee 4,836,674 250,048 4,187,763 220,256 233 5.26 
Caledont..-t1a. amrasnert 61,999 245 3,160,800 21,459,050 1,191,864 1973 3:55 
Cambridge N. Dumfries 795,405 ,003 39,616,705 255,716,965 13,816,753 2215) 5.40 
Campbellford ............ 36,850,885 1,581,022 16,565,189 732,661 L373 4.42 
Capreoley cncaseeneucearn 26,073,722 1,413,179 17,195,648 933,734 io! 5.43 
Cardinal) st \ccverasere 9 482,583 487,427 5,694,265 298,464 652 5.24 
@arleton Place anes S217, 919 FESR OYE) 27,326,576 1,527,851 DO25 Soh 
Casselmiany...s--taees nen 20,256 957 1,054,977 10,332,439 556,760 678 2:39 
Chalk@River accent 6,618,141 353,410 4,804 824 260,597 82 5.42 
Chapleau Twp........... 2 ISD. 1,609,142 16,155,011 908 ,428 1183 5.62 
Chatham —..caar teresa 389,551,350 18,917,880 109,832,200 6,213,582 12,892 5.66 
Chatsworth s:a.secccmere 3,820,640 195,567 2,199,000 112,841 151 513 
Chesleyctsccsia tipeeakiek 17,281,159 881,641 10,499,760 553,454 743 Daa 
Chesterville Ss. en. 22,215,809 1,098,192 8,079 696 424,436 570 2) 
Clifford igh in. f teens s 5,279,709 279,036 3,373,023 173,351 252 5.14 
Clnton’.; ts. 25 696,671 1,301,698 12,969,400 683,566 1227 S27 
Cobdenksnciaceeneee 8,785,130 456,851 5,315,101 280,004 430 O27 
@ObourTs rere eee 175,779 481 7,693 ,906 48,016,463 2,336,778 4,524 4.87 
Cochranev...j-naeieeeee 54,427,491 2,614,224 17,102,356 946,930 1,837 5.54 
Colbornetic.s aeineen.cck 17,013,762 866,006 10,287,671 545,276 720 5.30 
Coldwatersy.aecun sees 9,915,776 528,024 5,821,900 306,076 398 5.26 
Collingwood.............. 203,081,160 8,596,636 55,825 ,688 2,796,070 5,084 5.01 
Combertenssssacemsasnee: 5,136,795 263,981 2,406,541 128,304 232 Ba. 
Cookstown. ...imncnan 7,481,284 386,772 5,570,098 283,684 371 5.09 
KCottaiilits dacs geen 5,206,485 295 ,863 3,948,114 211,437 324 5.36 
CreeMOre =. .aaeaieencaet 10,273,430 488,370 6,893,400 338,570 4.9] 
Dashwood. ccaeamesenn 3,266,290 164,028 2,370,300 118,124 4.98 
DeepiRiver anaes 49 837,274 2,651,625 29,241,984 1,615,507 Doe 
Delaware’. cca arenes: 3,417,979 168,845 2,723,824 134,087 4.92 
DEIN ets scvatanaece 30,508,195 1,675,303 12,710,219 761,001 399 
DESeronto es. 2 aateeees 14,587,840 768,640 7,821,500 433,917 SPS, 
EDraVtONM vine ceesttaeessers 7,455,713 372,402 3,064,951 157,642 5.14 
IDPOSG EMS fonsaestatinet to's 27,733,954 1,416,719 9,046,600 511,891 5.66 
DiydenSe sites eee 58,273 ,206 3,011,359 22,235 ,962 1,352,265 6.08 
Dublinistccs-cscmens ae 2,982,110 158,880 1,049,750 55,432 5.28 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 


(under 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Revenue mers | kW.h Sales Revenue 


kW.h $ kW.h kW.h $ 
192,625,402 8,444 398 15,332 2,349,000 104,799 
3,516,942 168,969 3,330 152,640 6,861 
3,879,300 194,739 2,912 210,240 9,384 
6,145,743 3135331 55220 128,880 5,892 
653,026,756 | 29,444,879 15,407 10,498,716 469,817 
545,231 29,224 2yele 103,680 4,837 
39,960,955 E955) ti 8,063 579,240 26,315 
532,482,278 | 25,213,827 13,156 7,205,760 331,857 
19,832,816 821,786 5,660 452,880 17,945 
8,326,194 393,449 6,366 551,880 25,095 
3,561,158 168,257 4,496 227,160 10,329 
23,177,823 1,131,104 7,101 713,520 33,040 
9,776,918 467 ,373 6,571 147,600 6,844 
1,694,157 86,524 4,554 119,160 5,505 
13,419,991 646,569 5,886 380,520 16,959 
275,207,270 | 12,546,742 12,090 4,511,880 205,164 
1,506,800 T15509 2,854 114,840 5,303 
6,479 359 326,161 4,060 302,040 13,710 
1379195033 644,517 PL 599 217,080 10,100 
1,710,846 90,897 2,066 195,840 8,788 
12,198,431 583,103 4,498 528,840 235529 
3,288,589 167,565 3,703 181,440 8,239 
126,764,378 5,299,430 12,883 998,640 42,698 
36,829,775 1,630,971 9,837 495 ,360 21,689 
6,279,691 300,121 5,081 446,400 20,246 
3,959 596 P2257 Bis 134,280 6,197 
146,028,232 6,064,194 14,986 1,227,240 525599 
2,590,214 130,117 4,232 140,040 6,160 
1,787,346 94,923 2,482 123,840 5,707 
1,153,611 67,471 1,962 104,760 4,855 
3,255,190 150,302 4,145 146,880 6,341 
827,950 41,871 1,605 68,040 3,033 
19,789,610 990,817 10,056 805 ,680 38,888 
624,675 31,162 2,169 69,480 2,996 
17,157,896 871,727 4,539 640 ,080 29,575 
6,458,180 318,509 6,727 308,160 14,632 
4,277,002 205,701 5,241 113,760 5,059 
18,309,354 878,437 7,865 378,000 175391 
34,831,964 1,638,358 7,011 1,205,280 53,848 
1,878,720 97,968 4,231 53,640 2,506 
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Easteyviork oc seeetrseecs 
East Zorra Tavistock . 
Eganville sc tanesseneneet 


Elmvale. 


Flamborough............. 


Flesherto 
Forest... 


Wives patestuieieisiaisiatee's 


Brankford\. e.ceeeiree 


Georgina 


Glencoe .t pees 


Grand V 
Granton 


alleyieitnetsc 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTARAAM, " FOTAL 
SALES REVENUE 


Sales Revenue [Customers 


kW.h $ kW.h $ 


16,477,610 768,057 630 7,686,150 363,217 
128,023,193 6,393,445 7,031 66,538,806 3,528,653 

S977 30 2,147,449 2,225 13,808 ,936 858,185 

18,420,850 972,304 1,057 8,833,529 500,449 897 


6,209,251 BS1e399 464 3,198,819 179,659 378 


779,191,034 36,162,188 25,034 


216,173,790 10,832,805 22,376 


21,089,960 998,019 758 9,972,667 499 371 644 
9,764,942 505,375 620 5,471,350 279,996 499 
12,454,135 569,020 648 6,026,900 282,406 519 


2,050,640 114,765 162 1,585,400 88,325 136 


20,309,724 1,040,662 928 


1,093 11,384,620 598,262 


22,014,202 1,161,068 865 135235,501 700,381 751 

4,677,027 236,968 375 3,214,214 162,574 315 
48 ,788 ,080 2,025,072 915 10,786,094 542,051 777 
43 ,445 873 2,257,887 2,194 26,078,322 1,385,598 1,918 


42,809,709 2,170,943 2,194 21,696,477 DP lSsieto 1,932 


3,498,191,731 155,874,134 2312 800,030,427 40,847,640 84,243 
39 607 484 2,037,714 1,840 P2275 ne, 1,038,974 1,547 
21,003,948 1,077,517 1,037 12,281,400 636,761 854 


88,905,807 4,150,572 2,383 20,917,975 1,131,483 2,040 


SS2Oe 202,867 


226 2,062,040 114,520 179 


21,393,905 1,068,502 1,090 11,162,914 573,826 CAIP2 
6,141,622 278,022 331 3,260,450 147,339 264 
26,134,465 1,341,484 Hes Lag 12,897,041 701,186 980 


90,405,100 4,003,792 Sr512 53,033,435 2,416,708 2) 18 


14,514,065 759,356 830 726 


9,678,247 507,061 


25,711,050 1,258,608 1,187 13,722,155 683,381 985 
14,122,138 765,217 804 5,576,140 315,770 641 
603,551,481 29,666,707 28,714 304,782,951 15,989,328 26,097 
103,977,391 4,808 ,483 3,413 29,855,121 1,585,247 2,774 


25,953,901 
11,747,019 
8,823,670 
2,609,559 
36,969,257 


1,381,449 
700,972 
454,429 
135,766 

1,823,580 


1,167 
961 
490 
137 

2,033 


18,214,635 
5,411,560 
5,791,001 
1,434,300 

18,977,123 


972,486 
342,656 
288,554 

64,497 
O75, 112 


1,035 
745 
409 
115 

1,682 


106,476,881 5,726,014 


6,298 55,570,876 3,191,599 5,616 


921,879,777 43,329,405 26,603 256,006,682 13,858,104 23,837 
46,269,017 2,424,365 3,278 25,037,114 1,363,297 2,808 
319,666,703 16,376,027 11,822 139,899,028 7,725,944 10,513 
5,730,275,109 | 233,543,660 120,812 842,119,697 48,041,586 | 109,533 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 
(under 5,000 kW) 


STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers | kW.h Sales Revenue 


kW.h $ kW.h kW.h $ 
8,623,700 385,902 5,891 167,760 7,150 
58,942,427 2,728,834 6,775 2,541,960 123183 
25,347,194 1,224,101 6,194 615,600 27,752 
9,274,481 457,165 4,830 312,840 14,011 
2,858,872 146,059 2,803 151,560 6,781 
556,252,124 | 24,778,771 17,539 6,765,120 295 ,033 
10,881,133 493,803 7,954 236,160 10,445 
4,062,112 209,587 2,918 231,480 10,663 
6,236,435 280,784 4,029 190,800 7,918 
409 440 23,025 1312 55,800 2,593 
8,699,744 427,312 4,341 225,360 10,088 
8,519,141 432,192 6,339 259,560 12,216 
1,374,973 68,466 1,910 87,840 3,928 
37,766,186 1,453,234 22,806 235,800 10,274 
16,899,191 821,064 5,334 468 360 21,085 
20,527,872 956,907 6,579 585,360 25,885 
2,469,487 ,386 | 105,031,959 25 669 30,880,080 | 1,253,220 
19,787,667 965,162 5,609 597,240 26,878 
8,428 428 416,513 3197 294,120 13,174 
67,367,552 2,951,762 | 16,512 620,280 21,327 
1,579,439 83,334 2,800 91,080 4,197 
9,820,591 466,893 4,676 410,400 18,476 
2,786,852 125,189 3,415 94,320 3,892 
12,803 ,624 644,080 5,256 433,800 19,918 
36,139,385 1,548,726 7,762 1,232,280 50,131 
4,670,578 233,896 3,742 165,240 | 7,402 
11,712,055 558,355 4,832 276,840 12,516 
8,278,878 429,395 4,207 267,120 12,052 
293,676,690 | 13,231,121 9,774 5,091,840 227,152 
42,036,694 1,908,644 5,587 998,640 43,253 
7,402,306 375,016 4,896 336,960 15,603 
6,049,979 337,394 2,436 285,480 13,922 
2,924 669 144,830 81 3,250 108,000 4,800 
1,138,539 68,279 22 4,313 36,720 1,490 
17,316,774 798,818 351 4,135 675 ,360 28,340 
48,895,765 2,408,729 682 6,019 2,010,240 93,931 
511,680,207 | 22,592,778 2,763 | 16,170 145,983,448 | 5,993,721 8,209,440 35757195 
20,209,143 988,076 470 3,653 — — 1,022,760 45,119 
177,745,915 8,583,107 1,309 | 11,465 — — 2,021,760 95,074 
1,348,779,767 | 57,919,536 | 11,262 | 10,034 3,508,526,525 126,151,558 30,849,120 | 1,201,402 
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MUNICIPALITY 


ELALTOWeliessuccereataaees 
Hastings yt ciacasoeuonennete 


Havelock 


Hawkesbury .............. 
Hearstire..steeee ae 


Kingsville 
Kirkfield. 
Kitchener 
L’Ongnal 
Lakefield 


Wilmot...... 


Larder Lake Twp...... 


Latchford 


Lincoln... 
Lindsay .. 
Listowel . 


Magnetawan.............. 


Markdale 
Markham 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 
SALES REVENUE 


Sales Revenue {Customers 


kW.h 
65,970,348 
17,587 ,692 
21,062,235 

9,618,976 
11,284,200 


$ 
3,337,548 
889,432 
1,129,962 
505 ,356 
556,422 


kW.h 
22,448,550 

8,203,205 
10,892,214 
Djo2;392 
6,713,050 


$ 
1,237,988 
445,511 
587,204 
299,095 
339,067 


2519 
859 
960 
554 
595 


177,718 ,660 
96,967,178 
13,661,188 

1,289,090 
44,221,092 


7,882,718 
4,477,244 
691,736 
71,230 
2,133,545 


4,030 
2,185 
450 
104 
1,689 


49,120,428 
26,326,445 
4,617,260 
884,350 
15,570,568 


2,406,276 
1,386,579 
222,437 
47,528 
832,756 


85 832,178 
21,808,897 
22,893,347 

236,616,816 

48 067,743 


4,290,411 
1,047,499 
1,361,664 
11,924,384 
2,447,145 


37351 

Slit 
1,824 
9,471 
2,999 


27,062,882 

5,372,073 
13,242,942 
99 962,259 
21,684,778 


1,533,291 
282,966 
767,129 | 

5,653,073 

1,193,199 


29,458,549 
98,225,191 
4,261,945 
60,080,877 
643,636,875 


1,505,003 
4,742,642 
240,827 
2,979,072 
29,650,912 


1,156 
5,180 
337 
2,705 
23,724 


14,852,562 
43,390,838 
2,660,909 
38,187,197 
205,582,898 


801,009 
2,316,820 
157,040 
1,924,870 
10,389,557 


43,511,467 2,235,726 23235 22,331,986 1,214,197 


1,986,380 98,765 123 1,287,705 64,028 
1,603,944 301 74,618,401 D35539 501,266,227 25,078,131 
16,231,108 825,280 759 LISi2928 600,178 
26,606,090 1,418,378 1,149 14,431,590 789,114 


6,663,728 
7,280,474 


371,845 
361,890 


392 
339 


3,653,264 
4,399,740 


206,043 
223,098 


8,439,879 441,658 506 6,346,250 344,317 
3,342,355 162,421 206 2,095,450 105,312 
116,235,105 5,463,456 4,468 34,233,326 1,832,326 


26,497,280 
163,108,250 
60,848 ,067 
2,355,857 ,242 
13,188,690 


1,413,757 
7,862,163 
3,091,788 

110,860,131 

663,391 


1,730 
5,720 
2,066 

94,313 

649 


14,163,101 
3039325177 
20,364,454 

762,082,426 

8,348,300 


788 ,620 
2,721,812 
1,132,411 

40,011,808 

429 313 


10,099 645 
13,613,363 
1,980,700 
16,551,060 
1,022,188,242 


516,197 
701,286 
106,463 
844,176 

53,526,051 


550 
669 
153 
646 

38,391 


5,803,265 
6,521,319 
1,190,550 

7,045,000 
413,445,052 


299 ,963 
342,309 

63,532 
3755397, 
22,989,599 


455 
506 
119 
509 
33 ,280 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE 
(over 5,000 kW) 


GENERAL SERVICE 


(under 5,000 kW) STREET LIGHTING 


Custo- 
mers | kW.h Sales Revenue 


Custo- 
Sales Revenue mers 


Revenue 


kW.h $ kW.h kW.h $ 
42,923,838 2,054,287 OIDs 597,960 27,360 
9,052,567 419,983 5,588 331,920 14,976 
9,928,461 532,608 4,701 241,560 10,950 
3,919,224 196,180 35299 167,400 7,724 
4,419,950 213,029 3,647 151,200 6,693 
127,427,872 5,406,664 19,886 1,170,360 51,566 
69,794 373 3,017,209 17,678 846,360 37,341 
8,890,928 458,835 8,053 153,000 6,764 
376,300 20,416 1,425 28,440 1,320 
28,323 ,644 1,314,967 6,414 326,880 14,704 
57,256,936 2,619,122 10,795 1,512,360 68,098 
16,303,524 724,065 16,773 133,200 6,133 
9,064,325 421,311 4,496 586,080 24,615 
135,109,437 6,073,687 21,284 1,545,120 72,056 
25,531,205 1,217,091 5,266 851,760 37,956 
14,236,267 690,848 6,858 369,720 17,187 
2/75 2,403,906 5,472 2,037,240 88,763 
1,486,916 82,516 2,295 114,120 5,561 
21,083,320 1,011,316 | 4,414 810,360 36,046 
432,282,097 | 18,873,177 9,134 5,771,880 256,057 
20,558,121 973,551 5,304 621,360 27,978 
649,715 33,454 1,747 48,960 2,243 
857,343,914 | 38,592,810 12,020 17,248,680 763,730 
4,608,020 232,109 4,315 250,560 11,679 
11,742,500 599,840 5,895 432,000 20,884 
2,843,424 160,145 2.925 167,040 7931 
2,752,574 133,915 3,058 128,160 D599 
1,994,989 104,334 2,12) 98,640 4,571 
1,156,545 54,731 2,409 90,360 5,997 
80,734,219 3,491,497 9,894 1,267,560 54,400 
11,894,979 600,196 6,234 439,200 20,335 
110,864,593 4,957,145 11,322 1,311,480 57,989 
39,870,173 1,918,805 11,909 613,440 28,728 
1,349,538,984 | 60,228,379 11,578 23,325,120 | 1,031,487 
4,620,790 222,306 4,279 219,600 GP? 
4,103,060 210,596 3,454 193,320 8,794 
6,820,244 342,878 3,508 271,800 12,413 
721,750 37,716 1,769 68,400 3,118 
9,290,060 455,946 5,651 216,000 9,710 
569,454,282 | 28,259,098 9,566 30,421,748 AG153,957. 8,867,160 426,118 


246 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


Sales 1 Revenue {Customers 


kW.h $ kW.h $ kW.h ¢ 
Marmora .thactiscenacsnts: 12,901 528 642,966 659 7,136,392 368,401 1,116 5.16 
Martintown jase: 1,893,340 98,833 1,305,650 67,285 1,067 Sat'D 
MASSE ccnrauuctneniict Wass 11,798 ,527 563,681 504 7,023,081 332,442 V377 4.73 
Maxville:....2.cecd:teeee. = 7,643,535 379,184 368 3,821,299 190,102 1,106 4.97 
McGarry Twp. .......... 6,542,340 326,191 417 5,000,450 256,228 1,080 SAlZ 
Meatord scsi heaton. 37,580,650 1,821,145 1,985 | 17,656,729 899,242 876 5.09 
Mertines.)ucaccost eles 4,053,148 206,090 289 2,646,200 135,400 DS S12 
Midland sc. diitn ects 140,648,815 6,491 ,388 4,828 41,898 859 2,228,391 834 5232 
Mildintay.icctestsecasenaay 7,375 ,664 385,776 449 5,236,753 270,319 1,202 Dp llGe} 
Millbrooks ster tendons 8,499 ,752 439,127 | 483 5,450,788 278,390 1,192 aya 
MaltOnis lsh. desman tie 325,385 376 15,711,155 | 10,257 | ~=—119,776,041 6,332,945 1,165 5.29 
Milvertons.).085...0.c0% 11,395,450 | 567,659 565 6,098,630 302,771 1,110 4.96 
Mississauga ............... 4,196,697 ,978 189,203,520 99,795 922,741,556 47,179,605 906 Bali! 
Mitchell crcinerdioayeanties 30,542,727 1,596,127 1,302 13,139,939 734,036 983 Seo 
Mooretieldin tuedannase 3,740,782 206,866 | 175 1,901,746 105,052 1,165 j2 
Morrisburg..:..nessctseen +e 25,618,733 1,361,082 1,170 13,331,065 719,888 990 1,128 5.40 
Mount Brydges ......... 8,515 338 426,046 573 5,160,973 264,035 494 887 5:12 
Mount Forest............ 34 834,325 1,723,220 1,758 17,035,405 862,694 1,465 987 5.06 
Nanticoke) isi) een. ceas. 49 244 553 2,608 ,043 3,619 25,474,106 1,442,073 3,096 689 5.66 
Napanee siden. cemaie ces 53,767,907 2,628,360 2,169 15,920,356 870,163 1,750 769 5.47 
Nepean foi: ia.eaer.. tans 838,262,933 40,520,125 31,380 379,624,601 20,094,401 28,338 1,144 3.29 
Neustadt: scaicnerteuasos: 3,247,950 175,342 265, 2,481,100 131,124 227 915 5.28 
Newburghie.-vcalhaves.: 4,246,779 231,767 280 2,648,756 149,100 240 927 5.63 
Newbury. ..sa.thsecas.: 3,189 526 155,388 179 1,289,401 69,254 144 741 5.37 
Newcastle iinycugetacesa 145,521,439 7,132,657 5,794 69,824,610 3,607 ,946 5,185 1,143 5.17 
Newmarket (nutans. 277,917 344 13,529,210 11,665 1215299105 6,214,728 10,424 999 Sal 
Niagara Falls ............ 584,695 ,742 28,588 ,336 27,338 199 302,036 11,255,646 24,267 691 5.65 
Niagara On The Lake 104,074,277 5,637,650 Byy/1/) 45,190,743 Plossl 4,099 931 5.69 
INickelii@entremar. cues. 14,138,806 712,993 910 9,536,472 499 871 839 954 5.24 
Nipigon Twp............. 17,641,519 925,141 910 7,359,586 435,665 740 833 5.92 
Nortolk), 5.00584, dtvers 4,388 ,387 231,878 432 2,495,787 131,538 312 673 5.27 
North? Bay pee est 492,831,802 24,833,953 19,735 209,195,071 11,599,354 17,202 1,024 5.54 
N. Dorchester Twp.... 7,806,373 393,142 482 3,872,650 201,750 401 836 Spal 
North YOrk eerncc.saewes 5,141,719,923 | 241,632,785 142,538 | 1,419,464,396 71,050,199 | 126,371 936 5.01 
INOKWICH acer anette. 17,509,024 963,980 11g 11,182,850 626,626 1,112 840 5.60 
NO pwood’.....ttir os ite 10,255,480 538,398 571 6,475,009 340,479 492 1,106 5.26 
Oakvilles; «aechdten,cc fee vs 1,198 592,806 54,121,598 28,055 277,516,360 15,073,359 24 825 970 5.43 
@ilP Springs ctwrasteas sc: 4,076,255 214,170 335 2,367,190 125,650 22 786 5.31 
OMEMECE: Jc2ccace eens. 7,669,999 393,302 402 4,250,941 227,013 336 1,070 5.34 
Orangeville 0: :853...22 133,653,600 5,950,455 5,205 46,711,850 2,349 606 4,449 885 5.03 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE 


GENERAL SERVICE 
(under 5,000 kW) 


Rev. Rev. 
Custo- per Custo- | per 
Sales Revenue mers kW.h Sales Revenue mers | kW.h Sales 


(over 5,000 kW) STREET LIGHTING 


Revenue 

kW.h $ kW.h kW.h $ 
5,463,456 259,948 3,794 301,680 13,386 
$40,530 | 29,187 20 2252 47,160 2,183 
4,564,846 213,827 79 4,815 210,600 9,273 
3,641,876 176,124 80 3,794 180,360 8,084 
1,355,410 65,678 36 3,138 186,480 8,191 
19,175,481 877,158 289 5,491 748,440 31,973 
1,315,868 67,978 48 2,284 91,080 4,012 
97,652,316 4,181,146 585 | 13,958 1,097 ,640 46,440 
1,928,311 101,212 80 2,009 210,600 9,562 
2,918,284 144,426 84 2,795 130,680 | 5,866 
203 484,975 9,258,653 1,643 | 10,539 2,124,360 96,210 
5,058,140 256,977 106 3,977 238,680 10,911 
2,564,663,110 | 114,573,535 | 12,730 | 17,417 25,508,880 | 1,140,102 
17,035,588 845,822 186 7,674 367,200 16,969 
1,755,516 98,796 31 4,719 83,520 4,018 
11,890,228 612,642 180 5,630 | 397,440 18,332 
3,205,685 150,190 79 3,339 148,680 6,321 
17,400,760 838,897 293 4,786 398,160 17,902 
22,676,047 1,109 223 523 3,691 1,094,400 48,147 
BV 2152751 1,727,490 7,437 631,800 28 ,604 
409,615,272 | 18,626,906 11,630 4,246,560 196,046 
675,410 38,051 1,481 91,440 4,151 
1,514,863 77,454 3,156 83,160 3,761 
1,824,525 85,957 4,344 75 ,600 Sy377 
73,606,309 3,377,043 10,006 2,090,520 91,867 
153,989,879 6,988,053 10,959 2,628,360 118,427 
376,910,306 | 16,718,436 10,298 8,483,400 367,613 
57,897,854 ZEON3O 15) 4,159 985 ,680 45,840 
4,202,734 200,478 4,864 399 ,600 17,806 
10,146,933 496,560 4,974 135,000 6,284 
1,750,400 92,624 1,236 142,200 6,531 
280,281,531 13,044,085 O72 3,355,200 154,893 
3,788,643 180,216 3,898 145,080 6,476 
3,509 242,087 | 161,597,649 | 18,172 171,570,960 6,672,527 41,442,480 | 1,914,410 
5,960,774 311,871 2,447 —_— — 365,400 16,583 
3,604,791 181,627 3,851 _ — 175,680 8,032 
476,010,767 | 22,140,855 12,706 437,265,559 | 15,886,069 7,800,120 356,823 
1,610,065 83,722 1,617 99 ,000 4,398 
3,297 ,378 158,189 4,041 121,680 5,473 
85,908,910 3,669 464 9,661 1,032,840 43,258 


248 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 
SALES REVENUE 


Sales Revenue [Customers 


kW.h $ kW.h $ 


OP lllatcasngecee tee thes xc 266,825 ,506 11,823 ,984 9,458 93,914,597 4,330,134 8,257 
OSNAWA ys. Cech atone 1,413 ,068,043 62,418,517 39 ,226 481,722,674 DEST S 35,301 
OM awa ia vam nemesis: 3,937,958 ,404 175,494,691 124,211 1,095 319,241 51,490,910 | 109,777 
Owen Sound............. 239,600,231 10,905,952 7,907 72,131,992 3,576,088 6,752 
Paisley. - germs 9,632,416 501,738 472 6,925 ,072 352,626 402 
Palmerston seomeete ts. 15,722,785 811,081 888 8,492,810 454,552 753 
Barise Avince actor tener: 58,780,142 3,072,151 2,994 23,483,029 1,336,147 2,647 
Pankinall) sc decameenscn ences: 13,820,094 675,323 604 6,978,685 356,749 494 
Parry Sound! ans... —- 70,032,812 3,590,122 2,936 35,389 537 1,821,133 2,397 
Rethamin.c cect ettan 16,076,780 864,459 P| 9,592,502 535,278 973 
Pembroked,.aeraesttetasns 143,094,311 7,118,357 6,232 58,900,220 3,146,967 5,187 
Penetanguishene ........ 61,359,158 2,911,483 Pa | 26,317,297 1,351,850 1,850 
Pertivionsc.eocsooitene 83,265,459 3,943,920 2,894 26,434,132 1,451,286 2,393 
Peterboroushae ean... « 662,484,678 31,200,486 23 ,968 274,685,706 13,745,033 20,919 
Petrolia cee . 33,148 ,054 1,711,391 1732 13,755,437 781,571 1,473 
BiCkenming caceenneeicnes 394 752,404 19,792,131 16,997 202,996,950 10,422,643 15,601 
Picton... seen S 40,575,947 2,034,147 2,057 18,610,210 1,029 686 1,657 
Plantagenet..caeesnene..:- 9 ,006 ,032 460,947 380 5,426,026 284,697 318 
PointhEdward teens. 49 620,681 2,330,471 1,017 7,310,180 399,793 823 
Port ‘Burwelli2a.04.4:..: 4,230,630 247,571 406 2,719,200 163,135 328 


197,217,811 9,653,866 8,065 53,115,066 3,307,893 7,194 


Ports leimie. ase techs s.5- 67,108 ,722 3,079 ,663 2,463 39,478,012 1,854,314 2,143 
PorteHOpek set shotnc. sce 189,233,930 8,599,857 3,99! 43,064,596 2,282,572 3,479 
Port McNicoll ........... 14,045,449 709,380 895 9,985 346 482,964 851 


Port ‘Stanley 72.0 say. c-n.- 14,456,747 758,187 1,164 8,453,610 457,701 1,026 


PIESCOCK: «.aewaeteaneeees'» 42,302,226 2,061,030 2,099 16,531,734 841,226 1,802 
Priceville’ i areaccmnesen: 1,004,190 57,666 106 876,900 50,470 99 
RainveRiversetenncn sa: 8,966,911 476,734 476 4,797,314 273,419 370 
Red ROCK tes. sense. 5,937,924 329,837 401 2,972,702 174,757 367 
RREMITEW) «fi teatine teense 85,789,377 4,465,594 3,656 36,520,419 2,009 944 3,110 
Richmond Hill.......... 376,211,743 20,135,728 16,234 150,994,255 8,660,543 14,203 
Ridpetown «....tonatetate- 22,656,512 1,184,263 Nes Pas, 9,467 560 3375295 Fells 
Reale yiscas eo sactas mentees 5,655 ,989 278,779 303 3,746,644 186,949 251 
Rothlangirs6. averse sant 40,616,801 2,207,238 1,855 28,263,761 1,486,743 1,664 
ROCKWOOd..ciciievartsst. 10,223,138 514,363 519 7,587,732 378,011 447 
ROGNGY x-ae-crtete sree: © 6,809,743 356,549 493 3,364,459 177,734 404 
RGSSERU cae. dneabotes se ces 2,364 590 122,607 162 1,136,750 60,778 138 
Risselly coal cays 11,563,567 603,695 525 8,819,707 463 ,862 476 


72,954,653 
523,433,630 


3,891,807 
24,081,516 


2,913,023 4,348 
7,562,562 15,955 


Sandwich West Twp. . 
SATU Aian coop aneaeeenatt esp) 


4,644 
18,003 


54,563,337 
137,663,330 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE 


GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
i Rev. Rev. 
Custo- per Custo- | per 

Sales Revenue mers kW.h Sales Revenue mers | kW.h Sales Revenue 

kW.h $ kW.h kW.h $ kW.h $ 
169,452,029 7,366,284 11,837 — = 3,458,880 144,316 
451,517,280 | 19,980,705 9,730 469,741,609 | 19,052,504 10,086,480 439 595 
2,443,124,323 | 106,428,591 14,295 371,602,240 | 15,442,851 27,912,600 | 1,241,339 
119,884,450 5,448,895 8,438 45,325,149 1,738 ,867 1 2,258,640 99,284 
2,457 ,864 125,957 2,926 249 480 1iGt72 
6,872,855 333,611 4,274 357,120 15,918 
34,272,193 1,624,012 8,137 1,024,920 46,144 
6,644 ,489 311,944 5,034 196,920 8,630 
33,841,555 1,636,335 Sli 801,720 35,927 
6,294,918 315,931 3,569 | 189,360 8,670 
82,112,931 3,814,528 6,669 2,081,160 92,321 
34,388 821 1,526,319 11,065 653,040 28,887 
56,455,487 2,557,334 9,700 375,840 16,630 
337,120,482 } 15,141,913 9,229 6,914,520 303,464 
18,984,017 918,564 6,379 408,600 18,391 
188,419,334 8,681,866 11,788 3,336,120 151,700 
21,319,177 1,044,998 4,453 646,560 29,946 
3,416,566 169,754 4,449 163,440 7,504 
41,857,621 1,928,723 17,706 452,880 19,006 
1,448,070 80,477 1,508 63,360 2,959 
102,482,622 4,818,826 9,873 1,650,960 74,742 
26,924,750 1,180,538 6,990 705,960 29 ,308 
144 839,134 6,141,328 23,854 1,330,200 59,680 
3,858,863 217,396 7,146 201,240 8,672 
5,723,057 280,488 35533) 280,080 12,498 
25,348 ,932 15183.523 TAL 421,560 18,662 
91,650 52216 1,091 35,640 1,643 
4,010,477 209,565 3,245 159,120 7,478 
2,867 ,662 150,461 6,828 97,560 4,545 
48 038,478 2,310,991 7,292 1,230,480 56,356 
221,590,128 10,967,516 9,786 3,627 ,360 174,620 
12,558,952 609,818 5,080 630,000 28,150 
1,776,505 89,567 3,021 132,840 5,931 
11,857,320 593,499 5,459 495 ,720 23.122 
2,412,206 12082707 2,831 223,200 10,047 
3,238,644 169,331 3,032 206,640 9,484 
1,172,400 57,964 4,248 55,440 2,580 
2,585,820 SG)S) WF 4,585 158,040 7,422 
17,854,556 885,824 5,027 536,760 ; 24,160 


284,315,110 | 12,576,308 11,082 94,659,830 | °3,479,720 6,795,360 311,146 


250 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kW.h $ kW.h $ ¢ 
Scarborough)... ..:c2) 420.8 3,997 454,923 184,458 337 119,442 | 1,181,651,510 58,553,457 | 105,637 4.96 
Schreiber ‘Dwp cnn. 19,755,382 1,021,888 826 11,200,758 607,276 715 5.42 
Scupog yer eee as 39 324,388 1,902,766 1,789 23,061,582 1,143,269 awit 4,96 
Seaforthe cae saeves sere 18,260,353 968,792 1,018 8,811,616 492,525 861 Dro? 
Shelburne ivc.scsesee cere 25,891,540 1,261,581 1,197 14,317,700 722,163 1,020 5.04 
SiIMGOC THs csneceedsennee 164,530,087 7,784,213 6,087 57,419,817 3,064,944 7247 5.34 
Sioux Lookout .......... 31,582,080 1,707,480 15253 15,455,415 902,381 1,057 5.84 
Smiths Falls:7:2cuseceese 98,514,242 4,679,144 4,179 38,522,954 2,005,310 B5552 S28 
South Dumfries......... 10,142,111 493,170 401 38931, 209 190,442 347 5.38 
SouthwRivers acerca 9,277,648 450,626 Siz 5,851,300 287 ,645 438 4.92 
South West Oxford.... 21,462,301 893,337 361 3,516,500 189,699 39 
Southampton............. 31,634,561 1,528,446 1,814 20,399 ,340 1,007,259 4.94 
Springticlale yavanna 3,059,070 145,104 210 2,269,500 106,309 4.68 
St'Cathanines scye. cen: 1,651,782 ,474 73,220,529 45,117 336,120,662 19,268,948 SWE: 
St) Glan Beachiy..77,05 18,297,276 940,164 1,108 12,068,746 649,003 5.38 
SOUUMarysitceeecteceeanct. 42,299,715 2,256,953 2 Aah 18,592,676 1,047,689 5.63 
St ERomas! acess ee 273,881,619 13,054,977 10,936 80,467,176 4,554,575 5.66 
SlAYNELT Re inaeceeanunee 20,113,330 1,028,500 1,285 12,076,865 631,720 e239 
Stirlingts dam nercdenenes 16,130,292 793,082 805 8,855,511 457,955 Sel? 
StomeynCreekewt.nes. 347,865 ,906 17,234,673 14,242 132,198,476 7,296,305 D552 
Stratlord ir. s.ccer eesti 297,495 ,986 14,838,397 10,167 9313575773 5,260,657 5.63 
Strathroyierc.saecseeimer 78,526,994 3,865,533 3,355 29,248 982 1,574,235 5.38 
Sturgeon Falls........... 52,718,029 2,530,100 2,328 27,899 548 1,407,916 5.05 
SudbUryescccccecgeneednes 744,801 ,769 41,274,824 355232 350,295 ,231 19,511,944 See! 
SUNGTICgE ..: se lsacecemeee 9,884,907 487 ,286 439 5,233,284 256,136 346 4.89 
Taras cus Meee se 8,387,560 390,486 346 4,625,350 216,717 277 4.69 
Tecumseh sinnerman 46,784,958 2327,199 2,645 24,078,278 1,314,180 2,451 5.46 
Deeswater \rsartecs- ene 10,432 ,366 509,391 465 5,750,163 287,515 B97) 5.00 
Terrace Bay Twp. ..... 23,574,078 1,198,061 933 14,518,932 781,634 843 5.38 
Thamesville 75) ke..sne-t 7,811,955 395,668 453 3,432,525 166,965 356 4.86 
Thediordmer.cc.sseesaeeit 6,140,890 305,594 336 3,104,680 159,584 260 5.14 
Thessalonnscaas esse 14,834,855 794,799 689 8,162,180 454,135 563 5.56 
ThormDury<.saceeecosetn 16,931 ,783 832,689 969 8,866,915 454,486 826 5.13 
ThoOmMdalesiccastasescoma 2,410,110 133,720 159 1,330,900 TZA95 127 5.42 
THOmMtO nN sean suena 3,935,760 187,201 200 3,051,500 145 272 WT, 4.76 
Thoroldt 7: ceraesauenes 142,994 152 7,032,384 6,462 48 360,747 2,918,442 5,728 6.03 
Thunder (Bay eos: 1,052,253 ,478 50,818,541 43,479 363,602,997 19,868,187 38,989 5.46 
THDUTY cccccecacs es cesar 57,394,604 2,620,655 1,640 13,481,894 684,139 1,413 5.07 
Tillsonburg. -.c-:cersncrss 126,916,693 6,416,665 4,132 35,141,263 2,000,648 3,463 5.69 
TOrOntob sine agessteeeneett 8,578,404,493 } 409,436,505 } 210,824 } 1,558,473,624 79,229,151 | 178,795 5.08 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
Rev. Rev. 
Custo- per Custo-] per 

Sales Revenue mers kW.h Sales Revenue mers | kW.h Sales Revenue 

kW.h $ kW.h kW.h $ kW.h $ 
2,395,757,083 } 111,813,121 14,705 384,619,450 | 14,500,071 35,426,880 | 1,579,446 
8,177,704 402,260 6,195 376,920 17,635 
15,819,646 762,311 4,865 443,160 20,085 
9,034,017 453,124 4,795 414,720 18,843 
11,121,680 526,548 5,207 452,160 19,590 
105,214,870 4,649,248 10,172 1,895 ,400 82,597 
15,821,385 782,404 6,559 305,280 14,078 
58,977,168 2,632,090 7,876 1,014,120 43,149 
6,476,668 297,595 9,813 128,160 5,821 
3,282,348 156,656 3,853 144,000 ; 6,282 
17,734,841 692,969 36,948 210,960 9,219 
10,546,181 476,011 4,993 689 ,040 29,555 
718,650 34,278 1,932 70,920 3,017 
498 941,181 } 22,449,724 8,800 13,568,400 587,966 
5,824,250 258,980 7,828 404 ,280 17,481 
23,295,199 1,148,529 S,O1S 411,840 18,735 
190,395 ,843 8,360,765 13,344 3,018,600 131,806 
7,664,585 377,397 3,490 371,880 16,824 
7,028,541 337,434 4,649 246,240 10,998 
211,839,190 9,726,350 1S3T | 3,828,240 170,787 
200,895 ,333 9,404 307 14,776 3,242,880 147,919 
48 459,372 2,219,471 8,538 818,640 35,527 
24,107,121 1,069,138 7,200 711,360 30,663 
386,098,018 | 20,062,016 8,980 8,408,520 427,532 
4,494 663 219,440 4,027 156,960 7,163 
3,598,050 163,820 4,345 164,160 7,191 
21,941,680 988,910 9,329 | ! 765 ,000 33,649 
4,506,883 212,137; 5,523 175,320 7,789 
8,809 626 428,443 8,067 245,520 11,268 
4,136,070 213,800 Sos 243,360 10,903 
2,871,330 139,934 3,108 164,880 7,276 
6,296,115 327 ,329 4,164 376,560 17,643 
7,648 348 359,945 4,457 416,520 18,218 
1,020,170 57,854 2,657 59,040 2,671 
831,700 37,549 2,888 52,560 2,214 
92,741,245 4,015,685 10,587 1,892,160 85,881 
653,943,745 | 29,252,605 12,260 20,946,816 PZ 522 13,759,920 602,382 
43,280,910 1,885,531 16,030 — -— 631,800 26,985 


90,146,790 4,332,362 11,348 _ = 1,628,640 76,088 
5,382,541,112 | 263,581,580 14,058 1,572,886,106 | 64,505,951 64,503,651 | 2,684,423 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kW.h $ kW.h $ ¢ 
PORE M MAM <a cdma te 19,413,650 980,890 1,010 9,846,280 525,120 889 5:33 
ELEAtON she geaccemtecnas 255,354,940 11,092,344 5,895 58,444 365 2,955,945 53129 5.06 
TWeed Miwsacccacomeadatess 16,710,875 830,330 798 8,553,686 435,561 648 5.09 
WxXbDrId ge 2 ccaneeoaeat ¢ 28,842,726 1,488,704 323 12,833,881 676,316 1,080 eral 
Wankleek Hill ss22.6.. 16,925 ,062 870,037 834 10,837,609 549,721 715 5.07 
Vatighani.s.c.ccednoeueee 788,640 ,384 40,097 547 23,907 203,106,210 11,585,595 19,493 5.70 
Victoria Harbour....... 9,905 ,665 512,023 647 6,853,923 368 ,287 582 Seo) 
Walkerton. enccovadted 55,696,965 2,626,529 2,035 21,665 ,887 1,110,234 1,757 S12 
Wallaceburg kiss. 212,618,617 9,236,130 4,415 35,891 ,588 2,039,109 3,836 5.68 
Wrardsville <.3..iidas ace 3,073,999 146,783 197 1,420,829 70,036 138 4.93 
Warkworth: s.craedasdecsns 5,604,758 300,320 ont 3,591,286 192,595 241 5.36 
Wasaga Beach........... 65,677 ,967 3,792,784 5,510 46,384,677 2,720,764 4,992 5.87 
Waterloo North......... 833,403,376 40,814,914 27,374 276,249,746 14,636,322 22,949 5.30 
Watford iit taro sees. 11,927,594 664,672 663 5,466,830 3213713 540 5.88 
Waubaushene............ 6,498,480 327,487 493 5,004,169 258,239 456 5.16 
Webbwood' 2. frosccnsse=- 3,657,404 199 968 214 2,452,714 138,893 185 5.66 
Wiellandt:...gchecstteatter 353,292 305 17,681,477 17,148 112,437,666 6,314,863 14,486 5.62 
Wellington <q-neeessscset.< 11,441,382 569,346 601 6,214,255 313,737 514 5.05 
West Lincoln 2e:4.cne0.0: 9,231,010 505,505 544 3,766,580 219,019 432 5.81 
West omen areas 16,123,770 769,934 575 4,580,180 250,006 488 5.46 
Westminster Twp....... 15,377,428 809,361 1,046 10,547,627 558,526 917 5.30 
WeEStpOIt |... ch catonsee 7,505,165 400,436 370 4,250,802 229,712 287 5.40 
Wheatley cictnamercvte-s 11,617,356 616,452 644 5,743,050 310,724 526 5.41 
Whitby iti... actos manne. 392,404,123 18,383,922 14,573 170,041,535 8,736,160 13,254 5.14 
Whitchurch Stouffville 63,854,491 3,080,089 2,565 23121 409 1,230,251 25259 3) IG) 
WiattOn cai saeteecncdauein. 24,510,679 1,127,548 994 12,871,668 667,119 804 5.18 
Williamsburg............. 2,670,213 135,837 160 1,651,123 84,603 S12 
Wincheste roe ntevnna.t<- 34,180,851 1,625,983 1,002 11,409,871 576,662 847 5.05 
Windsors.; 4 Miter ccteer 2,5929;982,715 115,883,268 67,536 543,359,931 29,390,098 5.41 
Wingham ccd weneneiasceeen 55,714,138 2,607,249 1,419 17,313,877 920,691 S232 
WOOdStOCK. 2 iteeniinnen 288,661,314 13,442,338 10,446 89,116,782 4,700,911 5.28 
Woodvilles..c...gesvumtens 4,964,850 234,259 292 3,201,900 154,206 4.82 
WYOmIN gi 5..<4/nesenniens 11,076,070 549,761 718 6,028,450 306,334 5.08 
MOR n cr gotehascen cae 889,340,148 40,740,452 34,775 278,006,653 13,847,383 4.98 
LOMAS cists seen tesemonderens 23,674 586 1,087,098 877 10,977,429 544,979 4.96 
ZUTACIU RS. cainigaietriao et ees 7,556,230 382,256 383 4,684,000 238,264 5.09 
“Lota ieee enema vel 76,875 632,112 |3,596,594,672 |2,439,135 | 22,242,481,786 |1,163,503,464 |2,142,849 5223 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1986 


Sales 


kW.h 
9,326,170 
116,490,478 
7,917,069 
15,744,965 
5,772,093 


581,413,974 
2,839,702 
33,526,718 
142,634,535 
 43557,410 


1,868,392 
18,245 ,330 
498,446,906 
6,306,324 
1,378,391 


1,123,330 
180,442,739 
5,140,367 
5,302,070 
11,285,470 


4,532,441 
3,156,443 
5,710,146 
217,234,028 
39,551,022 


11,267,851 
967,250 
22,476,500 
1,118,682 ,698 
38,022,981 


179,454,960 
1,692,750 
4,851,420 

458 663,477 

12,455,597 


2,760,630 
43,021,927 ,216 


GENERAL SERVICE 


GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) 


Custo- 
Sales Revenue mers 


kW.h $ 


78,518,880 


Rev. 
per 
kW.h 


Custo- 


Revenue mers Sales 


kW.h 
241,200 

1,901,217 
240,120 
263 ,880 
315,360 


$ 

442,710 
5,044,183 
387,913 
778,979 
289,408 


kW.h 

6,477 
1243 
4,284 
5,422 
4,111 


2,822 684 


285229151 
141,547 
1,474,615 
6,248,513 
72,579 


11,276 
3,879 
9,943 

20,564 

2,200 


4,120,200 
212,040 
504,360 

2,165,400 

95,760 


97,893 
930,624 
23,423,181 
327,908 
64,237 


2,224 
2,987 
O95 
4,308 
3,104 


145,080 
1,047,960 
6,768 ,000 

154,440 

115,920 


59,364 
8,240,696 

241,575 
275,969 
517,874 


3,120 
6,592 
4,924 
3,981 
11,196 


81,360 
5,697,000 
86,760 
162,360 
258,120 


3,022 
3,288 
4,102 

14,277 

10,632 


297,360 
97,920 
164,160 
5,128,560 
576,360 


SS 
2,371 
12,163 
125312 
12,986 


371,160 
51,840 
294,480 
13,861,800 
377,280 


51,898,734 
1,774,250 


854,078,286 


33,212,643 


7,863,795 
76,867 
230,658 
20,858,827 
530,570 


12,652 
2,879 
4,394 
9,798 
7,746 


17,339,532 


877,098 


2,750,040 
70,200 
196,200 
5,792,760 
241,560 


146,877,258 


5,273,901 


136,043 
1,972,120,211}296,157 


35195 
12,288 


111,600 
663,272,664 


10,947 ,950,446 


418,555 ,663 


253 


STREET LIGHTING 


Revenue 


$ 
10,884 
82,122 
10,692 
12,108 
13,947 


193,762 
9,516 
Plan? 
99,425 
4,168 


6,621 
48,124 
309,451 
7,351 
5,048 


3,954 
251,301 
3,823 
7,646 
11,454 


13,240 
4,582 
7,603 

223,104 

25,705 


16,670 
2,310 
13,361 
638,793 
17,323 


120,234 
2,947 
8,769 

259,869 

10,249 


4,949 
29,266,111 
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LIST OF ABBREVIATIONS 
GS  —Generating Station min = —minimum 
— minute 
kV —kilovolt(s) MW —megawatt 
kVA -—kilovolt-ampere(s) NPD —Nuclear Power Demonstration 
kW -: h — kilowatt-hour(s) 4 Hes — Transformer Station 


MEU — Municipal Electric Utilities 


Twp — Township 


INDEX 


In this index, all page references to tables or graphs are in italic type. No references are given for the al- 
phabetically arranged listings of municipalities either in Ontario Hydro’s financial statements or in state- 


ments A, B, Cand D. 


A 
ADINDL Canyon! GSarwtia 55 pence gree ye A magia 2 
SEMIRAMOT Ble iout! Sin ty ares acl Ny Re kre oman Caule, 21 
ACCOUNTING DOIICICS 52 a aida fo as eee Bhs) 
—Advance payments of fuel supplies ....... ai 
-—(WOMIMISSIONING ENETSY», elves. t s 5 wate mens © 38 
= JODTOCIAUOT gt: ae 8 8 maleate deal ea alte 36 
== FIRE ASSETS rnc) crate tors Miata aC ea Ba ee 36 
—Foreign currency translation ........... 38 
Fuel fonelectric generationea. ss 1 vite a 38 
—Nuclear agreement—Pickering units 1&2 .39 
or CISION RAT) co ai 3 oi oy Cem Gita eter ate 39 
—Procedures, uniform forMEU ......... 104 
se OLE SETEID (lacy MR te gel u oh: easel mam A es Geral 30 
—Research and development ............ 40 
—Lnjamontizeditems: bea: siedkits « 3p auteken 39,51 
Agid 2aS CMISSIONS ) cB. oe Guise. 2-8 2 4 eas tide 15 
ALGIIBISEKAUON EXPENSE oo hati ans Se eae 29 


AECB see Atomic Energy Control Board 
AECL see Atomic Energy of Canada Limited 


Affirmative Action Program ............. 16 
ASD aSADOn Ma Si5. 8 2s! Bi bate, feed as pee ation 21 
SPRLVOT 129 tte) ahah oaks Red Bains WB a Cate eas 21 
AlevandentsS. nh. 4 Ulich: ai alu e+ sen taal s 21 
Algoma! Aveda gadis ob ois Gr hued eos ae aes 98 
A TUISTON: ARCA och at By ud tae a ham a Relea ai a 98 
Appropriation 
—-eDt retirement ©. ote bandh eh) ae 31,43,46 
—stabilization of rates and 

CONENGONCES. (05.1 wicks wee tee te 35 43,45, 46 
ATCA OTNCeS, NUMLOET OL uz Ged eos ana 2,94 
ATHDTIOLATCE 4/5 Bo ony. cic. Bs tem ele aoet to ae 97 
mer EOIN ies oh ac yiked a ih, POURS MR ake a a Pit ds ida 20 


Assets of Ontario Hydro 
see also Financial Statements 


fixed. Of the MEM. . bic eeatiog os 3 101, 106-233 
—=fOtal.Ofthe MEW) «hk oAscle aw 50 | 104 106-233 
Assistance for rural construction .......... 45 
EERO RAN CS cents co alt rate dea tnees 5 teva eaten 20,32 
Atomic Energy Control Board ........... 13 


Atomic Energy of Canada Limited . 29,39,48,53 
Aubrey Falls Goa) ea seek aes ae dhl ee 21 
Auditof MEU accounts: 873. dec 104 


Average 
—consumption per customer, See Energy sales 
number ofemployees. oh .2 0. oe eae. 7h 
B 
Balance sheet, Ontario Hydro.......... 44-45 
—sheets, municipal "Shs 2. eave. ae 106-233 
Banerott Ateavis ke vc oe us Sree ene 97 
Barrét(GCmiteGs: tae? Lovee eee 20 
Beachvillé: Aréa <i.) 29 &..\ )eeuhn hy Bees 97 
Beck, Sir Adam,—Niagara No.1GS....... 20 
—Sir Adam,—NiagaraNo.2GS.......... 20 
—Pumping—Generating Station .......... 20 
Board. of Directorsig..a. facie die wee 2245 
-—COMMIELEES OF ty PR Anes 2 
Bonds and notes payable ... 2,3,33,45,52,63-66 
—issued by Ontario Hydro ..... 33 ,45,52,63-66 
see also Financial Statements 
— guarantee of op eee AP es ce oe $352 
—other long-term debt . 145... /.640 - 52,23 
retired =, his Ye Pe Lule eke 2 a ees a3 
Books of/accounts OF MEU irate . leereran 104 
Bracebridge Area 2700 i ion ahee he. tee 98 
Brockvill@‘Area.: 280: ere oe sce eee 97 
Bruce 
SE TD: cae Leet CURE a Pye 5,14,20,32,50,54 
—Heavy Water Plant'A’. 29s 064. 2 50,53 
Heavy Water Plant'D: ) 42 eae... 2 oe by ee 
C 
Cameron Falis Gs Ga. a28 aia) 2 ot, ee Oe ee 21 
Canadian currency bonds ........ 33.52;63,64 
Canadian Standards Association ........... 1 
CAND gk acca: eustgnl | A mebeter be aos cae 6,13 
Capacity, dependable, of hydraulic resources . 19 
—GEPendable DEAK, s.a5 5 Asters « & we ateuen ve 
Cele: Bhs cca. 6 intake enw Yeceee eee 18 
sources of purchased power cons: . «iskuera. 21 
THID-SELVICE. aio asa era ee be eanele cenit tear 19-2] 
—of combustion-turbines in-service ........ 20 
—of Ontario Hydro resources ....... 2,3,19-21 


total Systeme 3... Bind’ abe oc tees Bae 2S 
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Capital construction program .......... 12-15 
SREXPCHULUICS Cle ee Pid oe Ree Zook oe 
—investment 
see Financial Statements 
—investment ofthe MEU ........... 106-233 
Gato Alls GSN. 45, accra Ari pe medaka does Zt 
EOLA IRE RION Ceti nice) nice ane ony aman ee 97 
Charges allocated to customers 
—contract municipalities ........... 1,70-85 
TOE Pritialy DOWEL 1s i 3 6 sv Agel tmrcies woes 67-85 
AD IVAD AUIS CRs st acs hd ae bo cus edad ented Meee: 20 
CNEMAURNG SIE tic Baltes okt Aptana aa we era: 20 
Classes of rural service defined ......... 94-96 
CGNEEOR ATED et hy) ako 0) crags for als. 2 bee RN 97 
(BAL SUPP (acon tenis > cledytn ecco eon: 15 
GOOGEN ATCA 8 ani Re 5p he, eee eee 97 
POT GTS 1178) | OR ig ee a age ie A Cem! 
COmbDUSHON-LUTDING UNIS). ce, <. & es a eae 20 
Consoudatec Meatings Act 5.0... oss. aes a2 
CONSTIUCHON PIOUlaMt «oes ss. asa ee 12-15 50 
COEDOTAUOR LT AEs Bins cork Ase bk de oe 1 
Cost allocated to customers........ 1,43,67,68 
—contract municipalities ........... 1,70-85 
—of fixed assets inservice.......... 2,3,60,61 
BOE EL ok st ut tk Sait We Soak Ce 28 ,44 
SOL OPCLANOR Lys asc curve’ on ate le 1,29,43 
—of power supplied to MEU defined ........ 1 
a-OL primary DOWEL) Se. ae kk a 67,68 
BLN ISEINE MES PANTIUAL «As s9 0 8 so) eoeala ae 70-85 
statement of 
Pe _PLOVIUINE SELVAC® sre eae eee es FAs bi Sn 
BU TCHOSE DOWED i a cst gia es of swans We Oe 43 
see also Financial Statements cost 
CPT CAT ID PAWN Os atte na 12) 2 «De Vel ot ce 2s, I 43 
Costing load of the municipalities ....... 70-85 
Costs 
Pea CHINIMIStT ATION 1c cn isic Je donbcee peteestiucas 1,29 
Bel IYATIO FAV OTO 25 omy eterna 1,26,28-31 
—of operation and maintenance .......... Pe) 
BEG FACAV VO WOlEL: 5 ci5-.-21.5 saan cl eedethia then ouch 32,36 
—average per kW.h by type of generation .. .59 
DIRE IC ASSRUGS sn geie ie oo. Shite BRON Ina be 44 
RSUISLOMETS cs ue 1,2,3,22-24,94-96 97, 98, 103 
Cee OS heh os Pye aoe 1,22-24, 96,100 
Bere UTD hs a il ae a cin 24,25,94,97,98 
—generalservice ......... 24,25,96,97,98,100 
—residential ....... 24,25,94,97,98, 99, 101103 
a ere OE 1,24,25,94,95 ,96 
BSstreet HONting sas... ae 2 24,25,100,101, 103 
 RLCEGT) WTS) a | A a ene ect EP ty LD Shee 
IEE hale hiatal, |, ra he A eee palt 1,24,96,100 
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Ontario Hydro 


Statistical Yearbook 
Supplement to the Eightieth Annual Report 


THE CORPORATION 


Ontario Hydro’s prime objective is to supply the people of Ontario with elec- 

tricity at cost while maintaining high standards of safety and service. To that 

end, it operates 80 hydraulic, fossil and nuclear generating stations and an ex- 

tensive power grid across Ontario to meet the province’s demands for electric 
energy. 


Ontario Hydro is a financially self-sustaining corporation without share 
capital created in 1906 by a special statute of the Province of Ontario. Bonds 
and notes issued to the public by the Corporation are guaranteed by the prov- 
ince. 


Under the authority of the Power Corporation Act, Ontario Hydro has 
broad powers to generate, supply and deliver electricity throughout the prov- 
ince. It is also authorized to produce and sell steam and hot water as primary 
products. In addition, Ontario Hydro exercises specific regulatory functions 
over municipal utilities as well as the approval and inspection functions for 
electrical equipment (in conjunction with the Canadian Standards Associa- 
tion) and electrical wiring installations throughout the province. 


Ontario Hydro sells wholesale electric power to municipal utilities in urban 
areas which, in turn, retail to customers in their service areas. Ontario Hydro 
also serves directly more than 100 large industrial customers and 835,937 ru- 
ral retail customers in areas or communities not served by municipal utilities. 
In 1987, 3,350,846 customers were served by Ontario Hydro and the munici- 
pal utilities in the province. 


The business and affairs of Ontario Hydro are directed and controlled bya 
board of directors made up of a chairman, vice-chairman, a president, and 
not more than 10 other directors. All members of the Board, who represent a 
broad spectrum of Ontario society, are appointed by the Lieutenant Gover- 
nor in Council of the province except the president who is a full-time em- 
ployee of the Corporation appointed by the Board. 


Ms The Corporation 


To assist the Board in directing the Corporation’s affairs there are five 
Committees of the Board: Finance, Audit, Management Resources, Social 
Responsibility, and Technical Advisory. In 1987, a new committee was 
formed to advise the Ontario Hydro Board members about northern affairs. 
Six individuals from northern Ontario, none of whom are members of the 
Board, were appointed by the provincial government to the Northern 
Ontario Hydro Advisory Committee. All the committees review and make 
recommendations to the Board on matters within their terms of reference. 


Ontario Hydro’s head office is located at 700 University Avenue, Toronto, 
Ontario. For administrative and operational purposes, six regional and 47 
area offices are maintained throughout the province. 


STATIST-: 
1987 
In-service dependable peak capacity, December ......... thousand kW 27,414 
Primary peakidemand; December ais tale ee le thousand kW 20,524 
Annual energy generated and received (1)' osu. e million kW.h 132,970 1 
Pomatyenerey demande. ct accent aed on ceiwae millionkW.h 126,455 = 1’ 
SECONGAIY SACS UN ER i me ee te ee nee, eis ene ae million kW.h Oni 
Annual energy sold by Ontario Hydro (2) .............. million kW.h 125,626 1 
Primanryirevenue ofOntariovHydroe. (0 Ree, On Bae million $ 5,084 
Frredhassets atcostistin iat eg Ieee eee) CERI, million $ 33,567 
Grossiexpenditureon,fixed assets in years: 4A) Ja. ewe ase million $ 2,609 
Total assets, less accumulated depreciation ................ million $ 32,057 
Long-term liabilities and notes payable... ij0t)s dis ob awe million $ 25 566 
Transmicsionitine (circint length) ic.rsne cues es ae eee kilometres Al iaeo 
Distaioitionsdime (3) wee ein UO) PORE. OTe es a Oe ee kilometres 103,703 1 
Average number. olLemployeesin years 4) cee ee I 32,147 : 
Number of associated municipal electrical utilities ................. 316 
Ultimate customers served by Ont. Hydro and municipal 
UPC tae Ae et Lee ek ee Do ie thousands S250 1 


(1) Excludes circulating energy flows. 


(2) Excludes transmission losses, internal primary loads (construction projects and heavy 


plant). 


(3) Transmission lines under 50 kV classified distribution beginning in 1980. 
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OPERATIONS 
Providing Power and Energy 


In 1987, Ontario Hydro continued to meet record demands for electricity. A 
total of 133 billion kilowatt-hours of electricity was delivered to primary and 
secondary customers. Primary demand rose to 126.5 billion kilowatt-hours, 
4.9 per cent higher than the 1986 demand and 1.2 per cent higher than fore- 
cast. Electricity demand has increased steadily by an average annual growth 
rate of about 4.6 per cent since Ontario started to recover from the recession 
of the early 1980s. Ontario Hydro also sold 6.5 billion kilowatt-hours of elec- 
tricity to utilities outside Ontario, chiefly in the United States. 


The 1987 annual peak demand was 20.5 million kilowatts, 0.7 per cent 
lower than the 1986 annual peak. This slightly lower peak was due primarily 


to unseasonably mild temperatures during December. 


ARY 1987-1977 


85 1984 1983 1982 1981 1980 1979 1978 1977 
me )..22,613 21,486 21,872 22,0 ZL SO4 22,664 22,845 21,347 
73 18,052 18,792 16,872 16,600 16,808 16,365 Le 22 15.677 
e920 lle 7 liye oll 1589) 112.722) “LO 90Ti. 1092788) 105766. 101382 
Be 112,293, 106,071... 100,836, 101,659. ,100,174 IB 27 95,353 92,899 
95 10,627 11,900 105753 11,063 LOST Cy 11,661 10,393 S527 
m 116,590 111,673 105,758 107,339 104,994 103,778 99 379 95 ,083 
74 3,783 abe ey 2,969 PT EN 2,458 Zoe 979 L759 
93S 26,216 23,554 20,786 18,235 16,073 14,776 13,200 11561 
Ww 2,749 2,847 3,006 Piva NG 109 1,659 1,694 1,425 
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am §6§= 29,613 oi238 32,654 30,850 28,902 28 385 27,850 251418 
16 319 320 324 324 324 332 334 352 
}2 3,105 3,051 3,004 207 2977 2,878 GIR Loe Zep 
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4 Operations 


Ontario Hydro produces electricity from three major sources: hydraulic, 
fossil-fuel (predominantly coal), and nuclear. In 1987, hydraulic generation 
supplied 23.8 per cent, fossil-fuelled generation supplied 23.9 per cent, and 
nuclear generation supplied 47.5 per cent of the electricity required to meet 
customer demand. 


Unusually dry and warm weather conditions resulted in lower water levels 
in 1987 forcing Ontario Hydro to burn 49 per cent more coal than forecast. In 
1987, there were about 5.5 billion kilowatt-hours, or 15 per cent less hydrau- 
lic energy available than in an average year. 
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The remaining 4.8 per cent of Ontario’s power requirements were met 
through purchases from other utilities, chiefly Hydro-Quebec and Manitoba 
Hydro. Ontario Hydro buys power from other utilities to help meet peak de- 
mand, to help supply electricity during emergency outages, and to reduce 
acid gas emissions. In 1987, Ontario Hydro agreed to buy 200 megawatts of 
power from Manitoba for five years starting in 1998. 


Hydraulic Generation 


Ontario Hydro regularly inspects and monitors its dams to make sure sur- 
rounding lands are not flooded. This year, a routine inspection revealed an 
unstable downstream slope on the DeCew Falls Generating Station head- 
pond dam located on top of the Niagara Pseatpmail near St. Catharines. 
The slope was immediately stabilized. 


The rehabilitation of Crystal Falls Dam, northwest of North Bay, was also 
completed in 1987; the main dam was replaced and new sluice gates were in- 
stalled. 


In addition to routine inspections, Ontario Hydro continued to evaluate 
the safety of its nearly 300 dams, according to modern engineering standards, 
as part of a special seven-year Dam Safety Assessment Program initiated in 
1986. 


Changing water levels and river flows can contribute to the problem of ero- 
sion of reservoir shorelines and river banks. To help ease the problems of 
shoreline and river bank erosion, Ontario Hydro installs protective materials, 
such as rock layers, where necessary. Ontario Hydro stabilized the river 
banks along the Arnprior Generating Station reservoir, northwest of Ottawa, 
in this way in 1987. 


Fossil-Fuelled Generation 


Ontario Hydro’s fossil-fuelled generating stations provide the system with the 
flexibility required to meet peak loads or cover outages at other plants. 


In 1987 the performance of Ontario Hydro’s fossil-fuelled stations was a 
key factor in maintaining system reliability in the face of high energy de- 
mands and low water levels. Ontario Hydro burned 49 per cent more coal 
than expected and, as a result, acid gas emissions were 25 per cent higher 
than in 1986 but still 30,000 tonnes below the government limit. 


Acid gas emissions are a combination of chemicals released during the coal 
combustion process. The chemicals most prominent, and of most concern, 
are sulphur dioxide and nitrogen oxide. 


Operations 


In 1981, Ontario Hydro announced a program to reduce acid gas emissions 
by almost 50 per cent beginning in 1986. 


In 1985, the Ontario government announced a new regulation under the 
Environmental Protection Act which set still stricter limits on Ontario 
Hydro’s acid gas emissions during the 1986 to 1993 period, and a new lower 
limit to be achieved by 1994. 


Ontario Hydro will work to meet provincial government regulations limit- 
ing acid gas emissions (sulphur dioxide and nitrogen oxide) to 215,000 tonnes 
by 1994, 60 per cent below the 1982 peak level of 531,000 tonnes. 


To reduce acid gas emissions overall, Ontario Hydro runs its system using 
less fossil fuel and more nuclear and hydraulic generation whenever possible. 
To reduce sulphur dioxide emissions in particular, Ontario Hydro purchases 
coal that is washed before delivery, burns lower sulphur coal from western 
Canada, and blends lower-sulphur western Canadian coal with U.S. coal. 


To reduce nitrogen oxide emissions, Ontario Hydro has installed low nitro- 
gen-oxide burners at Nanticoke Generating Station. During 1987, the last 
three of Nanticoke’s eight units were fitted with low nitrogen oxide burners. 
To date, with all eight units now modified, a 35 per cent reduction in Nanti- 
coke’s nitrogen oxide emissions has been achieved with some loss in combus- 
tion efficiency. 


This year, Ontario Hydro announced a major program to test the potential 
costs, benefits and problems of installing acid gas control equipment at its 
three largest coal-fired generating stations, Nanticoke, Lakeview and Lamb- 
ton. Provincial government approval, under the Environmental Assessment 
Act, is required before major modifications can be made to the stations. Ap- 


FUEL CONSUMED TO PRODUCE ELECTRICITY 


Percentage 
Kind of Fuel Consumed in Year Change 
1987 1986 in 1987 
Uranium (megaprams) inal, IZED 1,057.9 + 6.0 
Coal megagranis) iii yal) seu hal me 12,003,708 8,842,356 HOSS 


Ignition and Combustion Turbine Oil 
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proval will be sought for four scrubbing technologies: wet limestone scrub- 
bing, a limestone dual alkali process, a lime spray dryer process, and lime- 
stone injection. Over the next three years, Ontario Hydro will spend an 
estimated $7.7 million consulting with the public, assessing the technologies 
and environmental effects, and seeking government approvals. 


Nuclear Generation 


Ontario Hydro’s CANDU reactors generate electricity safely, economically, 
reliably and with minimum impact on the environment. Designed to shut 
down safely in the event of equipment failure, human error, or various com- 
binations of both, these reactors have fast shutdown and vacuum systems to 
ensure safe operation and to prevent radioactive emissions from escaping 
into the atmosphere. 


At the Bruce Nuclear Generating Station, Unit 8 went into service in May, 
two months ahead of schedule. Bruce Unit 5 surpassed the world record for 
continuous operation; it was connected to the electrical grid for 475 days. 


The retubing of Units 1 and 2 at Pickering Nuclear Generating Station was 
completed, and Unit 1 was returned to commercial operation in October. 
Unit 2 is expected to return to service in mid-1988. 


Both units were taken out of service in 1983 when inspection of a failed 
pressure tube in Unit 2 signalled the end of the operating life of all pressure 
tubes in those units. Three hundred and ninety pressure tubes were replaced 
in each of the two 540-megawatt units. The workers were exposed to about 
one-third of the anticipated radiation exposure. 


In 1987, during a routine inspection by Ontario Hydro and Atomic Energy 
of Canada Ltd., sample pressure tubes in Pickering Units 3 and 4 were found 
to be deteriorating faster than expected. As a result, the retubing of Picker- 
ing Units 3 and 4 will be advanced by approximately ten years. 


In September, the CANDU reactor located at Rolphton was permanently 
shut down. This 22-megawatt reactor, owned by Atomic Energy of Canada 
Ltd. and operated by Ontario Hydro, went into operation in 1962 to demon- 
strate the technical feasibility of CANDU nuclear generation, and to provide 
Operating experience as a basis for the design, construction and operation of 
larger CANDU sstations. Although intended only to demonstrate the 
CANDU concept, Rolphton contributed power to the electricity grid for 25 
years. 


Ontario Hydro’s CANDU units continued to rank among the world’s top 
performing reactors. In 1987, seven units ranked in the top 15 in lifetime per- 
formance. 


8 Operations 
Nuclear Safety 


Ontario Hydro’s nuclear stations are designed and operated to protect em- 
ployees, the public and the environment from radioactive emissions. 


In over 20 years, more than 120 million person-hours, of Ontario Hydro 
nuclear plant operating experience, there has never been an on-the-job fatal- 
ity at an Ontario Hydro nuclear generating station, and there has never been 
a radiation exposure resulting either in measurable injury to an employee or 
in a measurable exposure to a member of the public. 


In fact, the average annual worker radiation exposure dropped to 0.4 rem 
in 1987, less than one-tenth of the annual exposure permitted for any one 
worker by the Atomic Energy Control Board. This reduction has taken place 
in spite of the major rehabilitation work at Pickering. 


Another important project undertaken by Ontario Hydro which also in- 
creases worker and public safety by helping to reduce radiation exposure is 
the tritium removal facility at Darlington. Designed to enable Ontario Hydro 
to use heavy water longer, the tritium removal facility will remove radio- 
active hydrogen from the heavy water used in the reactor systems at Ontario 
Hydro’s nuclear stations. The facility is expected to begin operating in 1988. 


As an extra safety measure, the air and water flowing from all nuclear sta- 
tions are monitored by Ontario Hydro. Federal and provincial agencies en- 
sure that concentrations of radioactivity are within limits. They regularly 
analyze surrounding air, precipitation, milk, drinking water, algae and fish. 


Also in 1987, Ontario Hydro participated in the Ontario Nuclear Safety 
Review. In 1986 the Ontario Energy Minister, acting on a recommendation 
by the Select Committee on Energy, appointed Professor F. Kenneth Hare to 
undertake the Ontario Nuclear Safety Review. The Review will report to the 
Minister of Energy early in 1988 on the safety of the design, operating proce- 
dures, and emergency plans associated with Ontario Hydro’s CANDU nu- 
clear generating plants. 


Demand Management 


Ontario Hydro markets electricity as a reliable, efficient and valuable energy 
form, suited to meet customers’ needs in a wide variety of applications. At 
the same time, Ontario Hydro’s objective is to manage electricity demands in 
a way that reduces or defers the need for new facilities. Demand manage- 
ment, by trying to make the best overall use of resources for the province, 
may also be a plus for the environment. The less electricity that has to be pro- 
duced, the fewer facilities required to generate and distribute it, thereby di- 
minishing associated environmental effects. 


Demand Management 9 


Effective demand management means working with customers to reduce 
waste, improve electricity efficiency, and develop new uses for electricity 
which represent a benefit for the customer and for the province. 


Components of Ontario Hydro’s demand management activities include 
natural and strategic (utility-induced) conservation, parallel generation and 
co-generation, load shifting and time-of-use rates. 


By making the public more aware of energy efficiency programs and finan- 
cial incentives, Ontario Hydro expects to encourage electricity users to con- 
serve power by the year 2000 to reduce demand by at least 1000 megawatts. 


One effort to promote more efficient use of electricity is the energy moni- 
toring program. Launched in conjunction with the Ministry of Energy in 
1986, this program offers a system to measure more precisely the energy con- 
sumed by a specific portion of an industrial process. Fuel savings to the con- 
sumer are expected to average about 16 per cent with a typical payback 
period of one year. During 1987, nine companies across the province signed 
up to participate in the program. 


Rate incentive programs have been developed to help pulp and paper in- 
dustries modernize their operations. By converting to electromechanical 
pulping, a more efficient process that streamlines operations and results in 
lower unit cost, companies can improve product quality and reduce pollution 
emission levels. 


Ontario Hydro’s commercial and industrial customers can also arrange 
more flexible financing for energy efficiency improvements. Through the 
EnerMark Business Finance Plan, sponsored by Ontario Hydro and the Ca- 
nadian Imperial Bank of Commerce, most customers can obtain 100 per cent 
financing. 


Parallel generation refers to electricity generated from a private source, 
not owned or operated by Ontario Hydro, but connected to its system. 
Ontario Hydro estimates up to 1000 megawatts of electrical power may be 
available from parallel generation by the year 2000. 


At the end of 1987, Ontario Hydro was buying close to 26 megawatts of 
parallel power from 22 parallel generators. In 1987, Ontario Hydro raised the 
purchase rates to 3.60 cents a kilowatt-hour from 3.25 cents for capacity fac- 
tors of 65 per cent or higher. 


Co-generation, a form of parallel generation, involves the production of 
heat and electricity from a single fuel source. Ontario Hydro is encouraging 
the development of co-generation projects in Ontario, particularly in the 
north, to help meet electricity needs without building new facilities. Co- 
generation now supplies about 500 megawatts of electricity in Ontario. 


10 Operations 


In-Service Dependable Peak Capacity 
Thousand kW 
Hydraulic e 30,000 
Fossil 
(J Nuclear 
Purchases 


e 25,000 


, @ 20,000 


e 15,000 


10,000 


e 5,000 


In 1987, Ontario Hydro and Great Lakes Forest Products Limited agreed 
to develop a new co-generation plant in northwestern Ontario that will cut 
Ontario Hydro’s requirement to supply the company’s future energy needs 
by about 22 megawatts. 


As well, Ontario Hydro and InterCity Gas continue to discuss a proposal 
to build a 75-megawatt co-generation facility at Boise Cascade’s Fort Frances 
site. InterCity Gas, the owner of the facility, would sell the steam it produces 
to Boise-Cascade and the electricity to Ontario Hydro. A feasibility study is 
under way. 


New Business Ventures 11 


Ontario Hydro, the Municipal Electric Association, and the Association of 
Major Power Consumers in Ontario have agreed on a series of rate structure 
reforms which will allow Hydro to track costs more equitably and will help 
customers reduce their individual bills by managing their own electricity use. 
After review by the Ontario Energy Board, these reforms are expected to be 
implemented in 1989. Time-of-use rates will be applied initially to direct cus- 
tomers and large users within municipal utilities. Customers will be charged 
for electricity according to the time of day and season they use it. The rates 
will reflect the costs of providing electricity and will be lowest during the sum- 
mer off-peak period and highest during the winter peak hours. Individual 
municipal utilities will have the option of adopting time-of-use rates in 1989. 


New Business Ventures 


Ontario Hydro is involved in a number of secondary activities related to the 
- production of electricity. For example, Ontario Hydro exports its design, 
construction and operating expertise in the electricity field to countries 
around the world. In 1987, the Canadian Exporters Association recognized 
Ontario Hydro’s New Business Ventures Division as one of Canada’s out- 
standing exporters. 


During the year, government and utility delegates from Brazil spent a 
week at Ontario Hydro examining how to incorporate environmental consid- 
erations into the planning and design stages. Procedures for developing and 
establishing policies to offset the environmental effects of an electric utility 
were also studied. In other technological areas, Ontario Hydro continued its 
consulting work in Ghana, Egypt, Pakistan, Yemen, Kenya and several other 
countries. New contracts were signed for consulting work with Belize, Ethio- 
pia and Zimbabwe. 


The Corporation also sells heat energy, in the form of steam, for commer- 
cial and industrial uses. Ontario Hydro is participating in the promotion of 
heat energy use at the Bruce Energy Centre, an industrial park east of the 
Bruce Nuclear Power Development in Bruce County. In 1987, Bi-Ax 
International Incorporated and Bruce Tropical Produce Incorporated, both 
Canadian-owned companies, became the first customers to build facilities at 
the Bruce Energy Centre. 


PLANNING AND CONSTRUCTION 
The Public Environment 


Ontario Hydro, as a public utility, is accountable to the people of Ontario. 
To understand and respond to the varying needs and expectations of its cus- 
tomers, Ontario Hydro, in addition to the daily exchanges between employ- 
ees and the public, consults with the people of Ontario through formal 
hearing bodies, informal consultations and tours of and visits to facilities. 


oe Planning and Construction 


This year Ontario Hydro spent about 85,000 hours and $5 million partici- 
pating in public hearings before the Ontario Energy Board, the Select Com- 
mittee on the Environment, the Special Acid Rain Committee of the House 
of Commons, the Standing Committee on Energy of the House of Commons, 
the Environmental Assessment Board, the Federal Ad Hoc Committee on 
Great Lakes Water Levels, and the Advisory Committee of the Federal Gov- 
ernment’s Energy Options Program. As well, Ontario Hydro participated in 
the Ontario Nuclear Safety Review. 


Ontario Hydro works with communities and considers the effects of its 
projects and operations not only on the natural environment, but also on the 
social and community environment. Behind every project are years of plan- 
ning with community members to moderate the effect of a new Ontario 
Hydro project on the local economy and culture, housing markets, school 
systems, leisure facilities and so on. While a project is under construction or 
in operation, close contact with the community is maintained to manage re- 
lated effects. 


To further strengthen public representation from every corner of the prov- 
ince, in 1987, the Ontario government appointed six individuals from north- 
ern Ontario to form a special advisory committee to provide northern 
Ontario residents with direct input into Ontario Hydro’s decisions. The com- 
mittee will deal with all aspects of Ontario Hydro’s operations in northern 
Ontario, and make recommendations to the Ontario Hydro Board of Direc- 
tors. 


In less formal settings, more than 100,000 people visited Ontario Hydro’s 
nine information centres located across Ontario. And Ontario Hydro Speak- 
ers Bureau arranged 511 speaking engagements to community, business and 
service groups throughout the province. 


Generation Projects 


In 1987, construction continued at the Darlington Nuclear Generating Sta- 
tion. Darlington, scheduled to be producing power by 1989 will, when com- 
pleted in 1992, provide 3600 megawatts of power, enough to meet the 
electricity needs of a population the size of metropolitan Toronto. 


As most of Ontario’s accessible water power was developed before 1960, 
few opportunities for developing large and economic hydraulic stations now 
exist in the province. However, Ontario Hydro is studying the possible devel- 
opment of additional hydraulic sites or redevelopment of existing hydraulic 
stations to tap a potential of about 1000 megawatts of water power. 


One of the first steps in every project is to determine possible environmen- 
tal effects caused by a man-made installation. 
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POWER DEVELOPMENT PROJECTS UNDER CONSTRUCTION 
as at December 31, 1987 


Installation 
Number | Type Schedule 
sot Ngati a 


In northern Ontario, field studies for the Little Jackfish and Mattagami 
Rivers are complete. An environmental assessment of Little Jackfish is being 
prepared for submission to the Ministry of the Environment in 1988. As well, 
environmental studies are continuing on the Mattagami River developments. 


Installed Capacity 


Under 
Construction 


Development 


Installed 


kW 


Darlington — Lake Ontario 


near Newcastle .......6.5 3,600 ,000 


TN — Thermal-electric nuclear 


Ontario Hydro is also investigating the possibility of redeveloping Big 
Chute Generating Station on the Severn River, and adding additional gener- 
ating facilities on the Niagara River. 


Transmission Projects 


During 1987, new major transmission lines were brought into service for the 
first time in nearly five years. East of Toronto, the second 500-kilovolt 
double-circuit line from Cherrywood to Bowmanville was placed in service in 
May. As part of Ontario Hydro’s acre-for-acre reforestation program, it do- 
nated 60,000 seedlings to the Central Lake Ontario Conservation Authority 
to replace trees that had to be cut down to build the transmission line. Fur- 
ther north, near Thessalon, the 500-kilovolt single-circuit Hanmer-to- 
Mississagi line was placed in service in November. This line will operate ini- 
tially at 230-kilovolts. 


Plans and approval for major new 500-kilovolt transmission facilities in 
southwestern Ontario tnvolved extensive environmental studies by Ontario 
Hydro. Approval for two 500-kilovolt transmission lines, one from Bruce 
Nuclear Power Development to a new transformer station near London, and 
the other from London to Nanticoke Thermal Generation Station, was 
granted by the Provincial Cabinet in June. Ontario Hydro held public infor- 
mation meetings to discuss the coming survey, property acquisition and con- 
struction phases of the project with over 1400 property owners and tenants 
along the route. 
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For five years, during and after construction, Ontario Hydro will monitor 
soil compaction, crop yield and land loss at towers as well as the effect of con- 
struction on tile drainage. Ontario Hydro will also evaluate the effect of its 
new narrow-base towers designed specifically for agricultural lands. These 
new towers use less land than other tower designs. 


Ontario Hydro also resumed construction in Kanata on the Kingston to 
Ottawa transmission line. Work on the line stopped after a community group 
made an appeal to the Ontario Cabinet to review again any possible health 
effects. After considering the case, the Cabinet authorized Ontario Hydro to 
proceed with its work. 


Ontario Hydro has also started environmental studies to determine the 
best locations for future transmission facilities west and southwest of London 
to meet the growing electricity demand in the Windsor, Chatham and Sarnia 
areas. 


Delivering Electricity 


In response to some public concerns about electric and magnetic fields, 
Ontario Hydro has expanded its activities in this area. Based on evidence to 
date, the scientific community agrees no public health risk has been estab- 
lished. However, Ontario Hydro, working with other utilities, is developing a 
risk assessment program to contribute to the resolution of public concerns. 
Ontario Hydro has also compiled a comprehensive database of scientific and 
legal information related to electric and magnetic field effects. This database 
is used internationally by the research community. 


The effect of transmission lines on the environment is also addressed. 
When selecting a site for a transmission corridor, Ontario Hydro’s policy is to 
avoid, where possible, recreational areas, forests, prime agricultural lands, 
lakes, rivers and streams susceptible to erosion problems, scenic areas, 
waterfowl, moose and deer habitats, and rare and endangered flora and 
fauna areas. 


Once a transmission corridor has been approved by government, Ontario 
Hydro makes every effort to improve the aesthetic impact of the lines by se- 
lecting the transmission design most compatible with its surroundings, by 
landscaping, and by encouraging beneficial secondary uses of the altered 
land, such as parks and garden plots. This holds true for transformer stations 
also. For instance, in 1987, Ontario Hydro completed its reconstruction of 
the Toronto Cecil Transformer Station. The exterior of the building was ren- 
ovated to blend in better with the neo-Victorian architecture of the neighbor- 
hood. Ontario Hydro worked with community and City of Toronto 
representatives. 
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Other Energy Options 


Ontario Hydro continues to explore a broad range of energy options, such as 
fuel cells, fusion fuel, municipal solid waste, and wind and solar generation. 
In the past several years, Ontario Hydro has studied wind and solar power in 
particular as they may prove economic in remote locations. 


Because Ontario is one of the least windy areas in North America, wind 
generation is not practical for most of Ontario. However, wind turbines may 
prove to be feasible in remote communities where wind currents are stronger 
and electricity is generated from more costly diesel power plants. To test this 
potential, Ontario Hydro installed a 60-kilowatt turbine at Fort Severn which 
began producing power in 1987. 


Sunlight, converted directly to electricity through photovoltaic cells, is an- 
other potential energy resource. Although the cost of these cells has de- 
- creased dramatically over the years, it is still too high for all but remote 
applications where it can provide an economic alternative to expensive diesel 
power. Ontario Hydro has solar-cell test facilities north of Atikokan, and at 
the Kortright Conservation Centre near Toronto. The most recent installa- 
tion, at Big Trout Lake in northern Ontario, is Canada’s largest. Three hun- 
dred photovoltaic modules produce up to 11 kilowatts of power, reducing the 
use of diesel fuel. 


ENVIRONMENT 


Electricity cannot be produced and distributed without some effects on the 
environment. Recognizing that, Ontario Hydro’s governing direction is to 
manage all activities affecting the environment in an ethical and socially re- 
sponsible manner. Ontario Hydro’s environmental policies include develop- 
ing operational methods and new technology to minimize environmental 
effects. 


Use of Herbicides 


The uncontrolled growth of brush and trees on some of Ontario Hydro’s 
200,000 hectares of transmission and distribution line rights-of-way and sta- 
tion sites can cause power failures and create a public or employee hazard. 
Therefore, the Corporation uses herbicides, along with some mechanical and 
manual methods, to control vegetation that may grow too close to electrical 
installations. 


Only herbicides registered by the federal government and approved by the 
province are used by Ontario Hydro. These are applied in a selective manner 
so that vegetation not posing a problem is preserved. Herbicides are used in 
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strict accordance with government regulations by staff trained in their use 
and supervised by employees licensed by the Ministry of the Environment. 


In addition to herbicides, Ontario Hydro also controls vegetation manu- 
ally, for example, when brush is too high, or where environmental conditions 
dictate. Landowners are also given the option to cut vegetation. 


Ontario Hydro is continuing to develop and improve techniques to reduce 
herbicide use through such methods as encouraging the natural regeneration 
of low-growing ground cover and the seeding of cover crops. 


Taking Care of PCBs 


Since polychlorinated-biphenyls (PCBs) were identified in the 1970s as an en- 
vironmental hazard, no new uses have been permitted. Many utilities, includ- 
ing Ontario Hydro, still use equipment containing PCBs as an insulator and 
fire retardant in electrical transformers and capacitors. Handling, storing and 
transporting this material safely while it is phased out is a priority at Ontario 
Hydro. 


The Corporation has a number of programs under way to eliminate its 
PCB inventory and to ensure government regulations are met. 


During the year, Ontario Hydro’s Regions Branch conducted comprehen- 
sive audits of its field operations to ensure proper practices and procedures 
for the handling, storage, safety and record-keeping of PCBs are in place. 


In addition to this control program, Ontario Hydro developed a mobile 
PCB-decontamination unit that chemically removes low level PCBs from in- 
sulating oils so the oils can be reused. In August, the Ministry of the Environ- 
ment granted the necessary approvals for operating this unit, and the first 
commercial operation took place in October. By year end, 85,000 litres of 
contaminated oil, stored at an Ontario Hydro site in Etobicoke, had been 
cleaned. A second decontamination unit has been ordered to expedite the 
clean-up. 


SUPPLY 


Throughout 1987 the demand for procurement services increased significantly 
from the previous year. 


During the year, 98,401 purchases were awarded, an increase of 6 per cent 
from 1986, while the total value of awards was $830 million, an increase of 9 
per cent from 1986. 


As in previous years, the great majority of new business was awarded to 
Canadian suppliers. Canadian content of awards increased to 83 per cent in 
1987 from 81 per cent in 1986. Of the total dollars awarded in Canada in 
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1987, 86 per cent was awarded in Ontario. 


STAFF 


Ontario Hydro relies on its staff of about 24,000 regular employees and 8,000 
temporary and construction staff to keep the province’s large electricity sys- 
tem producing and delivering power. 


During the year, Ontario Hydro continued to work with employees to en- 
sure a satisfying work environment. In March, Ontario Hydro and the 
Ontario Hydro Employees’ Union reached a landmark voluntary three-year 
collective agreement. The Society of Ontario Hydro Professional and Ad- 
ministrative Employees, another employee group representing some 6600 ad- 
ministrative, supervisory, engineering, and other professional staff, 
continued to seek certification as a trade union. 


To support the health and well-being of its employees, Ontario Hydro ini- 
tiated a program to reduce exposure to tobacco smoke at the workplace a 
year ago. In 1987, smoking was prohibited in the workplace at Ontario 
Hydro’s Head Office and Toronto locations. 


The quality of Ontario Hydro’s safety programs at its construction and op- 
erating sites was confirmed again in 1987. This was the third consecutive year 
there were no on-the-job fatalities. 


Affirmative Action 


Ontario Hydro’s provincially recognized Affirmative Action program contin- 
ued to encourage the movement of qualified women into all major job cate- 
gories. Overall, the representation of women increased from 17.9 per cent of 
the regular staff in 1986 to 19 per cent at the end of 1987. The number of 
women on the Executive Salary Roll increased from 3.3 per cent to 3.4 per 
cent; in the Management and Professional category from 8.7 per cent to 9.7 
per cent; and in the Trades, Technical and Operators category from 2.8 per 
cent to 3.6 per cent. 


Maternity leave benefits improved in 1987. As a result of labour negotia- 
tions, benefits increased to 93 per cent of salary for normal maternity leave. 


In July, President Bob Franklin announced a corporate Employment 
Equity Program expanding the mandate of the Affirmative Action Program 
to include visible minorities, aboriginal and disabled persons. 
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The analysis of energy made available by Ontario Hydro on page 19 shows 
for the Total System, the energy obtained from each major source in 1986 
and 1987 and the related percentage changes in 1987. The table also shows 
the primary and secondary energy supplied in each year together with the 
percentage changes in 1987. 


The Table of In-Service Dependable Capacity and Primary Demand on 
page 19 shows the primary peak demand for the month of December and the 
in-service dependable peak capacity of resources at that time. A separate ta- 
ble on pages 20 and 21 gives the in-service dependable peak capacity of major 
Ontario Hydro generating stations and contract firm power purchases at the 
time of the December system peak. Any comparison of total primary peak 
demand and resources should make allowance for the part of total primary 
demand that may be interrupted under contracts accepted by the customer. 
In 1987 this interruptible load over the December peak was approximately 
505 megawatts. 


The in-service dependable peak capacity of a hydraulic generating station 
is the estimated output that an analysis of stream-flow conditions indicates 
the station is capable of producing 98 percent of the time. It can be expected 
to exceed this output in 49 out of 50 years. Since the stations so rated are dis- 
tributed on many widely separated watersheds and since all would not be 
simultaneously affected by stream flows, the amount by which the total hy- 
dro-electric generating capacity of the system exceeds the sum of the various 
station capacities represents the diversity in stream flow within the system. 


The in-service dependable peak capacity of a thermal generating station is 
the net peaking capacity of its fully commissioned units minus capacity which 
is mothballed or frozen. 


Power Resources and Requirements 


ENERGY MADE AVAILABLE BY ONTARIO HYDRO 


Increase 
or 
Decrease 
TOTAL SYSTEM MW.h MW.h % 
CFEHETAUION =—— NUICIG AL? Su cance & clala ee lanerener hei sow oe taieiga sas 63,116,033 58,213,420 8.4 
rE CVSS I a tn da MO eae SUPA cassia tomcat om ogee 31,730,911 23,966,988 32.4 
me PAV OR RUIC a oc eu an ten Helo E Sin suioespn td att 31,610,605 37,176,279 (15.0) 
POCAIGOneratian eh erie Aree, oe a eee batatate esther oa 126,457,549 | 119,356,687 5.9 
Purchases and Net Other Interchange (1) 6,512,600 7,263,219 (10.3) 
Total Resources Generated and Received 132,970,149 | 126,619,906 5.0 
Primary DO mand svt ila ctyebls so 5 '5 idle sys senate (ayetian cert 126,455,099 | 120,573,918 4.9 
Secondary Sales” Gime. tbe il dons oasveda) altinercatenateieints 6,515,050 6,045 ,988 7.8 


IN-SERVICE DEPENDABLE CAPACITY AND PRIMARY DEMAND 
DECEMBER PEAK 1987 AND 1986 


Net Increase 


TOTAL SYSTEM % 
In-Service Dependable Capacity 
(FONCTATION = NUCICAT es widiosaele (sides Sadhu s doe claps 10,526.0 9,710.5 815.5 8.4 
con POSSERM MCN cleo ade cke tlhe) Re ty ad ane 10,343.5 9,470.5 873.0 9.2 
pL VAT AUC epee a teins a Ale aioe ta ert 6,544.0 6,537.0 7.0 0.1 
Total Generation Vere eee c beece eee a whey 27 AIS 12 PO. 1.O957> 6.6 
Pari Purchases yee sa eiaee lae fol ohn 300") ead mene 0.0 1,200.0 (1,200.0) 0.0 
TOTAL IRESOUTCOG s Hetater ier ent. pre econ aes a oo tories os aso Porte 27,413.5 | 26,918.0 495.5 1.8 
Reserve or Deficiency seein tehs ter ta ae hate 6,889.5 6,309.0 580.5 9.2 
Primary eak Demand. a Pacgeas oie a <a ea otey 20,524.0 | 20,609.0 (85.0) (0.4) 


Ratio of Reserve or 
Deficiency to Primary Demand % 


83:0 


30.6 


The capacities shown are those available for a 20-minute period at the time of the System Primary Peak 
Demand in December, the capacity of the purchased power sources being based on the terms of the 
purchased contract. The Primary Peak Demand shown is the maximum peak for December. Some part 
of the System Primary Demand is subject to interruption in accordance with contract terms accepted by 
the customer. The total load subject to such interruptions at the time of the December peak is 505 
MW. 
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Location 


Kincardine 
Pickering 
Rolphton 


Atikokan 
Windsor 
Toronto 
Mississauga 
Courtright 
Kingston 
Nanticoke 
Thunder Bay 


River 


Niagara 


Welland Canal 


St. Lawrence 
Ottawa 


Madawaska 
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ONTARIO HYDRO’S TOTAL RESOURCES — 1987 


In-Service 
Dependable 
Capacity 
MW (3) 


Nuclear Generating Stations 


Bruce 
PICK Gring Pam eee Gre te Se ae ae ha 
Nuclear Power Demonstration. 5. 0440 co es 


6.) fa, Fa Waite. fa: 6h Verne Tiel(6., G4. es cep SW. Sin Os 0:4 CRserlin Ste) Buena) on anion. € 


Total Nuclear Generation. ec ob sus cas eek 10,526.0 


Fossil Generation Stations 


IC ENtT ees, Meee eet ty Ate OA 068 re eh se 


PSANOX Fc iatees athe, ih seo eal aie pe hc een Ae a 
Nanticoke 
Thunder Bay The. ach ete eae tae racine a eg 
Combustion Turbine and Diesel-Electric 


ei vey ‘ioe a. ca sive: fe! ey te) ie, te be! fe Ue ce in 6 16) ee elm Ue Wa (at a ce 


© 16 ew ee: a 


Total Fossil Generation. 531.05 hi Si ea oe. 


Hydraulic Generating Stations 


Sir Adam Beck-Niagara NO) bo sf ey Ghee e+ 
Sir Adam Beck-Niagara No.2 ............... 
Pumping-Generating Station 
Ontario Power trite eG shale) BL ee salen | 
Toronto Powers. iia asin juve vets sateen oo he 
De@ew: Falls No.3 pie. wes fe Bole eo oe 
DeGew: FalisN@ 2a nat ea enon sae 
Adjustment to Niagara River Stations to 
compensate for use of water by Ontario Hydro 
rather than by another producer 
Robert BM eSaunders mya. 200 ok ak 
Des Onehims an ated eas oe oda teas 
QUGTIOIICH ght.) ce letan aida t uate pete cee 
CRITE ast Tyccerts Gama hae at ee aren! DE eee 


e100 ObueVEe eso Lele ual va, lel 6 


Mountany (ite? pak hit tee poe sek ie 
Barrett Cntte c15) 5-0, poe tn ee en eee 
Stewartville? 1 chin oe Ses Ate Beatie 
ATO DRION ST87, Dawah, WE, RMT, OEE A), Ye 


Annual 
Energy 
Output (Net) 
MW.h 


39 447,312 
23,617,854 
50,867 


63,116,033 


890,845 

(1,954) 

(18,978) 
3,793,893 
8,881,777 
19,540 
16,139,908 
2,014,649 
11,231 


31,730,911 


2,281,032 
9,708,988 
(101,247) 
470,082 
(728) 
27,653 
1,153,439 


6,971,455 


1,528,251 
747,658 
534,032 
398 ,194 


228,217 
231,634 
229572 
116,506 
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ONTARIO HYDRO’S TOTAL RESOURCES — 1987 


In-Service Annual 
Dependable Energy 
Capacity Output (Net) 


MW (3) MW.h 
Abitibi ADItIDEC@ANy OUP ea tnt: «4 i oshls oleae stom eer 294.0 1,208,809 
Otic Rapids = sersrrece. se hres wae ee es 177.0 615,550 
Mississagi Auibrevilalls’ [Tags tani. sate aha were cies veils ale 158.0 99,145 
George: W.- Raynéiiiwossir caraway 46.0 10,438 
Weel berry ieee Avira ee chews ate cn alla st ahs 229.0 206,405 
Red Rock Fallsiite ele cori mia are rae ae 40.0 117,615 
Mattagami Kipling cote wh earn ra ers eats aon peal oe 142.0 526,219 
LAttleuLOn ity st. 7 ease n t hee oI et A eee Sans 125.0 482,323 
PATIO ee el ner tne a dunia oan areas 129.0 464,835 
Montreal POWEPINOICH OPE et Sorte eee et Sn eters 254.0 242,455 
Nipigon Pine: Portages ).s.. <3 4 sainttie se dae lay a wee 112.4 473,685 
Cameron. Palls\h, .4.5ciee ee ee ee Sue aes Oe 74.4 332,262 
AEX ANOOT bse. i.0 3 Rhee ct ie Hee Ree ae atin Suir aes 62.4 261,037 
English WanOOU PAS 5. -ohe 1 cov Reaiene seat ee eee Ps aes 80.3 552,512 
Manitou Falls .26:.%s.o ea Bie ee meee te me 59.5 283,681 
Kaministikwia Rilver Pals: Gt<ats: cds rcs sachet ee ea ee ees bes 45.7 T2g7512 
Winnipeg Wihitedog Falls :. 1... heats nisei ree fare Ss 59.3 269,602 
Aguasabon Aguasabon..... bc BAe RR PARR ieee ye 45.0 193,810 
Various Other Hydraulic Generating Stations .......... 167.0 809,570 
(1) Adjustment for Diversity-Total System......... 108.0 
TotaléHiydraulic Generation,.... - tee 8 6,544.0 31,610,605 
TOCA GSENETAUION.. is a « ceesaiutes le eerie weceeh sas 2) 413.5 126,457,549 
Purchases and Other Interchange 
Firm Purchases 
(4) Hydro Que DEG iis car a eins ne bene au ete ge 0.0 0 
Manitoba Hydro. ; 2... <M Cee eee 0 
tal Pariah at ohh a. a) Siete eee eee ae 0.0 0 
Non-Firm Purchases 
BC Pari 6 eee AEG is cose pia ane cca ete Oran kes 97,525 
PEIVOTOOUCD ECS aio nyn less © lee oie ses al as 4,973,787 
mIVIATITODS FLV OLO bn cite aie a ae uve renee ar des 894,129 
SSRN Pade 3 «Pitot bla ar busho 4, oe ener ae eres 39,267 
Total Secondary 2h... -\s.5 4 < oe Reece et 0 6,004,708 
(2) Other Net Interchange (Net) .............-.. 507,892 
Total Receipts... 44. © s savas fom teas 0.0 6,512,600 
Total Generated and Received)... « icsc mnie % weeds @ 27,413.5 132,970,149 


(1) Adjustment to reconcile the sum of plant capacities with the calculated capacity of the system. 

(2) Net scheduled interconnection transactions of other than purchases and sales. These include electri- 
cal energy exchanges, carrier transfers, water use adjustments, generating unit rentals. 

(3) Installed dependable capacity peak at the time of the December peak minus capacity which is fro- 
zen or mothballed. 

(4) Contract with Hydro-Quebec provides for delivery of energy only. 
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ANALYSIS OF 
by Ontario Hydro, Associated Municipal Electrical 


Sales by Associated 
Municipal Electrical 
Utilities and to 


*Distributing 
Companies 
Ultimate Use: kW.h % 
Residential Service: 
MONMNUOUSHICCUDANCV lu euia yen one 23,061 337,469 28.4 
Intermittent @cctpancy: tn roca yh k UR — 
hotalSales Restdential su4.c26 3 ein npsle'n a wecderde < 23,061,337 ,469 28.4 
General (under 5,000 kW) 
|e GT es Ck yet e iva Dy te aa Ve a alec aa 45 191,256,633 ats 
DECGNCATY (aimme hn i Ml ae hace — 
General (over 5,000 kW) 
Je UELH A SIAR. RAN Re RNC AC mo PER NOME a folie tt 11,097 ,992,682 oF 
DECONCALY: ire ecm We Py Ei ole aUh Men tony, — 
|r 8 1 Uh lds Pa lh NA NM a ca lh el — 
SICH MICH Ge dverteue Uh TOOT ne 668 ,063,633 0.8 
PDIstriouting Companies, oe. elke ae 1,200,615 ,202 ts 
POTAHENE POV Dae Siepeny, ates Slik. Mic acdc s 81,219,265,619 100.0 
Adjustments: 
Distribution Losses & Unaccounted for..... 3,102,767 ,794 
Generated DVM ip eh een eh kenny moan (1924057 077) 
Purchased by MEU from sources 
other than, OntariosHydro pawecy so. cs. (71,582,558) 
Ontario Hydro Bulk Energy Sales ......... 84,058 ,293,778 


Supplied to Heavy Water Plant and 

Construction Projects—Ontario Hydro ..... — 
Transmission Losses & Unaccounted for—O.H. — 
Generated and Received by Ontario Hydro .. — 


*Formerly Direct Customers 
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ENERGY SALES 
Utilities and to Distributing Companies During 1987 


Sales by Ontario Hydro 
Power District 


Retail Customers Direct Customers Total 


kW.h kW.h % 


7,485 851,785 
576,998,145 


30,547,189,254 24.9 
576,998,145 0.4 


8,062,849 930 ST JAN ST399 1 2553 


4 861,877,311 


50,053,133,944 40.8 


19 560,673 ,847 
6,515,050,000 25.0 


30,058 606,929 '81125.0) 
6,515 ,050,000 OES 
2.496, 525 152 2.0 

739 ,061 ,683 0.6 
1,200,615 ,202 1.0 


15,492,250,443 100.0 | 26,075,723,847 100.0 |122,787,239,909 100.0 


1,106,675,557 4,209,443,351 
= (192,157,077) 


27496, 525, 1520 | 16.1 
70,998,050 0.5 


ee (71,582,558) 
16,598,926 ,000 26 075,723,847 126 ,732,943,625 


685 ,069 ,748 


685,069,748 
D,052,136.027 
132,970,150,000 
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NUMBER OF ULTIMATE CUSTOMERS SERVED 
by Ontario Hydro and Associated Municipal Electrical Utilities 


Increased or 


1987 1986 (Decreased) 

SS PARR 
Retail Customers of 316 Utilities........... 2,514,793 2,439,135 3.1 

Retail Customers of Ontario Hydro 

(includes non-utility generation accounts) .. 835,937 813,193 2.8 
Distributing Companies cnc fii eee pees Zr Zz — 
Direct Customers (including 9 utilities) ...... 114 113 0.9 
OVE AL tala pk cobenena ernie 1a Lo ave trees ies 3,350,846 3,252,443 3.0 


TRANSMISSION LINES AND CIRCUITS 
Classified by Voltages and Types of Supporting Structures 


Line Length Circuit Length 
At Dec. 31 AtDec.31 AtDec.31 At Dec. 31 
1987 1986 1987 1986 
km km km km 
500,000-volt aluminum or steeltower ..... 1,706 1,706 2,234 2,234 
345, 000-volt steel toWEre 6 ck we es es 6 6 6 6 
230,000-volt aluminum or steeltower ..... 7,911 7,706 11,942 11,736 
230, QOU-VOIE WOOd POlE™ ns oes eee ss 1,534 1,534 1,539 1,539 
230,000-volt underground ............. 22 pp 30 30 
115;000-volt Steel tower Vis ).c0m 3,482 3,476 5,907 5,903 
135;000-volé-wood poles en ire ert aren: 5,437 5,431 5,460 5,454 
LS 000-voltamderground: 72 F285. 28 ye 117 i Bhs: 198 196 
69,000-volt steel tower or wood pole ...... 13 13 13 13 
TOPPA Ree rel te oe et erd 20,228 20,009 27,329 Zhi 
DISTRIBUTION LINES 
Line Length 
At Dec. 31 At Dec. 31 
1987 1986 
km km 


ESCA DUTION Lotnesit: | cue eee ceeeere oni Siriaas era Ya lp Blo ee a at eatal ahelone 103,703 102,740 
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PinanciapRevicwconOntalio TYdrOA i aes Seek is yet le seein onto ee 26 
Management’s Responsibility for 

Bin GnelAl SC DOLUD Ng. Sais se ti yt ots wae nein mercy abek sae as oivbeas edo. eet 35 
PAUCIEOT Se IRC DOLE Cre ait emers nr oro Nie y neem elas Goats endialchensteUehens ebaka 36 
Summary of Significant Accounting Policies ...........++++0+e+en-- 37 
Statenient Of OPerations: eee a rte ahats ele tiecn sa eS rrears me aah 43 
Statement OF Financial POSIMIO ati. Ty. Wi. co seeuesctt cote coc olan ote lak Seuegee eae 44 


Statement of Equities Accumulated Through 


Debt Retirement Appropriations........ NEVES: BITS AAs. PORE. 46 
Statement of Reserve for Stabilization of Rates 

Ts COUP CCIICICS ets Pe en nee eos Nosy oe doe 46 
Statement of Source of Cash Used for 

Investinents im Mixed “ASSCtS jee ee ees aera ah eos 47 
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FINANCIAL REVIEW OF ONTARIO HYDRO 
for the year ended December 31, 1987 


Financial Highlights 


Ontario Hydro’s activities continue to be directed at achieving its primary 
purpose of providing the customers of Ontario with electricity at the lowest 
feasible cost over the long term consistent with high safety and quality of ser- 
vice standards. To accomplish this, Ontario Hydro encourages the effective 
use of resources and emphasizes productivity improvements and cost control. 


Ontario Hydro’s total revenues for 1987 amounted to $5,280 million, $427 
million higher than in 1986. Approximately $232 million of this increase came 
from a greater volume of electricity sales, and $195 million from the 1987 rate 
increase. Total operating costs for 1987, including financing charges, 
amounted to $5,009 million, an increase of $403 million over 1986. This in- 
crease was primarily due to higher fuel costs and higher operating and main- 
tenance costs. The net income for 1987 was $271 million compared with $247 
million for 1986. 


Cash provided from operations and available for investment in fixed assets 
was $1,204 million for 1987. The capital expenditures for investment in fixed 
assets during 1987 amounted to $2,524 million. This represents a decline over 
the period 1983 through 1987 as a result of the decrease in the level of con- 
struction activity. 


Results of Operations 
Revenues 


Primary revenues for 1987 amounted to $5,084 million, an increase of $479 
million or 10.4 per cent as compared with 1986. Electricity sales to municipal 
utilities, rural retail and direct industrial customers totalled 120,218 million 
kilowatt-hours. The overall growth rate in the volume of primary energy sales 
was 4.8 per cent for 1987, reflecting the effect of continued economic growth 
in the Province of Ontario and weather related factors. In 1987, electricity 
sales to municipal utilities and direct industrial customers grew more strongly 
than sales to rural retail customers. The chart (see page 27) provides the en- 
ergy consumption by major customer category and an estimate of the energy 
consumed by market sector. The overall growth rate for 1987 was generally 
consistent with the average annual growth rate of 4.6 per cent over the last 
five years. 


The 1987 electricity rates for primary customers increased 5.5 per cent on 
average. The average increases for municipal utilities, rural retail and direct 
industrial customers were 5.2 per cent, 6.6 per cent and 5.6 per cent, respec- 
tively. The rural rate increase takes into account $91 million in assistance 
provided by all electricity consumers in the province to reduce the electricity 
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bills of year-round rural residential customers. 


Secondary revenues for 1987, mainly from sales of electricity to United 
States utilities, amounted to $196 million. Compared with 1986, this repre- 
sents a decrease of $52 million or 21.0 per cent. This decrease reflects a shift 
in the pattern of secondary sales from relatively higher-priced firm contract 
sales to interruptible, non-firm sales. In addition, this decrease is due to a 
more competitive export market as a result of lower oil prices for U.S. elec- 
tric utilities which makes imports less attractive for them. 


Over the last five years, Ontario Hydro has sold to U.S. utilities approxi- 
mately 43,595 million kilowatt-hours of electricity beyond the requirements 
of its customers in Ontario and has earned approximately $1,665 million in 
secondary revenues. The net benefit to Ontario customers was $634 million 
for the period 1983 through 1987, and $61 million in 1987. This benefit helped 
Ontario Hydro to keep electricity rates lower for Ontario customers. 
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Major Electricity Production Resources 


Ontario Hydro responds instantly and efficiently to the energy demands of its 
customers by supplying electricity from a number of different sources. Hy- 
draulic generating stations, which are relatively inexpensive to operate, have 
traditionally provided a major part of the electricity energy generated by 
Ontario Hydro. With most major accessible sites in the province already de- 
veloped, hydraulic generation, as a percentage of total generation, has gradu- 
ally decreased over the past few years. On the other hand, the Corporation 
has increased its emphasis on nuclear generation. This emphasis is part of 
Ontario Hydro’s acid gas emission reduction efforts. The other major source 
of generation of electricity is fossil generation. The increased nuclear gener- 
ating capacity reduces the need to operate coal-fired generating units which 
have higher fuelling costs. However, the fossil-fuelled units will continue to 
be required during periods of higher demand, when demand cannot be sa- 
tisfied by less expensive generation. The electricity production resources for 
the period 1977 through 1987, illustrating the changes in volume and genera- 
tion mix, are shown in the chart on page 4. The annual average costs per kilo- 
watt-hour of energy by the major generating sources are shown in the Five- 
Year Summary of Financial and Operating Statistics. 


Fuel and Fuel-related Costs 


In 1987, fuel and related costs such as water rentals, power purchased, and 
the nuclear agreement-payback were 20.1 per cent higher than in 1986. 
Ontario Hydro’s nuclear stations supplied 47.5 per cent of the total energy to 
the system in 1987. Hydraulic stations supplied 23.8 per cent and fossil- 
fuelled generation provided 23.9 per cent. Purchases of power from intercon- 
nected utilities provided the remaining 4.8 per cent. In 1986, electric energy 
from nuclear generation, hydraulic generation and fossil-fuelled generation 
supplied 46.0 per cent, 29.4 per cent and 18.9 per cent, respectively, of the 
total energy to the system. 


The 1987 fuel costs for coal, uranium, and oil amounted to $1,124 million, 
an increase of 20.5 per cent over 1986. This increase is primarily due to 
higher coal costs associated with the increased level of electricity generated 
by coal-fired stations. This increased coal-fired generation is mainly attribut- 
able to a decrease in the availability of lower cost hydraulic generation as a 


result of lower than normal precipitation. The increase in fuel costs is also 
due to a higher level of energy demand. 


The payments Ontario Hydro makes primarily to the Province of Ontario 
for the use of provincial waters in its hydraulic plants amounted to $90 mil- 
lion in 1987, a decrease of $1 million over 1986. This reflects the effect of the 
decrease in hydraulic generation in 1987 compared with 1986, offset by the 
impact of the increase in water rental rates. 
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Electricity purchased from neighbouring utilities amounted to $117 million 
in 1987, a decrease of $11 million over 1986. These purchases are generally 
made during periods of peak demand or emergency situations so as to main- 
tain a reliable supply of electricity. 


In 1983, units 1 and 2 of the Pickering Nuclear Generating Station were 
taken out of operation to replace existing pressure tubes. Unit 1 has returned 
to operation in October 1987 and unit 2 is expected to return to operation in 
1988. The maintenance and overhead costs during the shutdown period have 
been included in the payback calculation according to the Pickering Payback 
Agreement. As a result, Ontario Hydro was able to reduce its 1987 and 1986 
operating costs by $23 million and $63 million respectively, which represents 
the amount to be offset against future amounts payable by Ontario Hydro to 
Atomic Energy of Canada Limited and the Province of Ontario, the other 
two parties to this agreement. 


Operation, Maintenance and Administration 


The costs associated with the operation, maintenance and administration of 
the Corporation in 1987 were $1,150 million, an increase of $136 million over 
1986. This increase of 13.4 per cent is primarily related to placing new facili- 
ties in service, and cost escalation in labour and other costs. The in-service 
capacity of the generation system grew about 3 per cent or 837 megawatts in 
1987, reflecting the addition of one nuclear generating unit. The transmission 
and distribution system work-load also grew in 1987, as reflected in an in- 
crease of approximately 3 per cent in the number of customers and an in- 
crease of about 1 per cent in the kilometres of rural lines maintained. The 
chart (see page 30) shows the operation, maintenance and administration 
costs by major activity for the period 1983 through 1987. 


Depreciation 


The depreciation charged to operations totalled $723 million in 1987, $18 mil- 
lion or 2.6 per cent higher than in 1986. Contributing to this increase were the 
additional facilities placed in service, including Bruce unit 8, and the full 
year’s impact of Pickering unit 8 and Bruce unit 7, partially offset by the ef- 
fect of a lower provision for fuel channel removal costs in 1987. The decrease 
in this provision is due primarily to a reduction in the estimated fuel channel 
removal costs for Pickering units 1 and 2, which has now been substantially 
completed. 
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Financing Charges 


Financing charges are comprised of interest and foreign exchange costs. In- 
terest charged to operations represents the total cost of borrowing less inter- 
est capitalized. This is designed to effect a proper allocation of costs between 
current and future customers. Foreign exchange mainly represents the amor- 
tization of gains or losses on the principal amount of foreign debt. 


Gross interest costs for 1987 amounted to $2,744 million, an increase of 
$60 million or 2.2 per cent as compared with 1986. The primary reason for 
this increase is related to the additional funds borrowed during the year to 
finance the construction of new generating stations which are needed to meet 
future demand. This increase was partially offset by the effect of a stronger 
Canadian dollar relative to the United States dollar on foreign currency inter- 
est payments, as well as the effect of refinancing debt that matured during the 
year at lower interest rates. 
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Interest charged to operations amounted to $1,702 million in 1987, $117 
million or 7.4 per cent higher than in 1986. The increase resulted primarily 
from placing an additional nuclear generating unit in service in 1987, and the 
full year’s impact of units placed in service in 1986. The in-service date is the 
time from which interest is no longer capitalized and is charged to operations. 


Foreign exchange costs amounted to $126 million in 1987, a decrease of 
$87 million or 40.8 per cent over 1986. The primary factor contributing to the 
decrease in foreign exchange costs was the effect of the rise in value of the 
Canadian dollar relative to the United States dollar. 


Net Income/Financial Indicators 


Ontario Hydro earned a net income of $271 million in 1987, compared with 
$247 million in 1986. Ontario Hydro’s main financial indicators are the debt, 
cash flow coverage and interest coverage ratios. The debt ratio at the end of 
1987 was .836 as compared to the 1986 ratio of .835. The cash flow coverage 
for 1987 was 1.08, the highest level since 1981. The level of interest coverage 
for 1987 and 1986 were 1.10 and 1.09 respectively. The financial position of 
the Corporation remains strong. 


Capital Expenditures and Financing 
Investment in Fixed Assets 


Ontario Hydro invests in fixed assets to meet expected growth in the demand 
for electricity, to replace existing assets with facilities that are more economi- 
cal, and to meet regulatory requirements. The total assets of the Corporation 
at the end of 1987 were $32,657 million and of this amount, about 86 per cent 
consists of fixed assets in service and under construction. This relatively high 
percentage reflects the capital-intensive nature of Ontario Hydro’s business. 


The investment in fixed assets during 1987 was $2,524 million. A major 
portion of the 1987 capital expenditures went toward the construction of new 
generating facilities. In addition, the 1987 capital expenditures reflect the 
continued emphasis being placed on investment in transmission and distribu- 
tion facilities to improve the quality and reliability of service. 
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The expenditures on major capital projects under construction during 1987 
and 1986 were: 


1987 1986 
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Nuclear Generation 
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Ontario Hydro placed in service unit 8 at Bruce in May, 1987, at a total cost 
of $1,633 million, including $308 million for heavy water. In addition, two 
500-kilovolt transmission lines in the northeastern and southeastern regions 
of the Province of Ontario were placed in service in 1987 at a total cost of 
$129 million. 


There has been a modest decline in the annual investment in fixed assets 
from $2,746 million in 1983 to $2,524 million in 1987, as the major generating 
projects are completed. The expenditures for investment in fixed assets for 
the period 1983 through 1987 are shown in the chart. 
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Financing 


Cash required by Ontario Hydro to finance the investment in fixed assets is 
provided from two major sources: cash provided from operations and cash 
from external borrowings. For 1987, cash provided from operations and cash 
from financing were $1,204 million and $1,330 million respectively. Cash 
from borrowings represents the amount of cash provided from the issuance of 
long-term debt and the increase in the level of short-term notes payable is- 
sued for debt management purposes, less the amount of cash used to retire 
long-term debt. 


The proceeds from the issue of bonds sold to the public by Ontario Hydro 
during 1987 amounted to $1,585 million, and the proceeds from the issue of 
bonds to the Province of Ontario with respect to Canada Pension Plan funds 
provided a further $302 million. These proceeds were from eight Canadian is- 
sues with an average coupon interest rate of 9.6 per cent for an average term 
of 8.0 years. For the same period in 1986, the average coupon interest rate 
and the average term of new debt issued were 9.2 per cent and 8.1 years re- 
spectively. In addition, proceeds of $397 million were received from the issu- 
ance of long-term notes. Ontario Hydro also issues floating rate short-term 
notes, with terms to maturity of less than one year, as part of its debt man- 
agement activities. In 1987, the level of short-term notes payable issued for 
debt management purposes increased by $250 million. 


Cash provided from financing from 1983 through 1987 is shown in the 
chart. The principal markets Ontario Hydro has operated in are the 
Canadian, United States, and Eurodollar public markets. Financing activities 
for 1987, were met entirely from the Canadian market and from Canada Pen- 
sion Plan funds to minimize foreign exchange exposure. 


Cash amounting to $1,096 million was used to retire maturing long-term 
debt in 1987, compared with $321 million in 1986. In addition, during 1987, 
cash amounting to $108 million was used to redeem debt prior to maturity, 
compared with $353 million in 1986. 
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Management's Responsibility for Financial Reporting 35 
MANAGEMENT?’S RESPONSIBILITY FOR FINANCIAL REPORTING 


The accompanying financial statements of Ontario Hydro are the responsibility of 
management and have been prepared in accordance with accounting principles gener- 
ally accepted in Canada. Such principles, except for the change in the accounting pol- 
icy for pension costs as described in the accompanying Summary of Significant 
Accounting Policies and in note 14 to the financial statements, have been applied on a 
basis consistent with that of the preceding year. The significant accounting policies fol- 
lowed by Ontario Hydro are described in the Summary of Significant Accounting Poli- 
cies. The preparation of financial statements necessarily involves the use of estimates 
based on management’s judgement, particularly when transactions affecting the cur- 
rent accounting period cannot be finalized with certainty until future periods. The 
financial statements have been properly prepared within reasonable limits of material- 
ity and in light of information available up to March 14, 1988. The information pre- 
sented elsewhere in the Annual Report is consistent with that in the financial 
statements. 


' Management maintains a system of internal controls designed to provide reason- 
able assurance that the assets are safeguarded and that reliable financial information is 
available on a timely basis. The system includes formal policies and procedures and an 
organizational structure that provides for appropriate delegation of authority and seg- 
regation of responsibilities. An internal audit function independently evaluates the ef- 
fectiveness of these internal controls on an ongoing basis and reports its findings to 
management and to the Audit Committee of the Board of Directors. 


The financial statements have been examined by Clarkson Gordon, independent 
external auditors appointed by the Lieutenant Governor in Council of Ontario. The 
external auditors’ responsibility is to express their opinion on whether the financial 
statements are fairly presented in accordance with generally accepted accounting prin- 
ciples. The Auditors’ Report, which appears on the following page, outlines the scope 
of their examination and their opinion. 


The Board of Directors, through the Audit Committee, is responsible for ensuring 
that management fulfills its responsibilities for financial reporting and internal con- 
trols. The Audit Committee meets periodically with management, the internal audi- 
tors and the external auditors to satisfy itself that each group has properly discharged 
its respective responsibility, and to review the financial statements before recom- 
mending approval by the Board of Directors. The external auditors have direct and 
full access to the Audit Committee, with and without the presence of management, to 
discuss their audit and their findings as to the integrity of Ontario Hydro’s financial re- 
porting and the effectiveness of the system of internal controls. 


On behalf of Management 
R.C. Franklin E.H. Burdette 
Chairman and President Executive Vice-President, 


Finance and Planning 
Toronto, Canada, 
March 14, 1988. 
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AUDITORS’ REPORT 
To the Board of Directors of Ontario Hydro: 


We have examined the statement of financial position of Ontario Hydro as at 
December 31, 1987 and the statements of operations, equities accumulated 
through debt retirement appropriations, reserve for stabilization of rates and 
contingencies and source of cash used for investment in fixed assets for the 
year then ended. Our examination was made in accordance with generally ac- 
cepted auditing standards, and accordingly included such tests and other pro- 
cedures as we considered necessary in the circumstances. 


In our opinion, these financial statements present fairly the financial posi- 
tion of Ontario Hydro as at December 31, 1987 and the results of its opera- 
tions and the changes in its financial position for the year then ended in 
accordance with generally accepted accounting principles. Further, in our 
opinion, such principles, except for the change in the accounting policy for 
pension costs as described in the Summary of Significant Accounting Policies 
and in note 14 to the financial statements, have been applied on a basis con- 
sistent with that of the preceding year. 


Toronto, Canada, CLARKSON GORDON 
March 14, 1988. Chartered Accountants 
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SUMMARY OF SIGNIFICANT ACCOUNTING POLICIES 


The accompanying financial statements have been prepared in accordance 
with accounting principles generally accepted in Canada. Such principles, ex- 
cept for the change in the accounting policy for pension costs as described 
under ‘“‘Pension plan” and in note 14 to the financial statements, have been 
applied on a basis consistent with that of the preceding year. The significant 
accounting policies followed by Ontario Hydro are described below. 


Rate setting 


Ontario Hydro has broad powers to generate, supply and deliver electric 
power throughout the Province of Ontario. The Corporation operates under 
the Power Corporation Act and is subject to provisions of the Ontario 
Energy Board Act. 


- Under the provisions of the Power Corporation Act, the price payable by 
customers for power is the cost of supplying the power. Such cost is defined in 
the Act to include the cost of operating and maintaining the system, depreci- 
ation, interest, and the amounts appropriated for debt retirement and stabili- 
zation of rates and contingencies. The debt retirement appropriation is the 
amount required under the Act to accumulate on a sinking fund basis over 40 
years a sum equal to the debt incurred for the cost of the fixed assets in ser- 
vice. The appropriation for, or withdrawal from, the stabilization of rates and 
contingencies reserve is an amount established to maintain a sound financial 
position and to stabilize the effect of cost fluctuations. 


Under the provisions of the Ontario Energy Board Act, a public hearing 
before the Ontario Energy Board is required in respect of any changes in 
electricity rates proposed by Ontario Hydro which affect its municipal utili- 
ties, direct industrial customers, or, if the Minister of Energy so directs, rural 
retail customers. The Ontario Energy Board submits its recommendations to 
the Minister of Energy. After considering the recommendations of the 
Ontario Energy Board, the Board of Directors of Ontario Hydro, under the 
authority of the Power Corporation Act, establishes the electricity rates to be 
charged to customers. 


If the Board of Directors specifies a certain cost or gain is to be included in 
future electricity rates that, in accordance with the accounting policies sum- 
marized below, would be charged or credited to operations in the current 
year, then this cost or gain is deferred and amortized to future operations on 
a basis consistent with its inclusion in rates. 
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Fixed assets 


Fixed assets in service include operating facilities and non-operating reserve 
facilities. Construction in progress includes fixed assets under construction 
and heavy water held for use in nuclear generating stations under construc- 
tion. 


Fixed assets are capitalized at cost which comprises material, labour, engi- 
neering costs, and the costs of training initial operating staff for new facilities 
as well as overheads, depreciation on service equipment, and interest appli- 
cable to capital construction activities. In the case of generation facilities, the 
cost also includes the net cost of commissioning, and for nuclear generation, 
the cost of heavy water. The net cost of commissioning is the cost of start-up 
less the value attributed to energy produced by generation facilities during 
their commissioning period. The cost of heavy water comprises the direct cost 
of production and applicable overheads, as well as interest and depreciation 
on the heavy water production facilities and the estimated removal costs of 
these facilities. For multi-unit facilities, a proportionate share of the cost of 
common facilities is placed in service with each major operating unit. Leases 
which transfer the benefits and risks of ownership of assets to Ontario Hydro 
are capitalized. 


Interest is capitalized on construction in progress at rates (1987 — 11.4 per 
cent, 1986 — 12.9 per cent) which approximate the average cost of long-term 
funds borrowed in the years in which expenditures have been made for fixed 
assets under construction. If the construction period of a project is extended 
and the construction activities are continued, interest is capitalized during the 
period of extension provided that the project has a reasonable expectation of 
being completed. 


If a project is cancelled or deferred indefinitely with a low probability of 
construction being resumed, all costs including the costs of cancellation are 
written off to operations. 


If fixed assets are removed from operations and mothballed for future use, 
termed non-operating reserve facilities, the costs of mothballing are charged 
to operations. 


Depreciation 


The capital costs of fixed assets in service are depreciated on a straight-line 
basis. Depreciation rates for the various classes of assets are based on their 
estimated service lives. Major components of generating stations are depreci- 
ated over the lesser of the service life expectancy of the component or the re- 
maining service life of the associated generating station. 
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The estimated service lives of assets in the major classes are: 


Generating stations — hydraulic — 65 to 100 years 

— fossil — 30 to 35 years 

— nuclear — 40 years 
Heavy water — over the period ending 

in the year 2040 

Transmission and distribution facilities — 20 to 55 years 
Heavy water production facilities — 20 years 
Administration and service facilities — 5 to 60 years 


In accordance with group depreciation practices, for normal retirements 
the cost of fixed assets retired is charged to accumulated depreciation with no 
gain or loss being reflected in operations. However, gains and losses on sales 
of fixed assets, and losses on premature retirements are charged to operations 
in the year incurred as adjustments to depreciation expense. 


When the costs of removal less residual value, termed removal costs, on 
retirements of fixed assets can be reasonably estimated and are significant, 
provisions for these costs, except for those related to heavy water production 
facilities, are charged to depreciation expense on an annuity basis over the 
remaining service life of the related fixed assets. For heavy water production 
facilities, provisions for removal costs are charged to heavy water production 
costs on a straight-line basis over the remaining service life of the related fa- 
cilities. Other removal costs are charged to depreciation expense as incurred. 
Removal costs include the estimated costs of decommissioning nuclear sta- 
tions and heavy water production facilities, and the estimated costs of remov- 
ing certain nuclear reactor fuel channels. 


The estimated service lives of fixed assets and the significant assumptions 
underlying the estimates of fixed asset removal costs are subject to periodic 
review. Any changes arising out of such a review are implemented on a re- 
maining service life basis from the year the changes can be first reflected in 
electricity rates. 


Non-operating reserve facilities are amortized so that any estimated loss in 
value is charged to depreciation expense on a straight-line basis over their ex- 
pected non-operating period. 


Unamortized advances for fuel supplies 


As part of its program to ensure the adequate supply of fuels for its generat- 
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ing stations, Ontario Hydro has entered into long-term fuel supply contracts. 
Where these contracts require Ontario Hydro to make payments for pre- 
production costs to suppliers in advance of the fuel delivery, these payments 
and associated costs, including interest, are carried in the accounts as una- 
mortized advances for fuel supplies. The advances are amortized to fuel in- 
ventory as the fuels are delivered. 


Fuel for electric generation 


Fuel used for electric generation comprises the average inventory costs of 
fuel consumed, charges for commissioning energy produced, and provisions 
for disposal of nuclear fuel irradiated during the period. The inventory cost 
of fuel consumed comprises fuel purchases, transportation and handling 
costs, and the amortization of advances for fuel supplies. Transportation 
costs include charges for interest and depreciation on railway equipment 
owned by Ontario Hydro. The charges for commissioning energy produced 
during the period represent the incremental operating and fuel costs of pro- 
ducing the same quantity of energy at generating units displaced because of 
the commissioning activity. The costs for disposal of nuclear fuel irradiated in 
each period are charged to operations based on estimated future expendi- 
tures and interest accumulating to the estimated date of disposal. Estimates 
of expenditures, interest and escalation rates, and the date of disposal are 
subject to periodic review. Adjustments resulting from changes in estimates 
are charged to operations on an annuity basis over the period from the year 
the changes can be first reflected in electricity rates to the estimated in- 
service date of the disposal facility. 


Foreign currency translation 


Current monetary assets and liabilities in foreign currencies are translated to 
Canadian currency at year-end rates of exchange and the resultant exchange 
gains or losses are credited or charged to operations. Long-term debt payable 
in foreign currencies is translated to Canadian currency at year-end rates of 
exchange. Resulting unrealized exchange gains or losses are deferred and in- 
cluded in unamortized debt costs, and are amortized to operations on an an- 
nuity basis over the remaining life of the related debt. 


Foreign exchange gains or losses on hedges of long-term debt payable in 
foreign currencies are deferred and included in unamortized debt costs. The 
deferred gains or losses related to principal payments are amortized to opera- 
tions on an annuity basis over the remaining period through to the year in 
which the hedged principal payments are due. The deferred gains or losses 
related to interest payments are credited or charged to operations in the year 
in which the hedged interest payments are due. 
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Foreign exchange gains or losses on early redemption of long-term debt are 
deferred and included in unamortized debt costs if the exposure in the for- 
eign currency related to the redeemed debt is not reduced as a result of the 
refinancing of the redeemed debt in the same currency. These deferred gains 
or losses are amortized on an annuity basis over the period to the original ma- 
turity date of the redeemed debt. If the foreign currency exposure is reduced 
as a result of the early redemption of debt, the resulting foreign exchange 
gains or losses related to the redeemed debt are credited or charged to opera- 
tions. 


Unamortized debt costs 


Unamortized debt costs include the unamortized amounts related to unreal- 
ized foreign exchange gains or losses resulting from the translation of foreign 
currency long-term debt, foreign exchange gains or losses on hedges, foreign 
exchange gains or losses on the early redemption of long-term debt, discounts 
or premiums arising from the issuance of debt or the acquisition of debt prior 
to maturity, and discounts or premiums accrued on foreign currency hedges. 


Debt discounts or premiums arising from the issuance of debt are amor- 
tized over the period to maturity of the debt. Discounts or premiums on debt 
acquired prior to the date of maturity are amortized over the period from the 
acquisition date to the original maturity date of the debt. Discounts or premi- 
ums on foreign currency hedges are credited or charged to operations over 
the terms of the individual hedges. 


Nuclear agreement — Pickering units 1 and 2 


Ontario Hydro, Atomic Energy of Canada Limited and the Province of 
Ontario are parties to a joint undertaking for the construction and operation 
of units 1 and 2 of Pickering Nuclear Generating Station, with ownership of 
these units being vested in Ontario Hydro. Contributions to the capital cost 
by Atomic Energy of Canada Limited and the Province of Ontario amounted 
to $258 million and these have been deducted in arriving at the value of fixed 
assets in service in respect of Pickering units 1 and 2. Ontario Hydro is re- 
quired to make monthly payments until the year 2003 to each of the parties in 
proportion to their capital contributions. These payments, termed “‘pay- 
back’, represent in a broad sense the net operational advantage of having the 
power generated by Pickering units 1 and 2 as compared with coal-fired units 
similar to Lambton units 1 and 2. 


Pension plan 


The pension plan is a contributory, defined benefit plan covering all regular 
employees of Ontario Hydro. Ontario Hydro is responsible for all deficien- 
cies and surpluses in the pension plan. 
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Effective January 1, 1987, Ontario Hydro implemented the new recom- 
mendations of the Canadian Institute of Chartered Accountants with respect 
to pension costs and obligations. Accordingly, pension costs for accounting 
purposes are actuarially determined based on the assumptions that reflect 
management’s best estimate of the effect of future events on the actuarial 
present value of accrued pension benefits, and the valuation of pension plan 
assets using a five-year market value average. Pension plan surpluses and defi- 
ciencies are amortized on an annuity basis over the expected average remain- 
ing period of service of the employees covered by Ontario Hydro’s pension 
plan. 


Prior to January 1, 1987, pension costs were actuarially determined based 
on assumptions used for funding purposes. Any net unfunded liability arising 
from past service obligations was amortized up to fifteen years. All other net 
unfunded liabilities or net surpluses were amortized up to five years. 


Research and development 


Research and development costs are charged to operations in the year in- 
curred, except for those related directly to the design or construction of a 
specific capital facility which are capitalized as part of the facility. 
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STATEMENT OF OPERATIONS 
for the year ended December 31, 1987 


1987 1986 
millions of dollars 
Revenues 
Primary power and energy 
IV ICACAPIAIMURETIITIGS), teu ec ales: ea Sela. ts tos i'w a RA 3,441 3,116 
Rita ectal CUSTOMERS rein ie os a 'n'el'e 9 Gate ashe 968 885 
eC OUSEriAliCUSHOMIEIS§ ty 45 sis ees. 4 675 604 
5,084 4,605 
Secondaryipower andienersy uote L)Mie. ghia dn yy 2 sels 196 248 
} 5,280 4,853 
Costs 
‘Operation, maintenance and administration .......... 1,150 1,014 
EUerused tanclecttic CCC ANON wept eure cudnt wore oo 1,124 933 
Wiaterrentalsi(note 2 yr yc ee ce a MMe TROT i 90 91 
OME DULCHASEO ©. 5.24). ites epee ee ees eee ee Ly; 128 
Nuclear agreement — payback (note 3) .............. (23) (63) 
Depreciation (note 4) ..... Pern an rest aan ee Wo 705 
S181 2,808 
Income before financing charges .................... 2,099 2,045 
INTC TESU (Ole J) amen Gyo) dir Sunes Smet ny imeene a anne eer ene 702 i Wiores, 
Porcisn exchlance (Otc 0). 0) iy en ee eee 126 all, 
1,828 1,798 
PRCETRCOMG Mere eta deta fbb ye ea Ae Pala 247 
Appropriation for (withdrawal from): 
DED Pelee TOM prety kort hak eet sce ome laurels, Sie 292 
Stabilization of rates and contingencies .............. (48) (45) 
pap 247 


See accompanying summary of significant accounting policies and notes to 
financial statements. 
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STATEMENT OF FINANCIAL POSITION 
as at December 31, 1987 
Assets 1987 


1986 


millions of dollars 


Fixed assets (note 7) 


FIXeUeassets INL SELVICe eee ee eo teat Re eee 25,788 
Bess accumulated depreciation, (oc). o 4. ot ae woe mares D001 
20,207 
CONSIICHOM IN OLOLTCSS eo. o) Wie ements elena te lid. 
27,986 


Current assets 


Gashiand temporary investments 8aie cee 21.08 ie 215 
ACCOUNTS TECCIVADIC occ ueke wim oo a clea ioe si SER 584 
Fuel for electric generation (note 8). 2... 6... 6... saw ae 1,039 
Materials and supphesaticostias fois ei Sk Sia 287 

ica le da 


Other assets 


Gnamionized: Gevte costs velar. Geis eee sy sete 940 
Unamortized advances for fuel supplies (note 9) ....... GAS 
Wnamortizedideterred costs (note 10) 9... 5... ie a 473 
Long-term accounts receivable and other assets........ 356 
2,546 

32,007 


See accompanying summary of significant accounting policies and 
financial statements. 


23,312 
4,946 


18,366 
Para 


26,103 


Financial Statements 
Liabilities 


Long-term debt (note 11) 


Current liabilities 

Accounts payable and accrued charges 
Short-term notes payable 
Accrued interest 
Long-term debt payable within one year 


Other liabilities 
Long-term accounts payable and accrued charges 

~ Accrued fixed asset removal and 
irradiated fuel disposal costs (note 12) 


Contingencies (notes 9, 10 and 14) 


Equity 
Equities accumulated through debt retirement 
appropriations 
Reserve for stabilization of rates and 
contingencies 
Contributions from the Province of Ontario as 
assistance for rural construction 


On behalf of the Board 


R.C. Franklin 


Chairman and President 


Toronto, Canada, 
March 14, 1988. 
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1987 


45 


1986 


millions of dollars 


23,862 23,494 
624 473 
502 255 
705 742 

ray, 1,076 
3.009 2,546 
183 136 
617 490 
800 626 
33279 2,910 
1,606 1,654 
127 127 
4,962 4,691 
32.007)) Mas lsooy 

J.A.G. Bell 


Vice-Chairman 
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STATEMENT OF EQUITIES ACCUMULATED THROUGH 
DEBT RETIREMENT APPROPRIATIONS 
for the year ended December 31, 1987 


Power District 
(Rural Retail and 


Municipal Direct Industrial Totals 
Utilities Customers) 1987 1986 
millions of dollars 
Balances at beginning of year A027 SSS Z 9) 2.688 
ANBDFOPUAUOI se wun oie 218 101 319 292 
Balances atendofyear ..... 2,245 984 3,229 2,910 
STATEMENT OF RESERVE FOR STABILIZATION 
OF RATES AND CONTINGENCIES 
for the year ended December 31, 1987 
Held for 
the benefit Held for the benefit of 
of all (or recoverable from) 
customers certain groups of customers Totals 
Rural Direct 
Municipal Retail Industrial 
Utilities Customers Customers 1987 1986 
millions of dollars 
Balances at 
beginning of 
year’s, ot 1,704 1 (41) (10) 1,654 1,699 
Appropriation 
(withdrawal) . (51) oe 5 (2) (48) _ (45) 
Balances at 
end of year 1,653 1 (36) (12) 1,606 1,654 


ere eC _ 


See accompanying summary of significant accounting policies and notes to 
financial statements. 
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STATEMENT OF SOURCE OF CASH 


USED FOR INVESTMENTS IN FIXED ASSETS 
for the year ended December 31, 1987 


Cash provided from operations (note 13) 


eo 8, 6, 8 0 96 (se (ee jee 


Cash provided from financing 
Peete Le OnisoUce mene etrrc sais 9) Vasa mess tees 
Change in short-term notes payable issued for 

debt management purposes — increase 


@ @ ere @iverve*'e 0) @ 


Less long-term debt retired 


@ ele @ © © @ © @ ee @ ie @ © @:0 @ ee © 


Cash provided from financing 


@, 0 [O20 0) 0 © 6) (OO) 010 On @: 8, © © @).00'@ 


Cash (used for) provided from investment 
in other assets (note 13) 


Ce ete aes KY Ck ee ame oom Pm et yo Yee, Sot eum ay See Nec ae hm 


Cash provided from rsa obhae financing and 
other activities 


O00. @ 16. ).6 8) ‘eve 0: 8) 16, 16\'6) 10 (0. 0) (© (OF (6), G 0! (OO) 0 0) Para ys) Ones: 


Changes in cash and cash equivalents 
— decrease (increase) (note 13) 


a © © 6 © 0 © 6 @ #16 0 ©. 6 €) @ 6) 6 


Cash used for investment in fixed assets 


oee @ © © © © © © © oO © 


Changes in accounts payable and accrued charges 
affecting investment in fixed assets 
— increase (decrease) 


@ @ @ ©) @ © @ <@ @ “¢ 0) 6, @ © 6) 0 '@ Bree Key sijelo) (aye 


@, 0. 0 6, (0) 6) er © Ve, 0) © (OO: en/(6. @) \e)) \e 


Investment in fixed assets (note 13) 


See accompanying summary of significant accounting policies and 


financial statements. 


1987 


47 


1986 


millions of dollars 


1,204 


2,284 


250 


2,534 
1,204 


1,330 


(149) 


2,385 


2,524 


1,040 
2,384 


250 


2,634 
674 


1,960 


70 


notes to 
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NOTES TO FINANCIAL STATEMENTS 


1. Secondary power and energy 
Secondary power and energy revenues include $194 million (1986 — $247 million) from sales of elec- 
tricity to United States utilities. 


2. Water rentals 
Water rentals are the amounts paid primarily to the Province of Ontario for the use of water for hy- 
draulic generation. 


3. Nuclear agreement — payback 

In 1987, the Nuclear Agreement, which is described in the Summary of Significant Accounting Policies, 
was amended by the parties to the agreement to reflect the settlement in principle reached in 1986. The 
amendment to the agreement confirms Ontario Hydro’s interpretation that the negative payback 
amounts accumulated during the 1983 through 1988 shutdown period for replacement of pressure tubes 
in Pickering Nuclear Generating Station units 1 and 2 can be offset against future positive payback 
amounts payable to Atomic Energy of Canada Limited and the Province of Ontario after the units re- 
turn to operation. The negative payback amounts, totalling $205 million as of December 31, 1987, have 
been credited against the costs of operations for the period 1983 through 1987, and are included in 
“long-term accounts receivable and other assets”. The amendment establishes that the negative pay- 
back amounts accumulated during the shutdown period of these units, plus interest, are to be recov- 
ered by Ontario Hydro over the remaining term of the agreement, commencing with the return to 
operation of the last of the two units. Pickering unit 1 returned to operation in 1987 and unit 2 is ex- 
pected to return to operation in 1988. 


4. Depreciation 1987 1986 
millions of dollars 

Depreciation or fixedassets in services an a au. see ce 717 638 
Amortization of deferred costs... 3) AUR TRA Ae a ee 40 41 

Fixed asset removal costs 
—~ provision for fuel channeliremoval costs 2... 0. ek hee eas epee 3D 83 
— provision for decommissioning costs ...........20ecccevccaees iG “3 
SPOMer TEMOvVAl COSIS 58 eels 9 wa eee Oe See ee 14 LS 
823 800 

Less: 

Depreciation charged to — heavy water production ..............0005 of 51 
—COnStruction im progress . Snr a eee 38 33 
— fuel for electric generation................ 2 Z 
Netealn an SalesiOf XC SSSetGan gl yi. e ny ikl eR neg it 9 9 
100 95 
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5. Interest 1987 1986 


millions of dollars 
TiteTest Of DOUUS, NOtes and Oller GeOl =... vcs cc ss Wade ee hs Bere: 2,694 2,650 
Interest on accrued fixed asset removal and 
SEL auiated ie cls (oa COsten tape ne a evr tae te re nie dais na eek eG 50 34 
2,744 2,684 
Less: 
Interest charged to — construction in progress ..............00eeuee dda 807 
-—NEAVY Water production ee dual satire ae mas © 6 3 98 112 
—tuelifor electric peneration™= tet) Malsnoe dee. val 108 102 
— unamortized advances for fuel supplies........... ae 17 
Iutere vearmed On Investments ~y eee tan: Ome eerie wicca als 2 a 64 61 
1,042 1,099 
1,702 1,585 
6. Foreign exchange 1987 1986 
millions of dollars 
Amortization of foreign exchange gains and losses................0-. 93 189 
Nerexchanpe loss on other foreign transactions <0 6.00 %.5 6s 2. ba. be we ee oie) 24 


7. Fixed assets 


Generating stations — hydraulic 
s= TOSS Uo el sale os as 


— nuclear 


FIOOVY WALCE wr foo. tc oc eR oe Oe eee 


Transmission and distribution 


CK et) Ce tant erat Cee Cle Ry 


roe Yee ery oT pein tee ee eet ey 


Heavy water production facilities 
Administration and service facilities 


400 @ 18) B16) 18 (4) 00) 4 6) 6 eee? 6) ene 


oe © © © © © © ee ee eee 


Assets in 
Service 


1,863 
3,618 
10,450 
2,432 
5,130 
1,128 
1,167 


25,788 


Assets in 


126 218 


1987 


Accumulated Construction 
Depreciation —_ in Progress 


millions of dollars 


539 41 
153938 47 
1,188 6,162 

210 949 
1,388 516 

393 — 

465 64 
5,581 (ES. 

1986 


Accumulated Construction 


Service Depreciation in Progress 
millions of dollars 


Generating stations — hydraulic (a. wees 1,844 ote 26 

Fo LOSS a ea os ee ee eae 3,610 1232 24 

See NUCICAT RS. = oir. 6 ek re eee 8,823 942 6,188 
BiG aVy WALGE eee ee es Se een aan s Bese a pan Oe! 171 997 
TLAnsmission ane aistripution™ < of) oer tae ewes 4 4,748 1,283 425 
Peavy water production facilities’ 2x20 Sue. sk. fees 1,128 339 — 
Administration and service facilities ................ 1,042 407 v7 


23,312 4,946 Por 
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7. Fixed assets (continued) 

Fossil generating stations in service include non-operating reserve facilities. As at December 31, 1987, 
the capital cost and accumulated depreciation of these non-operating fossil-fuelled facilities amounted 
to $488 million and $352 million, respectively (1986 — $785 million and $448 million, respectively). 
Substantially all of the undepreciated cost of these facilities is related to the two units (1986 — four 
units) at the Lennox generating station which, based on current forecasts, are expected to return to op- 
eration by the mid-1990s. In 1987, two units at Lennox returned to operation. 


Construction in progress at December 31, 1987: 


Remaining Dependable Costs 
Number of Planned Capacity to Incurred to Estimated 
Units In-Service be Placed December 31, Cost to 
Scheduled Dates in Service 1987 Complete 
megawatts millions of dollars 
Darlington Nuclear 
Generating Station 
(including heavy 
WALLY Te Sores mee 4 1989-92 3,524 6,766 4,632 
All other construction 
IM/PTORPESS Hd os TUT — _— — 1,013 — 


To 


Estimated cost to complete is the most recent projection and includes cost escalation and interest 
amounting to approximately $2,558 million. Cost escalation and interest are forecast to average 6% 
and 11% per year, respectively, over the period 1988 to 1992. Because of the uncertainties associated 
with long construction lead times and planned in-service dates, this estimated cost to complete is sub- 
ject to change. 

The fuel channel replacement program for Pickering Nuclear Generating Station units 1 and 2 is esti- 
mated to cost $457 million. Of this total, $332 million is to be capitalized as installation costs, and the 
remaining $125 million is related to the removal costs of the existing pressure tubes and is being recov- 
ered through charges to operations. As of December 31, 1987, the actual expenditures for installation 
costs, including interest of $81 million, totalled $303 million, and the actual expenditures for fuel chan- 
nel removal costs totalled $120 million. Pickering unit 1 returned to operation in 1987 and unit 2 is ex- 
pected to return to operation in 1988. 


8. Fuel for electric generation 1987 1986 
millions of doliars 

INVEHEOHES—— UAT re A Ae eee Le hee IO de eb, 643 586 

Sr 8. IRC Me a WP a I GA tue RU ee IN Te, Oe Re A Br 381 479 

OU) Miers ares ele eee ie tie ee Th Rt ire ene oct lh lt yen 15 — 

1,039 1,065 

9. Unamortized advances for fuel supplies 1987 1986 
millions of dollars 

Cramunt— Rio-Alpom Limited Gate. 4 cites caked deed sae dmer aoe 422 431 

== Demson. Mines Limitedst.a' i Av near bors Pots he eee ee 345 359 

767 790 

RE Retro Sparks Sk ntatee lid Beem Celtel ata aaa eee tit ee sn Reh see ae 10 94 


777 884 


Unamortized advances for fuel supplies are recovered as fuel is delivered. Over the next five years, the 
amortization of advances for uranium supplies will be approximately $23 million for the contract with 
Rio Algom Limited and approximately $62 million for Denison Mines Limited. 


Notes to Financial Statements ST 


9. Unamortized advances for fuel supplies (continued) 

Ontario Hydro has entered into long-term contracts with Denison Mines Limited and Rio Algom 
Limited for uranium supplies through to 2012 and 2027, respectively. Ontario Hydro’s current forecast 
of the annual requirements for uranium is approximately 1,200 megagrams for 1988, increasing to ap- 
proximately 1,700 megagrams by 1994. The uranium inventory as at December 31, 1987 plus the con- 
tracted deliveries through to 1994 exceed the forecasted requirements up to 1994 by approximately 300 
megagrams. Commencing in 1994 through to 2012, contracted deliveries exceed forecasted require- 
ments of the nuclear generating facilities currently in service and under construction by approximately 
1,000 megagrams per year. Ontario Hydro’s options for managing the oversupply include resale of the 
uranium and, under specified conditions, cancellation or renegotiation of the contracts. In the event 
that a contract is cancelled, the supplier is not required to refund any outstanding advances. At this 
time, the likelihood of a contract cancellation and the financial implications of pursuing the options are 
not determinable. 

On November 17, 1987, Ontario Hydro provided USX Corporation with notification of cancellation 
of the Coal Purchase Agreement pursuant to the three year notice period provision in the Agreement 
as described in note 10. As a consequence, $85 million of the unamortized advances for coal supply was 
transferred to ‘‘Unamortized deferred costs’’ as at December 31, 1987. 


10. Unamortized deferred costs 1987 1986 


millions of dollars 
Bruce teavy VW atem Plant Ls vy. slacayaeecncis tans oie, ora alton eh ie, Caen 2ee 259 
Wesievville Generating Station, Saat rare cay sh st prio ee eee a any ta 20 24 
242 283 
Fuerailcontract ie fas lien te bss fn aa ge ah A Miter aia adr 146 _— 
Coal Purchase Agreement: 22%, ei eee te ee Gee oe aie ei rae kee et alms 85 — 


473 283 


Bruce Heavy Water Plant “‘D”’ is an indefinitely deferred project with a low probability of construction 
being resumed. The captial cost of this project and the unamortized deferred costs associated with the 
cancelled Wesleyville generating station project were not written off directly to operations since the 
Board of Directors under its rate setting authority determined that these costs be amortized for recov- 
ery through electricity rates over the period 1984 through 1993, which results in an annual charge of $40 
million in 1987. 

On September 18, 1987, Ontario Hydro and Petrosar Limited reached a settlement with respect to 
the fuel oil contract. Under the terms of the settlement, Ontario Hydro paid $150 million to Petrosar 
Limited, and the parties released each other from all obligations and claims related to the contract. The 
amount of this payment, less a provision of approximately $4 million which was charged to operations 
in prior years, was not charged directly to operations since the Board of Directors under its rate setting 
authority determined that this cost be deferred and amortized for recovery through electricity rates on 
a straight-line basis over the period from 1988, the first year such cost can be reflected in rates, through 
1992. Accordingly, no amount was charged to operations in 1987. 

In 1974, Ontario Hydro entered into a Coal Purchase Agreement (the ‘‘Agreement’’) with USX Cor- 
poration (formerly, United States Steel Corporation) to develop and operate the Cumberland Mine so 
as to produce coal for Ontario Hydro through to approximately 2015. An economic analysis based on 
performance of the Cumberland Mine to date and projection of future costs has determined that the re- 
duced costs associated with future coal purchases from alternative sources will more than offset costs of 
cancelling the Agreement. Accordingly, on November 17, 1987, Ontario Hydro provided USX Corpo- 
ration with notification of cancellation of the Agreement pursuant to the three year notice period provi- 
sion in the Agreement. If USX Corporation decides not to continue operating the Cumberland Mine 
after cancellation of the Agreement, Ontario Hydro is liable for certain lease obligations and mine 
shutdown costs. At this time, the likelihood of USX Corporation deciding not to continue operating 
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10. Unamortized deferred costs (continued) 

the mine is not determinable. Furthermore, the amount of such costs in the event of discontinued oper- 
ation of the mine are subject to negotiation. Accordingly, no provision for such costs has been reflected 
in the financial statements. Under the Agreement, Ontario Hydro has made payments for pre- 
production costs to USX Corporation in advance of the coal deliveries. On cancellation of the Agree- 
ment, USX Corporation is not required to refund any outstanding advances. The outstanding advances 
and associated costs as at the date of cancellation of the Agreement are estimated to be approximately 
$85 million. This amount, which was included in “‘Unamortized advances for fuel supplies’’ (see note 
9), was not charged directly to operations since the Board of Directors under its rate setting authority 
determined that this cost be deferred and amortized for recovery through electricity rates on a straight- 
line basis over the period from 1989, the first year such cost can be reflected in rates, through 1993. Ac- 
cordingly, no amount was charged to operations in 1987. 


11. Long-term debt 1987 1986 
millions of dollars 


BONUS ang NOLES DaVavle h.4. i suclau ea ce Win outer eeters 2 oie Doula eee ne ead 24,910 24,390 
Other-long-term: de Dt ms-2-ewasete eesti ee deere eee 154 180 
25,064 24,570 
Lessipayable:withinrone year 3...desu ea) g.9c 5 xe coer eis me Gea emt enon eres 1,202 1,076 
23,862 23,494 


Bonds and notes payable: 
Bonds and notes payable, expressed in Canadian dollars, are summarized by years of maturity and by 
the currency in which they are payable in the following table: 


1987 1986 
Weighted Weighted 
Average Average 
Principal Coupon Principal Coupon 
Years of Maturity Outstanding Rate Outstanding Rate 
Canadian Foreign Total percent Total per cent 
millions millions 
of dollars of dollars 
LORIE. 66. Listes cs de See eee — — — 1,054 
DRS Perel eae at che, gaa fe 864 318 1,182 1,189 
bt 204 OR AMY Ss anne Pr 924 772 1,696 Tea5 
DU et cee Aon. Se ae ee 1,031 698 1,729 1,770 
| 08 Pa te pe ct ag Ry a 1,144 887 2,031 2,090 
fot Aca baling opin, feb le Za 997 1,010 2,007 — 
1-(biyearse i, Joa 4,960 3,685 8,645 11.5 7,438 ii] 
G-10yearse Pana tt eu 4,143 1,057 5,200 10.3 5,469 10.8 
Le years Taree 2,620 646 3,266 11.6 3033 10.9 
LG- 2 yeatstadiok Meas Ne. 1,901 1,574 3,475 9.9 3,354 10.5 
PlaZ> Yeats.) uGhs Sua Ve 1,782 2,291 4,073 11.8 4,456 11.0 
PO) VOATS, te Ae aS — 251 251 12.0 638 14.4 
15,406 9,504 24,910 vp a 24 ,390 1 6 Gy. 
Currency in which payable: 
(AnsCIaGOUAIS «65 .. hea. cae te 15,406 13,926 
United States dollars....%.. 26445. 9,483 10,355 
United Kingdom pounds sterling ..... 21 23 
SWisstrotics res os. rk PR Ae. A — 86 
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11. Long-term debt (continued) 

Ontario Hydro has entered into financial arrangements to hedge a portion of the foreign currency ex- 
posure related to principal and interest payments with respect to long-term debt and these arrange- 
ments are primarily in short-term forward exchange contracts. These contracts amounted to United 
States $641 million and United Kingdom pounds sterling 10 million as at December 31, 1987 (1986 — 
United States $744 million and Swiss francs 106 million), having a weighted average Canadian dollar 
exchange rate of 1.34 and 2.31 respectively (1986 — 1.39 and 0.87 respectively). These financial ar- 
rangements hedge principal and interest payments amounting to United States $335 million and United 
Kingdom pounds sterling 4 million due in 1988 and the remaining United States $306 million and 
United Kindgom pounds sterling 6 million hedge principal and interest payments due over the period 
1989 through 1996. 

Bonds and notes payable in United States dollars include Canadian $6,614 million (1986 — Canadian 
$7,083 million) of Ontario Hydro bonds held by the Province of Ontario and having terms identical 
with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. Bonds and notes 
payable are either held, or guaranteed as to principal and interest, by the Province of Ontario. 

Ontario Hydro has entered into interest rate swap arrangements amounting to Canadian $1,000 mil- 
lion in notional principal as at December 31, 1987 (1986 — Canadian $350 million), and expiring in 
1989 through 1993. These arrangements have effectively converted fixed interest rates on long-term 
_ debt, having a weighted average coupon rate of 9.9% (1986 — 9.8%), to variable interest rates which 
are adjusted quarterly to the prevailing Canadian bankers’ acceptance rate. 


Other long-term debt: 
Yearsof Interest 
Maturity Rate 1987 1986 


per cent millions of dollars 
Balance due to Atomic Energy of Canada Limited 


on purchase of Bruce Heavy Water Plant ‘‘A” .... £992 7.8 104 121 
Capitalized lease obligation for the Head Office 
building, payable in U.S. dollars .............. 2005 8.0 47 ns 
Capitalized lease obligations for 
transport and 'serviceequipment: ete oe. Saies). 1988 6.3 
to 1994 to 11.9 3 fi; 


154 180 


Payments required on the above debt, excluding interest, will total $114 million over the next five 
years. The amount payable within one year is $20 million (1986 — $22 million). 


12. Accrued fixed asset removal and irradiated fuel disposal costs 1987 1986 


millions of dollars 
Accrued fixed asset removal costs 


== ACCIUIEC CECOMMISSIONING COSTS: iisnchurss:is-surnies “iiss ty aunlome del Benen “dpueel pie paue 162 132 
me accrued duel Channel TEMOVAL COSTS (6.3, tosis carn emo Git ee ale taal sheds 2 149 115 
311 247 

Acemedarradiated fuel disposalcosts Waesiih nant ceeded eee te, Oe 306 243 


617 490 
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12. Accrued fixed asset removal and irradiated fuel disposal costs (continued) 

Fixed asset removal costs: 

Fixed asset removal costs are the costs of removing certain fuel channels from nuclear reactors which 

are expected to be replaced during the life of the reactors, and the costs of decommissioning nuclear 

generating stations and heavy water production facilities after the end of their service lives. The signifi- 
cant assumptions used in estimating fixed asset removal costs were: 

» removal of fuel channels in Pickering Nuclear Generating Station “A” units 1 and 2 in the 1984 to 
1987 period and units 3 and 4 in the 2000 to 2003 period, and Bruce Nuclear Generating Station “A”’ 
in the 2002 to 2010 period, Pickering ““B’” in the 2012 to 2018 period, and Bruce “B” in the 2013 to 
2019 period; 

« decommissioning of nuclear generating stations in the 2041 to 2062 period on the deferred dismantle- 
ment basis (dismantlement following storage with surveillance for a 30-year period after shutdown of 
the reactors), and a transportation distance of 1,000 kilometres from nuclear generating facilities to 
disposal facilities; 

« dismantlement of Bruce Heavy Water Plants “‘A’’, ‘“B” and ‘“‘D” in the 1991 to 2005 period; 

« interest rates through to 2062 ranging from 9% to 10% (1986 — 9% to 12%); and 

« escalation rates through to 2062 ranging from 4% to 8% (1986 — 5% to 8%). 


Because of possible changes to the above factors and the methods used for decommissioning and fuel 
channel removal, these costs are subject to revision. The results of recent tests on a sample of pressure 
tubes in Pickering units 3 and 4 revealed a trend towards higher than expected build up of deuterium 
levels which, together with other technical considerations, could reduce the service lives of the pressure 
tubes in these units. On March 14, 1988, the Board of Directors decided to advance the retubing of 
Pickering units 3 and 4 to commence in 1989 and 1991, respectively. The financial impact on the provi- 
sion for fuel channel removal costs of the change in the timing of the retubing of these units will not be 
included in operating costs until such change can be implemented on a remaining service life basis from 
1989, the first year the change can be reflected in electricity rates, through 1993. The costs of removing 
the pressure tubes in these units are estimated to be approximately $144 million, and as of December 
31, 1987, the accrued fuel channel removal costs related to these units totalled $61 million. 


Irradiated fuel disposal costs: 

The significant assumptions used in estimating the future irradiated fuel disposal costs were: 

= an in-service date of the year 2010 for irradiated nuclear fuel disposal facilities; 

« a transportation distance of 1,000 kilometres from nuclear generating facilities to disposal facilities; 
* interest rates through to the disposal date ranging from 9% to 10% (1986 —9% to 12%); and 

= escalation rates through to the disposal date ranging from 4% to 7% (1986 —5% to 9%). 


Because of the uncertainties associated with the technology of disposal, and the above factors, these 
costs are subject to change. 


pS 


13. Statement of Source of Cash Used for Investment in Fixed Assets 
The Statement of Source of Cash Used for Investment in Fixed Assets reports the investment in fixed 
assets resulting from the cash flows from operations, financing and other activities, and the effects of 
changes in cash and cash equivalents and changes in accounts payable and accrued charges affecting in- 
vestment in fixed assets during the year. This statement focuses on the investment in fixed assets in 
view of Ontario Hydro’s current level of construction activities which are financed from two major 
sources, cash provided from operations and cash from financing. Cash from financing represents the 
amount of cash provided from the issuance of long-term debt and the increase in the level of short-term 
notes payable issued for debt management purposes, less the amount of cash used to retire long-term 
debt. 

The components of cash provided from operations, investment in other assets, and changes in cash 
and cash equivalents, defined to be cash and temporary investments net of short-term notes payable is- 
sued for cash management purposes, are summarized below. 
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13. Statement of Source of Cash Used for Investment in Fixed Assets (continued) 


Cash provided from operations: 1987 1986 
millions of dollars 
INGE TIGOIING it arc hat rc oe ae aaa cre 8s a as sar eae ok Si eel ners, aa ee oes 271 247 
Items not requiring cash in the current year 
TYG SECC 8S Milica ci a aa a onal aaa Ae hated aca 723 705 
Amortization of foreign exchange gains and losses ..............+5. 93 189 
Provision for irradiated fuel disposal costs .. 2.0.00. sees reese hes 36 eh) 
Nuclear agreement — payback’... 0... eee etter e teens (23) (63) 
Gd yoo Sas nd 3 a rea CS ED A NT eer PED ey.” UTERO sai: Sone of 16 
Funds provided from operations ...sija).t0 48 saa ee die eee ee ed Va lee 1,129 


Changes in working capital, excluding cash and cash equivalents, 
and long-term accounts payable affecting operations — 


GECKE ASC MINCTEASC e620 toe, Motes bic tea yeleho ce) pice) ogo ok ae MUMRN I> "4 nb ea 67 (89) 
Cash provided from operations .............++05055 As OM 1,204 1,040 
Cash (used for) provided from investment in other assets: 1987 1986 


millions of dollars 


Advances and related costs for fuel supplies ...........02 eee eeeene (11) (32) 
Less repayments and amortization of advances for fuel supplies ......... a5 49 
24 17 
Payment related to fuel oil contract settlement (see note 10)..........-. (150) oo 
Otheriuge note Be, ros thay Thea aera, SUSE eh an ierotitetases tin. sehen atl (23) 53 
Cash (used for) provided from investment in other assets ............--. (149) 70 
Changes in cash and cash equivalents: 1987 1986 
millions of dollars 
Cash and temporary investments — decrease (increase) .............-. 70 (267) 
Short-term notes payable issued for cash management 
purposes <> (decease) mii 6 oils. jes: bane rouse) vo gga ie pene (3) (218) 
Changes in cash and cash equivalents — decrease (increase) ............ 67 (485) 


The reconciliation of the change in fixed assets during the year with the investment in fixed assets for 
the year is summarized below. 


1987 1986 
millions of dollars 

RANE AN EXC ASSCLS co arc aki oh Sos ve algae sans a clin 4 segs Je amas ig gs 1,883 1,954 

Depreciation of fixed assets in SErviCe .. 6.1... eee eee ee eee eee qt? 638 
Less depreciation charged to heavy water production and 

CONSEUCHION HM) PlOCTessupso ss eos 08s woe auegese es « SRR eeREy ane 8 (89) (84) 
628 554 
Net book value of fixed assets sold or retired .........- eee cece cence 13 15 


TTTURSTITVCTILAEY TAREE AG SOS ook ts SAEs eee AC Ee. prea tin ee buial at ipl At eS 2,524 PRP Ls 
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14. Pension and Insurance Plans 

Ontario Hydro’s employee benefit programs include pension and insurance plans. The assets of the 
pension, group life insurance and long-term disability plans and the changes in assets during the year 
are shown in the financial statements of The Pension and Insurance Fund, and are not included in 
Ontario Hydro’s financial statements. 


Pension Plan: 

The change in the accounting policy for pension costs, as described in the Summary of Significant Ac- 
counting Policies under “Pension plan’, was implemented, on a prospective basis, effective January 1, 
1987. The effect of this change has been to increase pension costs for the year ended December 31, 
1987 by approximately $13 million. 

The most recent actuarial valuation for accounting purposes of Ontario Hydro’s pension plan was 
performed as at December 31, 1986, using management’s best estimate of the following significant as- 
sumptions which take into consideration the long-term nature of the pension plan: 

* rate used to discount future investment income — 9.25%, and future pension benefits — 9.25%; 

« salary escalation rate — 7.75%; 

« rate used to estimate ad hoc improvements in pension benefits to partially offset the effect of increase 
in cost of living — 2.88%; 

= average retirement age for males — 58.8 and for females — 59.8; and 

* average remaining period of service of the employees — 16 years. 


Based on this valuation, the actuarial present value of the accrued pension benefits is estimated to be 
$2,749 million as at December 31, 1987, and the pension plan assets available for these benefits were 
$3,151 million. 

The pension costs for 1987 were $13 million based on the most recent actuarial valuation for account- 
ing purposes (1986 — nil, based on the actuarial valuation for funding purposes as at December 31, 
1985). This amount is comprised of Ontario Hydro’s current service cost of $60 million, partially offset 
by the amortization of $47 million of the net surplus. In 1987, approximately $10 million of the pension 
costs were charged to operations and $3 million were capitalized. 

On October 21, 1986, the Ontario Hydro Employees’ Union, Local 1000 of the Canadian Union of 
Public Employees — C.L.C. filed an application for judicial review in the Supreme Court of Ontario to 
determine whether Ontario Hydro is entitled to apply the pension surplus that has accumulated in 
Ontario Hydro’s pension plan to meet the Corporation’s contribution with respect to current service 
cost. The hearing on this matter was held on February 5, 1987. On March 3, 1987, the Supreme Court 
rendered its decision that Ontario Hydro has complied with the relevant statutory provisions regarding 
the corporate contribution towards current service cost. The Ontario Hydro Employees’ Union has ap- 
pealed the court’s decision. 


Group Life Insurance Plan: 

The group life insurance plan has assets of $31 million as at December 31, 1987 (December 31, 1986 — 
$33 million). Effective April 1, 1986, the assets are being used to pay the insurance premiums for all 
members of the plan until such time as the assets are fully utilized. 


15. Research and development 
In 1987 approximately $74 million of research and development costs were charged to operations and 
$17 million were capitalized (1986 — $59 million and $20 million, respectively). 


16. Comparative figures 
Certain of the 1986 comparative figures in the Statement of Cash Used for Investment in Fixed Assets 
have been reclassified to conform with the 1987 financial statement presentation. 


Financial and Operating Statistics 


Five-Year Summary of Financial and Operating Statistics 


Revenues 
Primary power and energy 


IVEISNCI AL TEES serosa icdeaxancusiemeeeenatans 
Rial retail: Customers(22 es eis 


Costs 
Operation, maintenance and 


administration siete oe eee ees 


-Income before financing charges ......... 


Financing charges 


CSTOSSHTMOTOSL cota o's Soca ee eae 
Capitalized anterest 3.6... wanna eee 
investmentincome. ees . tes ee 
Foreign exchange: cou. ee banie a sce 


Net income Gos AB ces Rs 


Financial position 


PPOUALASSOUSORrT ccc Ae eee coin ietene 


EQUiCy con iets RR se eae spe «ss pe 


Cash flows 


Cash provided from operations ......... 
Cash provided from financing .......... 
Cash used for investment in fixed assets 
Investment in fixed assets .............. 


Financial indicators 


Debt patioCnye.,. May LANL Me 
Cashflow coverage ny, Fes PPE Pe A 
Interest coverage?) oe io. tka dh h ee & 


Primary energy sales‘¢) 


MiUInICIpal Nese is Severe nates 
Riuratretail Customers 6744..79/02.0:01G66 f 
Direct industrial customers ........... 


Secondary energy sales“) .............. 


Installed dependable peak capacity 


(mevawatis) >) eis cons gashe-oatos oes 


December primary peak demand 


imevawatts ied aciirewen. Gh olatacrue 


Primary energy made available 


(millions of kilowatt-hours) ......... 


See notes on page 58 


1987 


1986 1985 1984 


2,684 Pipe pips pHs 


(1,038) (1,166) (1,293) 
(61) (60) (80) 


213 176 118 


84,058 
16,599 
19,561 


milions of dollars 
S357. 29.320) 727.301 
26,103 24,149 22,147 
23,494 22,518 20,659 
4,691 4,444 4,084 


millions of dollars 
1,040 1,055 1,088 
1,960 gou 1,756 
2,585 2,644 2,539 
2,523 2,541 2,624 


835 .830 .833 
1.05 1.02 .96 
1.09 1.14 1:25 


millions of kilowatt-hours 
80,026 77,011 74,283 
16;279" 153638) © 1143732 
18,458 18,011 17,816 


6515 


30,080 
20,524 


126,455 


6,046 $5651.75) \310,627. 


30,701 28,224, ws 20.012 
20,609 20,473 18,052 


120,574 116,049 112,293 


25,269 
18,792 


106,071 
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1987 1986 1985 1984 1983 


eel 


Number of primary customers‘) 


MUNICIpal ULINtieSt acres pos van enctee alate en. 316 316 316 319 320 

Ruralrétai customers: 22%: ete ee es ee 835,937 813,193 795,022 779,748 768,504 

Directindustrial customers 7G a. Shc a se al 108 106 103 105 108 
Average revenue) in cents per kilowatt-hour of total energy sales 
Primary power and energy 

IVEUICI Pal NTINTES 2 shoe) eae ss Migtaye Began eites 4.094 3.894 3.754 3.440 3.210 

Rttral:retalcustomersic tiivtaan ae HOGS bin deed ie’ 6.342 5.901 5.720 5.143 S024 

Direct industrial:CUStOMETS (cece se  arrerteans «es 3.451 Peake S253 2.896 2.740 
Secondary power and energy sh...jalan da trot dat > 3.008 4.102 4.098 4.037 3.768 
All classifications combined $5: 426.4 :.c0ks aie kecueontenes 4.211 4.060 3.925 3.586 3.409 
Average rate increases expressed as a per cent 
Municipal TH ties AS Ne eyes te ee mip 4.0 8.5 8.0 8.2 
Rural retail Customers Gui eRe MD ae es 6.6 3.8 8.7 ee 8.8 
Direct industrial customers: 2055 SOU. eed 3.6 4.3 8.8 TS 8.5 
All primary customers combined .............. 535 4.0 8.6 7.8 8.4 
Average cost‘*)(7) in cents per kilowatt-hour of energy generated 
Hydraulic 

Operation, maintenance and administration .... .276 203 .187 .184 glo? 

Puel=water rentals: ort tech eh wo pth le .285 .243 233 .164 .076 

Depreciation and financing charges ........... 465 413 399 384 345 

1.026 869 .819 Ie 580 

Nuclear 

Operation, maintenance and administration .... 508 481 .479 506 .491 

Pieli= PATIO ohio sases caine cana <i peeousunues sou .482 .481 .426 361 ie 

Depreciation and financing charges ........... 2.201 2.073 1.889 1.330 1.026 

3.191 3.035 2.794 2.197 1.874 

Fossil 

Operation, maintenance and administration .... 487 550 .437 348 .368 

Fiel—= coal, cas and Oil ie, sive tiob ecg.o ni edits 2.598 2.746 2.609 2.500 2.417 

Depreciation and financing charges ........... 905 1.367 997 oy, .586 


el 


Average number of employees 


PROC A ec ay 5 SiR M teal eee. o's) Re cs Ga 24,066. wa23,313o) »23,001 23,1506 .0224.320 
Non-regular®) ON EES ee ee a NS coe a 8,081 9,032 8,135 6,463 6,913 
Footnotes 


(1) Debt ratio represents debt (bonds and notes payable, short-term notes payable, other long-term 
debt, and accrued fixed asset removal and irradiated fuel disposal costs less unamortized foreign ex- 
change gains and losses) divided by debt plus equity. 

(2) Cash flow coverage ratio represents funds provided from operations plus net interest, and interest 
charged to fuel for electric generation less interest on accrued provisions divided by interest on 
bonds, notes, and other debt. 

(3) Interest coverage represents net income plus interest on bonds, notes, and other debt divided by in- 
terest on bonds, notes, and other debt. 

(4) Figures for 1987 are preliminary. 

(5) Installed dependable peak capacity represents the net output power supplied by all generating 
units, and includes non-operating reserve facilities: 1987 — 2,667 megawatts; 1986 — 3,784 mega- 
watts; 1985 — 3,933 megawatts; 1984 — 3,999 megawatts; and 1983 — 3,783 megawatts. Also in- 
cluded are net firm power purchase contracts. 

(6) Primary energy made available represents primary energy sales plus transmission losses and energy 
used for heavy water production and generation projects. 

(7) Average cost per kilowatt-hour represents the costs attributable to generation but excludes the 
costs related to transmission, distribution and corporate administrative activities. These figures 
reflect the historical accounting costs of operating facilities and the actual energy generated by 
these facilities during the year. 

(8) The majority of non-regular staff are construction tradespersons. 
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Five-Year Summary of Statistics — Customers Served by Ontario Hydro and 
Associated Municipal Utilities 


1987 1986 1985 1984 1983 


Total number of customers!) in thousands 
RESIN care bean ath wad dv kugee Nata 2,868 2,781 i712 2,652 2,604 
|GET cere acta a meio a amar dari as me ae aed a 106 106 107 107 108 
(POMC TCIAL ANC NGUStral and caiiien he oa ee a eds ee 377 365 354 346 339 
3,351 SW is 3,175 3,105 3,051 
Average annual use“) in killowatt-hours per customer 
Pec Tard 610) RM A SE Ee UP) | A A CR 10,960 10,909 10,618 10,590 10,149 
PAPI se a ca cuniin''s: ARR IAE  A OK cro els amu, 23,540. 23,004.90) 22.618) 22 556s soe 
Commercial and industrial). 9 eee os os oa ee 218,800 216,666 213,673 212,700 200,436 
Average revenue") in cents per kilowatt-hour 
PRESICE TIAL eee ae ee ey Bios 5.96 5:63 5:42 5.02 4.69 
Pale a ee ote ee ee eh Bee 6.47 6.00 5.74 =e 4.87 
COmmerctal ana Maustridls os tue dee ease | 4.42 4.20 4.03 3.74 3.50 


- Footnote (1) Figures for 1987 are preliminary. 
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FIXED 


for the year ended 


Balance 
December 
31, 1986 _ 
$000 
POWER SUPPLY FACILITIES 
Generating Stations 
seer SIVEAMINIC 50M On to 1s''4s Mus SET! diz la SRR RS ye ete ae © Ree merece le a Wa alk 1,843 ,906 
cee FOSS OTOL Liber foenun es ERUU ER a: Sy, MMI ME HE dlr cle) a onl ate ated fe ele elena 3,609 ,909 
Sam ICI AT Lk OME a AUR hi Pe Be a uN en uke eae ae 8,822,929 
TIC AV Vp WALE Dik riictars Alnwitaderuitinrennctonvanrnt inachena avindignirwiebn asvasiae deed aide aati PREY 2,117,490 
16,394,234 
Transmission and distribution 
PE TAUSIUISSION SVSCCINS Nertrala fos cde chee es ti eis ee oe ai aaeerae 2,934,425 
PJISCTIOULION SYSICIS coy ora wire 74 5-S Na ani lac chr aranat de okemeans ate 279,603 
Communicanog Equipment (i i's 6 a/c. soced wee das rere ee 199,221 
PCCC ALL CISELIDUICIONS 1 79 oot i eaanel ieee Un tenet aie ener a es 1,334,606 
4,747,855 
otal power SuUppsy. faCitiess py ew als eke ede sere 21,142,089 
ADMINISTRATION AND SERVICE FACILITIES 
AGMMistraciOn and SCLViCe OULIGINGS 1! lai wk tata qe ey a tier ere se 401,264 
AP RADSDOI ANG SOLVICe COMMOINON Gn coisa lasts io ces avnee Muah at ete wgemsats es 641,167 
Total.administration.and service facilities .......55 00.0%. 6 suse bees 1,042,431 
HEAVY WATER PRODUCTION FACILITIES 1,127,961 
TOTAL VIXED ASSETS 42 clcis Gath a alums ws po anpaenetn! <aeateinmayy hes 23,312,481 


Note (1) Fossil generating stations in service include non-operating reserve facilities. 


IN 


Placed 


In-Service 


$’000 


24,300 
16,428 
1,642,218 


319,587 


2,002,533 


207,146 
19,984 
11,863 


172,417 


411,410 


2,413,943 


36,337 
115,794 


Ls2;1o! 


2,566,074 


ASSETS 


December 31, 1987 


SERVICE 


Retired 
or 


Reclassified 


$’000 


(4,885) 
(9,012) 
(15,017) 


(5,275) 


(34,189) 


(10,703) 
(2,851) 
140 


(15,636) 
(29,050) 
(63,239) 


(1,442) 


(26,086) 
(27,528) 


(90,767) 


Balance 
December 


31, 1987 


$000 


1,863,321 
3,617,325 
10,450,130 


2,431,802 


18 362,578 


3,130,868 
296,736 
211,224 


1,491,387 
DL o02L0 
23,492,793 


436,159 
730,875 


1,167,034 
1,127,961 
25 ,787 ,788 


Fixed Assets 


Construction 
in Progress 
December 

31, 1987 


$000 


40,645 
47,274 
6,162,409 
948 ,959 


7,199,287 


430,225 
8,210 
31,694 
46,277 


516,406 
7,115,693 


50,867 
12,625 


63,492 


7,779,185 


Total 
December 


31, 1987 


$000 


1,903,966 
3,664,599 
16,612,539 


3,380,761 


25,561,865 


3,561,093 
304,946 
242,918 


1,537,664 
5,646,621 
31,208,486 


487,026 
743,500 


1,230,526 
1,127,961 
33 566,973 


61 


Expenditures 


for 1987 


$000 


38,573 
40,044 
1,607,496 
272,239 


1,958,352 


300,121 
115559 
28,812 


161,908 


502,400 


2,460,752 


34,831 
113,169 


148,000 


2,608,752 
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ACCUMULATED DEPRECIATION 
for the year ended December 31, 1987 


Balance Retirements, Balance 
December Direct Indirect Sales and December 
31, 1986 Provision Provision Transfers 31, 1987 
$000 $’000 $’000 $’000 $000 
POWER SUPPLY FACILITIES 
Generating Stations 
MATVUEAUNIC “aiaine eee ee tees i 572,494 30,762 — (4,573) 598,682 
Reet SOSSELCIOLE cL) ses coatee shen deau (Sts 12375135 114,126 —_ (8,363) 1,337 ,89€¢ 
A UICIO AT” (525 «sen oe a 941,715 260,591 624 (14,696) 1,188 ,23¢ 
WIG AVY AlOL Wy Heft sha ntes es Waren. = 170,545 39,473 — a 210,018 
2,916,887 444 952 624 (27 ,632) 3,334,83: 
Transmission and distribution 
Transmission systems ......... TAP S22 64,610 — (10,125) 802,00 
Distribution systems 7.530). 3. 78,583 6,435 170 (1,514) 83,67 
Communication equipment ..... 90,770 12,404 181 135 103,491 
Retail distribution (4k, (Qe ako... 366,609 47 ,726 139 (15,363) 399,11) 
Total power supply facilities ...... 1,283,484 13 EUS 490 (26,867)  1,388,28' 
4,200,371 576,127 1,114 (54,499) 4,723 2 
ADMINISTRATION AND | 
SERVICE FACILITIES | 
Administration and service buildings 72,911 117 9,963 (827) 82 16 
Transport and service equipment .. . 333,780 — 69,912 (20,862) 382,83. 
Total administration and | 
SETVICE 1acilities allen ve iw ke ee 406,691 117 79,875 (21,689) ng 
HEAVY WATER PRODUCTION 
PA GHEEEEES! Ge sone ee ee es Cee eal 3,042 50,519 a 392 cS 
| 
TOTAL ACCUMULATED 
DEPRECTATION 4 200 BARRE as cx 4,946,183 579,286 131,508 (76,188) 5,580 78 


SMS, abide! _—__ —_—_—_—_—_— SSS ed eee 
4 
—— ——————__—_ —————_ ——— 


Note (1) Fossil generating stations in service include non-operating reserve facilities. ) 
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DETAILS OF BONDS AND NOTES PAYABLE 
as at December 31, 1987 


63 


Year of Interest Principal Outstanding 
Maturity Callable Issue Rate December 31, 1987 
% Can. $7000 
PAYABLE IN CANADIAN DOLLARS — BONDS (1) 
January 4, 1988 1984 1966 5.75 55,000 
February 8, 1988 — 1983 10.50 298,000 
April 15, 1988 1984 1966 6.00 50,000 
July 5, 1988 1984 1966 6.00 50,000 
August 12, 1988 — 1982 16.95 60,000 
August 17, 1988 —_ 1983 11.50 99 373 
September 15, 1988 — 1983 TVS 98,960 
December 7, 1988 — 1983 10.75 144,458 
January 5, 1989 1985 1967 6.25 44,999 
February 22, 1989 — 1984 125 98,373 
May 1, 1989 — 1984 12.50 149,865 
May 1, 1989 — 1984 12.50 93,905 
August 14, 1989 — 1984 1875 108,763 
September 20, 1989 1985 1967 6.50 28,000 
February 1, 1990 — 1984 11.50 145,224 
_ February 14, 1990 _ 1985 10.75 243,448 
February 14, 1990 — 1985 10.75 99,519 
March 15, 1990 1986 1967 6.00 49,000 
May 6, 1990 — 1985 11.25 241,793 
September 10, 1990 — 1985 10.375 195,879 
March 4, 1991 _ 1985 10.50 248,000 
March 19, 1991 — 1986 9.50 198,000 
December 15, 1991 — 1986 9.00 250,000 
December 15, 1991 — 1986 9.00 247 ,948 
December 15, 1991 — 1986 9.00 200,000 
April 1, 1992 1988 1968 7.00 50,000 
May 1, 1992 —_— 1987 8.00 247,700 
August 15, 1992 1988 1968 7.00 50,000 
September 18, 1992 1988 1968 7.00 64,993 
December 15, 1992 —- 1987 10.75 283 ,582 
December 15, 1992 — 1987 10.75 300,000 
January 15, 1993 — 1987 9.75 243,900 
January 15, 1993 — 1987 9.75 250,000 
September 15, 1993 — 1983 12.00 91,721 
October 18, 1993 — 1983 1475 197,012 
December 23, 1993 —_ 1986 9.00 292,000 
February 22, 1994 — 1984 12.00 147,991 
March 18, 1994 1989 1969 IS 33,000 
April 1, 1994 1990 1970 9.00 44,955 
May 1, 1994 1989 1969 eS) 35,695 
August 28, 1994 —_ 1984 13.00 148,217 
August 28, 1994 — 1984 13.00 127,365 
October 1, 1994 1989 1969 8.25 22,626 
November 8, 1994 —_ 1984 12.75 242,579 
December 1, 1994 1989 1969 8.50 27,647 
February 1, 1995 = 1984 12.00 97,000 
February 1, 1995 1990 1970 9.00 7,329 
May 30, 1995 — 1985 11325 193,351 
June 30, 1995 1990 1970 9.00 $5,178 
November 19, 1995 —_— 1985 10.75 244 ,307 
November 30, 1995 1990 1970 8.75 71,510 
January 14, 1996 — 1986 10.00 235,700 
February 4, 1996 1991 1971 7.50 94,527 
April 1, 1996 1991 1971 7.625 54,829 
April 22, 1996 —_ 1986 9.00 197,486 
April 22, 1996 _ 1986 9.00 250,000 
April 22, 1996 — 1986 9.00 199,348 
July 21, 1996 1991 1971 8.25 45,691 
September 15, 1996 1991 1971 7.875 56,601 
September 15, 1996 — 1976 8.25 6 
February 1, 1997 1992 1972 TSI 67,994 
April 5, 1997 1992 1972 7.625 70,555 
May 1, 1997 — 1987 8.50 235,045 
September 15, 1997 1992 1972 8.25 61,761 
Sub-total 8,637,708 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d) 
as at December 31, 1987 


Year of Interest Principal Outstanding 
Maturity Callable Issue Rate December 31, 1987 
% Can. $’000 
PAYABLE IN CANADIAN DOLLARS — BONDS (1) (continued) 
Balance carried forward from page 63 8,637,708 
February 1, 1998 1993 1973 7.75 56,565 
May 15, 1998 1993 1973 8.00 114,178 
November 30, 1998 1993 1973 8.50 46,905 
March 1, 1999 1994 1974 8.50 57,397 
June 14, 1999 1994 1974 9.75 69 ,996 
August 15, 1999 1994 1974 10.25 72,023 
November 15, 1999 1994 1974 10.00 57,808 
January 10, 2000 1995 1975 9.75 50,097 
February 10, 2000 1995 1975 9.50 70,390 
May 21, 2000 — 1975 10.25 56,446 
October 30, 2000 1995 1975 10.75 87,574 
January 29, 2001 1996 1976 10.25 146,018 
May 18, 2001 1996 1976 10.00 288,301 
March 3, 2002 1999 1982 17.00 99 688 
November 30, 2002 2000 1982 12.50 247,810 
November 30, 2002 2000 1983 12.50 98,713 
May 1, 2003 — 1984 13.50 138,678 
October 5, 2003 1996 1976 9.50 95,653 
January 6, 2004 1997 1977 9.25 746,860 
January 25, 2005 1998 1978 9.375 148,361 
May 1, 2005 1998 1978 9.75 126,978 
April 21, 2006 2001 1981 14.25 223,000 
June 27, 2008 2000 1978 9.75 144,080 
August 30, 2008 2000 1978 9.50 162,103 
April 4, 2009 2001 1979 10.25 251,214 
May 10, 2009 2001 1979 10.00 264,082 
January 15, 2010 2005(2) 1985 10.50 227,059 
March 25, 2010 2003 1980 13.375 127,334 
May 14, 2010 2003 1980 13.25 284,156 
January 29, 2011 2004 1981 13.00 322,314 
13,519,489 
PAYABLE IN CANADIAN DOLLARS — ADVANCES FROM PROVINCE OF ONTARIO (1) 
May 1, 2000 — 1980 13.46 60,000 
May 5, 2000 _ 1980 13.46 60,000 
May 6, 2000 — 1980 13.46 21,714 
June 2, 2000 — 1980 12.01 60,000 
June 3, 2000 a 1980 12.01 60,000 
June 4, 2000 —- 1980 12.01 42,273 
July 2, 2000 — 1980 11.82 60,000 
July 3, 2000 — 1980 11.82 42,564 
August 5, 2000 — 1980 11.61 60,000 
August 6, 2000 — 1980 11.61 19,534 
September 2, 2000 _ 1980 12°55 13,915 
July 2, 2001 — 1981 14.81 60,000 
July 6, 2001 — 1981 14.81 45,279 
August 4, 2001 — 1981 ilb).syl 60,000 
August 5, 2001 -- 1981 1531 33,599 
September 1, 2001 — 1981 17.01 60,000 
September 2, 2001 _ 1981 17.01 27 ,494 
October 1, 2001 —_ 1981 17.00 60,000 
October 2, 2001 — 1981 17.00 28,018 
November 2, 2001 — 1981 17.51 60,000 
November 3, 2001 — 1981 LST 38 ,463 
December 1, 2001 — 1981 15.93 27,147 
November 10, 2006 — 1986 9.46 119,000 
May 1, 2007 — 1987 9.13 41,756 
May 4, 2007 — 1987 9.13 50,000 
May 5, 2007 — 1987 9.13 50,000 
May 6, 2007 — 1987 9.13 50,000 
May 7, 2007 _— 1987 9213 50,000 
August 10, 2007 — 1987 9.72 60,522 
1,421,278 


Sub-total 14,940,767 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d) 
as at December 31, 1987 


Ns 


Year of Interest Principal Outstanding 
Maturity Callable Issue Rate December 31, 1987 
% Can. $7000 
Balance carried forward from page 64 14,940,767 
PAYABLE IN CANADIAN DOLLARS — NOTES (1) 
Long-Term Notes — 1985-87 Various 464,100 
Short-Term Notes — 1987 Various 501,900 
966 ,000 
Total Bonds and Notes Payable in Canadian Dollars 15,906,767 
Exchange Rate Year of Interest Principal Outstanding 
Maturity at Date of Issue Callable Issue Rate December 31, 1987 
% US $7000 Can $’000 
PAYABLE IN UNITED STATES DOLLARS — BONDS (1)(4) 
March 10, 1988 1.2264 - 1983 10.375 200,000 259,960 
April 25, 1989 2277 — 1983 10.50 200,000 259,960 
September 15, 1990 1.0762 1975(2) 1965 4.75 43,819 56,956 
May 1, 1991 1.1993 1988(2) 1981 14.625 97,215 126,360 
November 5, 1991 1.1931 — 1981 16.00 99,650 129,525 
February 25, 1992 1.2296 — 1982 USe75 196,815 255,820 
August 31, 1992 1.2373 —_ 1982 14.625 194,625 252,974 
April 4, 1994 1.2789 - 1984 12.50 250,000 324,950 
March 15, 1996 .9850 - (3) 1976 9.50 399,750 519,595 
April 1, 1996 1.0781 1981(2) 1966 5.50 28,423 36,944 
April 15, 1997 1.0822 1982(2) 1967 5.625 53,770 69,890 
December 1, 1997 1.0812 - 1982(2) 1967 6.875 60,510 78,651 
August 1, 1998 1.0731 1983(2) 1968 TA25 56,260 (EDVA/ 
February 15, 1999 1.0744 1984(2) 1969 Teas: 58,305 75,785 
September 1, 1999 1.0778 1984(2) 1969 8.375 66,375 86,274 
February 15, 2000 1.0725 1985(2) 1970 9.25 57,880 75,232 
August 1, 2000 1.0200 1985(2) 1970 9.25 43,135 56,067 
May 15, 2001 1.0098 1986(2) 1971 7.85 70,555 91,707 
May 15, 2002 .9900 1987(2) 1972 7.70 77,850 101,189 
December 15, 2002 .9965 1987(2) 1972 7.30 66,575 86,534 
October 15, 2003 1.0003 1998(2) 1973 7.90 76,425 99 337 
March 15, 2004 .9706 1989(2) 1974 8.60 99 ,665 129,545 
October 1, 2004 .9818 1989(2) 1974 10.25 161,060 209 346 
March 1, 2005 1.0024 1990(2) 1975 8.875 160,775 208 ,975 
June 15, 2005 1.0260 1990(2) 1975 9.125 122,545 159 ,284 
November 15, 2005 1.0122 1990(2) 1975 9.25 164,705 214,084 
January 15, 2007 1.0226 1992(2) 1977 8.40 254,445 330,728 
September 15, 2007 1.0744 1992(2) 1977 8.375 171,685 223 ,156 
January 5, 2008 1.0948 1993(2) 1978 8.75 229,580 298,408 
June 1, 2008 1.1180 1993(2) 1978 9.375 183,400 238 383 
November 30, 2008 IeATAS 1993(2) 1978 9.375 227,035 295 ,100 
March 1, 2009 1.1863 1994(2) 1979 9.75 262,750 341,523 
September 20, 2009 1.1677 1994(2) 1979 9.875 275,145 357 ,634 
May 1, 2011 1.1993 1996(2) 1981 15.125: 165,535 215,162 
November 5, 2011 1.1931 1996(2) 1981 17.00 149,845 194,769 
March 15, 2012 1.2167 1997(2) 1982 15375 178,585 232,125 
August 31, 2012 We2375 1997(2) 1982 15.25 90,500 117,632 
March 10, 2013 1.2264 1998(2) 1983 11.50 95,775 124,488 
April 25, 2013 PRAM 1998(2) 1983 11.75 97,215 126,360 


5,488,182 7,133,539 
PAYABLE IN UNITED STATES DOLLARS — EURODOLLAR BONDS (1)(4) 


April 29, 1989 1.2222 — 1982 14.75 150,000 194,970 
December 30, 1989 1.2187 — 1982 11.25 200,000 259,960 
May 19, 1990 1.2328 — 1983 10.25 250,000 324,950 
September 29, 1990 1.2328 — 1983 1e75 200,000 259,960 
February 26, 1991 Ih eges —_ 1981 13.50 100,000 129,980 
August 28, 1991 1.2107 — 1981 16.00 150,000 194,970 
November 19, 1991 1.1837 — 1981 16.00 200,000 259,960 
August 5, 1992 1.2481 _— 1982 15.00 150,000 194,970 
October 14, 1992 1.2288 — 1982 12.75 200,000 259,960 
February 9, 1994 1.2457 — 1984 11.625 200,000 259,960 


1,800,000 2,339,640 
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DETAILS OF BONDS AND NOTES PAYABLE (Cont’d) 
as at December 31, 1987 


a 


Exchange 
Rate at Year of Interest Principal Outstanding 
Maturity Date of Issue Callable Issue Rate December 31, 1987 
ee AD 721108 a eTown a ee eee a a ee 
% US $000 Can $7000 
PAYABLE IN UNITED STATES DOLLARS — NOTES (1)(4) 
Long-Term Notes 
— NE] Parsons Ltd. various — 1982-85 8.50 1,829 PROG 
Long-Term Notes 
— North Carolina Bank various a 1984-85 8.50 6,284 8,168 
8,113 10,545 
Total Bonds and Notes Payable in United States Dollars 7,296,295 9,483,724 


PAYABLE IN UNITED KINGDOM POUNDS STERLING — NOTES (1)(4) 
UK£’000 Can $’000 
Long-Term Notes 
— NEI Parsons Ltd. various a 1985 11.00 8,482 20,800 


(1) Bonds and notes payable in United States dollars include $6,614 million of Ontario Hydro bonds held by the Province of 
Ontario and having terms identical with Province of Ontario issues sold in the United States on behalf of Ontario Hydro. All 
bonds and notes payable are either held, or guaranteed as to principal and interest, by the Province of Ontario. 

(2) Callable at various declining premiums. 

(3) Payable 1988-1995 in annual installments of 5.5% of original amount of note of $650 million. 

(4) Bonds and notes payable in foreign currencies are translated to Canadian dollars at year-end rates of exchange. 
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SUMMARY OF THE ALLOCATION OF THE AMOUNTS 
CHARGED FOR PRIMARY POWER 
for the year ended December 31, 1987 


POWER DISTRICT 
Rural Direct 
Municipal Retail Industrial 
Utilities Customers Customers TOTAL 
$7000 $000 $7000 $’000 
AMOUNTS CHARGED FOR PRIMARY POWER 
Common Function 
Common Demand: (Note: 1) i) yc) aanseos erase ea aeaa sate 1,638,602 333,147 298 839 2,270,588 
Energy at 19.60 Mills per kWh (Note 2) ..............004 1,624,011 327,830 381,274 2,333,114 
Total'Gommon Function". ae ee ee ee 3,262,613 660,977 680,113 4,603,702 
Non-Common Functions 
Customer Administration (Note 3) .............00ec 00s 48,059 19,796 6,874 74,729 
Transformation (Notes4) ar Orne raid ee Weal eins eal gin 88,815 19,155 4,385 1125395 
Power District Distribution Stations (Note 5) .............. 1,796 20,098 —_ 21,894 
Municipal Distributors’ Specific Distribution Stations (Note 6) . . . 329 — — 329 
fe Distribution einesi (Note) manana en ay ae eee na ne ee U 413 19,318 333 20,063 
SURGE VU NOLE Sir yy ts hot NA lb Ries on Been a Me es ) (623) (414) (17,323) (18,361) 
JotaliNon-Common, Functions 2.7. te cen eae eae 138,788 77,952 (5,732) 211,008 
HlotalBulkc@hargesAllocatedanwan pualnm ae eee nen one 3,401,400 738,929 674,381 4,814,711 
Rural Retail Distribution Charges Allocated (Note 11) ......... os 220,683 — 220,683 
Total Amount Charged for Primary Power (Note 10) .... 3,401,400 959,612 674,381 5,035,394 
EXMOUNTS Bled (Notess O;andi12) mess ae eer ne ier een 3,404 ,262 967 ,424 672,529 5,044,215 
Variance Between Amounts Charged for Primary Power and 
PAMOUNESH BILLER Hire et waren rele nicl sale eee ap eA elie eel ete eget P MUNI (2,862) (7,812) 1,853 (8,821) 
Balance Refunded to Municipal Utilities .................. 2,862 — -— 2,862 
(7,812) 1,853 (5,959) 
Interest on Power District Accumulated Deficit.............. _— 2,911 761 3,673 
1988 (Surplus)/Deficit Transferred to Reserve for Stabilization of 
Rates and Contingencies for the Power District (Note9) ...... — (4,901) 2,614 (2,287) 
PRIMARY POWER AND ENERGY SUPPLIED (Note 10) 
Average of Monthly Peak Load (Costing Load) Used in Allocating 
the Amounts Charged for Bulk Power—MW ............. 13,088 2,661 2,387 
Enerey —GWh nee fe hy Owe ue ae 4 a a a aE 82,858 16,726 19,453 


Note: Columns may not add due to rounding. 


68 Allocation of Charges for Primary Power 


NOTES TO SUMMARY OF THE ALLOCATION OF THE AMOUNTS CHARGED FOR PRIMARY POWER 


1. The common demand function performed in the production and supply of power, is considered to be used by all customers 
in relation to demand requirements and is allocated to the customer classes based, on costing load, as follows: 


Rural Direct 
Municipal Retail Industrial 
Utilities Customers Customers 
$/kW $/kW $/kW 
COMMON! Demaniaer. cop anos eee Some eRe es oul GoPets lan ener ote 125.20 125221 25221 


The demand charge is the per kilowatt charge for primary power, exclusive of energy cost. 


2. The portion of the amount charged for primary power attributable to producing energy, rather than meeting demand re- 
quirements, has been classified as energy charge. For allocation purposes, this charge has been established at 19.60 Mills per 
kWh. 


3. Customer administration charges are those associated with customer service activities and interest costs, associated with the 
supply of bulk power, that can be specifically identified with municipal utilities, the rural retail customer class or the direct 
industrial customer class. 


4. Transformation charges are those associated with transformation stations that step power down from above to below 50 kV. 


5. Power District Distribution Stations charges are those associated with low voltage distribution stations that exclusively serve 
the power district and those that are shared between the power district and one or more municipal distributors. 


6. Municipal Distributors’ Specific Distribution Stations charges are those associated with low voltage distribution stations that 
exclusively serve municipal distributors. 


7. Distribution Lines’ charges are those associated with segments of low voltage lines that exclusively serve an individual dis- 
tributor and lie within its boundary. 


8. Sundry charges are those associated with rate discounts and contract adjustments to customers for special service conditions. 


Included in the total amount charged for primary power to municipalities is a discount applied to the following municipalities 
for taking power at the 230 kV voltage level: 


Municipality 
$000 
hamilton sage t osteo emake vepi oie a RM Lore cde SEN ache gas ements) elie astshtikeics aie’ ocean er emanem ieee tae (152) 
Markham tr ott ee eeu ete odst ace tern Game or eta deae eet threes stuionl Ave peten tanndel ottot cited eet eMin car ture Tear, (252) 
Waterloo = Wellesley — WOOlWichwn sens cniaronone 9 ence silo tenon ae ellos) lle tele leone t-test o (219) 
(623) 


9. The withdrawal from stabilization of rates and contingencies for 1987 as shown on the Statement of Operations consists of: 


$’000 
Common Function] ohn ong osera ce 2 chee ee eye Gio ho etek ema wat cu nel epee egemoion ) gueeimennnaS Sanea 2 lo at, (48,091) 
Non-CommoniFunctions ges a eis oie lect ne kates cious s Ponies kon cuentas Ctnanen Rae areas (8,369) 
Rural Retaiv Distribution Bunction) «5 kiss. oc am oon oie Sale ca) eae, © meme) Buh leigrts: Grind betel alee 5,540 
Surplus (deficit) of Rural Retail Customers . 2. 0.0 0s st he be eee ee eae eae eee es 4,901 
Surplus (deficit) of Direct Industrial Customers .. 2.0... ee eee ee eee ee eee ee encase (2,614) 
Interest:onsReserve cian fies ra, bGU sue leans lahicire tenis ahaliss tes seicah ole ow/eh ar loiice Seo RMT e Metre etapa inal see Ms 141 
(48,492) 


10. The Distributing Companies served by Ontario Hydro are costed with secondary revenue and therefore excluded from this 
Summary. For 1987 financial statement purposes, these distributing companies were treated as Municipal Utilities. Accord- 
ingly, the revenue and energy figures reported for Municipal Utilities in the 1987 Financial Statements are higher than those 
reported in this Summary. 


Ti. $000 
Gross RuraliRetail’ Distribution Charges Allocated caer ener ee elaife iene ttn telat olieietislraptere 312,039 
ess Rural RatevAssistance fy crc airencuciera eens cin ete re eons) ae amie ei etenian ones dent gure) oVleures: Cuero. 91,356 
Rural: Retail: Distribution Charges Allocated isan oredr rine tee) onal outs tesla obs Mesa Nenlgu neers 220,683 


12. The delivered demand loads (billed loads) for 1987 are: 


Watnicial Utes 2 4 <. ce ee Se easy eee A gen "sho chen HL aie ae eel ees ne OMe sO ints ea 13,087,861 MW 
Rural-Retaik Customers. <3. 2620s.) sahtavaratal s Pabay.o © acey ooh tits etetemo iia: oahu tagiel, SIG Esa ete cent ern ta tele eeu 2,966,612 MW 
Directindustriali' Customers cen vce susu chee eG. eee HLS Oana tal GS areas oy eR UR Liat et a scks sia 2,783,025 MW 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
of Allocation DISTRICT 
COMMON DISTRI- 
MUNICIPALITY Average of DEMAND {19.60 MILLS} MATION BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 
Ailsa) Craipiaeia, Uiatous 1,246.8 7,214.4 160,688 141,402 9,276 11,371 
Ajaxie weahiay skin eae 49,811.9 305,967.4 6,419,758 5,996,961 370,601 =a 
Alorandria acvietestnlsnrdsosss 8,921.4 51,378.2 1,149,790 1,007,015 66,375 = 
AMredi ie hres ust 2,477.3 13,930.8 319,274 273,044 18,431 22,593 
AUS Otis uns eer in eee 8,026.0 48 433.7 1,034,391 949,302 59,713 = 
IANORIE sss) uhacsds vatciaie 5,385.0 29,587.5 694,019 579,915 40,064 = 
Alvinston. cuit ih a 880.7 5,073.5 113,505 99,441 6,552 7,850 
Amherstburg .........c00cc000 13,811.8 81,851.2 1,780,065 1,604,285 102,760 4,855 
A neasterelive, wiuuiowiion cli. 5,902.8 32,798.2 | 760,753 642,845 43,917 = 
Apple Hille uate. 292.2 1,617.3 37,659 31,699 2,174 2,665 
FN) eo) | Chena tn Ao tae 567.1 3,236.8 73,088 63,441 4,219 5,172 
AST DEIGE 80. capase eset aeihe 16,730.2 110,125.2 2,156,188 2,158,456 124,473 5,780 
ArtHet NAR lek sen aces 3,643.8 23,086.0 469,613 452,486 27,110 — 
Atikokan Twp... 5c. 7,865.7 53,581.5 1,013,731 1,050,197 58,521 = 
yr sh ¢. Pen Oe. UAE 34,115.2 214,240.5 4,396,767 4,199,116 253,817 = 
Avonmore wld 357.2 1,974.1 46,036 38,694 2,658 3,258 
AVIner eouAc batted. 9,704.7 57,076.6 1,250,742 1,118,701 72,203 at 
Bancrole jy) iesasease 5,002.7 26,955.7 638,488 528,332 37,220 41,796 
Barnieiont Pe a. 96,789.4 608,948.8 12,474,218 11,935,396 720,113 = 
Barty’s’ Bayete 2,084.7 11,018.1 268,676 215,957 15,510 1,733 
RRath sores nae a sae aces 1,470.2 8,360.5 189,479 163,866 10,938 13,258 
Beachbore cincesadersonsdinn 1,024.4 5,582.0 129,186 109,407 7,622 9,048 
BeetOnin a Sie. sande detion 2,096.7 12,606.8 270,223 247,095 15,599 — 
Belle ‘River. ..cg.ccevsnics 4,662.8 27,257.4 600,942 534,245 34,691 uae 
Belleville oo s/o on ales 74,566.7 467,619.5 9,610,156 9,165,342 554,776 — 
Belinonit arta:epausdderseccasat xs 1,339.3 7,509.8 172,609 147,194 9,964 12,098 
Blandford-Blenheim.......... 2,753.8 17,558.1 354,910 344,141 20,488 16,780 
Blenheins cies ane 7,455.1 43,885.5 960,813 860,158 55,466 — 
PolOonritield s..;cssdel devine tscee 1,381.9 7,850.8 178,099 153,876 10,281 ee 
Blyth wee ica awl eat 2,010.0 11,478.4 259,049 224,979 14,954 13,665 
Bobcaygeon is cansenccs. 4,622.5 26,144.9 595,748 512,440 34,391 — 
ic Acs | Rn Be 1,366.4 8,115.9 176,102 159,072 10,166 12,443 
Bracebridge..........cc0cc000 5.2973 26,722.8 673,694 523,769 38,891 — 
Praia (teins, Joesk. 9,219.2 57,298.2 1,188,171 1,123,045 68,591 — 
Byam cuicshsnctedice 312,115.8 1,978,143.5 40,225,484 38,771,615 2,322,142 — 
Heanttotd :.4.. cerevisiae! 122,904.7 758,827.5 15,839,958 14,873,019 914,411 — 
Brantford Twp. ........00..0.. 18,714.6 110,808.7 2,411,938 2,171,852 139,237 — 
ies 1 ee orl 465.1 2,510.1 59,942 49,198 3,460 4,242 
ESviBiCCa Pais cass vipsesccat ves 5,642.1 32,926.9 727,154 645,369 41,977 — 
pr Pee ME PS Eee 7,755.1 45,593.2 999,477 893,629 57,698 10,971 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


MUNICIPAL 


DISTRIB- 
UTION 
LINES 

(Note 7) 


9,614 
11,654 


14,362 


4,748 


notes on page 68 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 
(Note 8) 


DISTRIB- 
UTORS’ 
DISTRIB- 
UTION 
STATIONS 
(Note 6) 


$ 


822 937, 
12,787,319 
Pp Taye 
633,342 
2,053,335 


1,313,998 
227,347 
3,491 ,966 
1,447,514 
74,197 


145,920 
4,454,511 
960,863 
2,122,450 
8,849,700 


90,645 
2,441,646 
1,245,835 

ZO 2OW27, 
509,028 


377,541 
255,262 
550,969 
1,180,068 
19,330,275 


341,865 
736,319 
1,876,437 
342,256 
516,610 


1,142,579 
357,783 
1,236,354 
2,379 ,806 
81,319,240 


31,627 ,388 
4,737,389 
116,842 
1,419,248 
1,961,775 


AMOUNTS 
BILLED 


$ 


324,796 
12,686,968 
2,243 ,243 
633,632 
2,057 ,666 


1320534 
226,214 
3,476,263 
1,445,324 
74,172 


145,450 
4,427,734 
957,788 


21339), 9 120 


8,814,499 


87,206 
2,436,819 
1,242,231 

ZIeUZ5051 
511,950 


380,197 
256,964 
SSG57 
1,178,031 
19,385,019 


339,743 
736,730 
1,866,753 
344,142 
518,210 


1,134,130 
358,430 
220222 
2,365,489 
81,160,915 


31,690,510 
4,677,770 
115,158 
1,415,769 
1,962,556 


BALANCE 
(Refunded) 
or Charged 


(2,059) 


100,351 
(15,511) 
(290) 
(4,331) 


(6,313) 
1,133 
15,703 
2,190 
25 


470 
26,777 
3,075 
(11,462) 
35,201 


3,439 
4,827 
3,604 
4,676 

(2,922) 


(2,656) 
(1,702) 
(188) 
2,037 
(54,744) 


2,122 
(411) 
9,684 
(1,886) 
(1,600) 


8,449 

(647) 
9,132 
14,317 
158,325 


(63,122) 
59,619 
1,684 
3,479 

(781) 


DEMAND 
CHARGE 
(Note 1) 


71 


TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
258.85 44.73 
256.71 41.79 
249.71 43.36 
255.66 45.46 
255.84 42.39 
244.01 44.41 
258.15 44.81 
252.83 42.66 
245.23 44.13 
253.91 45.88 
257.33 45.08 
266.26 40.45 
263.70 41.62 
269.84 39.61 
259.41 41.31 
253.77 45.92 
251.59 42.78 
249.03 46.22 
259.63 41.27 
244.17 46.20 
256.79 45.16 
249.18 45.73 
262.78 43.70 
253.08 43.29 
259.23 41.34 
255.25 45.52 
267.38 41.94 
251.70 42.76 
247.68 43.59 
257.01 45.01 
247.18 43.70 
261.84 44.08 
236.52 46.27 
258.14 41.53 
260.54 41.11 
257.33 41.68 
253.14 42.75 
251.20 46.55 
251.55 43.10 
252.97 43.03 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
DISTRICT 
COMMON | ENERGY AT |TRANSFOR-| DISTRI- 
MUNICIPALITY Average of DEMAND {19.60 MILLS} MATION BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h 7000 $ $ $ $ 
Brockeilies. cast iftusc. 45,522.1 281,613.3 5,866,888 5,519,621 338,684 ee 
BS6E1S sccccashocmroteress 1,617.6 9,633.2 208,476 188,813 12,035 14,753 
BOHGtdi ci incitdeoe ttt Anns. 1,467.4 9,340.0 189,119 183,064 10,917 13,383 
Burk’é Falls ..:.0../80004.... 2,161.9 11,386.2 278,626 223,170 16,085 12,452 
BOHM G00 ..0<1.c0Peek tana, 190,772.0 1,155,360.5 24,586,695 22,645 ,066 1,419,344 — 
COCKS Bay ccciceosd ee cas 945.1 4,935.0 118,994 96,726 7,032 8,619 
CWledSt) nade le os 11,813.8 67,885.9 1,522,563 1,330,564 87,895 = 
Cambridge-North Dumfries 149,367.7 898,370.9 19,250,509 17,608,072 1,111,296 — 
Campbellford .........0:c0000. 5,770.8 27,427.0 743,741 537,571 42,935 = 
CARCOOU ES isa. ts st tecis 4,371.7 26,988.6 563,425 528,979 32,525 an 
Gardiial.s ...2-4cc ble esas. 1,928.2 11,590.6 248,506 227,176 14,346 = 
Carleton Place ...........000. 10,045.1 59,536.1 1,294,612 1,166,908 74,736 me 
Tt Re 4,004.9 22,599.1 516,152 442,942 29,796 32,531 
Challe Riveris. 4.00 eas 1,206.7 6,915.1 151,788 135,536 8,978 11,005 
Chapleau Twp........c0ce0 5,283.2 31,148.1 680,899 610,505 22,965 28,151 
81s) 2 ee OE Re eR 68,421.2 424 ,266.2 8,818,124 8,315,618 509,054 = 
CaGworth wscc.t.crckan,..- 715.2 4,031.6 92,175 79,021 5,321 6,306 
ist), ROR, eS Ne 3,239.4 18,727.4 417,494 367,059 24,101 _ 
Chesterville ccctic th elas. 4,090.5 23,533.6 527,184 461,259 30,433 = 
CHG Un Ah aR 991.2 5,900.3 127,746 115,648 7,375 9,040 
CUM choc tseaeteet eller ssc 4,543.6 27,247.7 585,579 534,055 33,804 ae 
Cobden sg sien ccdact teens: 1,622.2 9,126.2 204,921 178,874 12,069 14,794 
CBBGUER 22, sors hea aetna: 29,024.4 180,155.1 3,740,665 3,531,042 215,942 = 
Cachtanes:,, ach Mees: 9,240.0 §5,411.1 1,190,851 1,086,058 — — 
COOP: hinds Baden 2,962.5 18,016.8 381,807 353,131 22,041 _ 
COIGW AER oss. ahice eats oas 1,993.5 11,257.5 256,922 220,647 14,832 16,164 
Collingwood ........ccccc00008 33,303.2 219,601.6 4,292,116 4,304,191 247,776 — 
CHB ED sisnisaccc des cde 1,095.3 6,133.5 141,162 120,217 8,149 9,989 
Os) Co ae 1,421.0 8,014.0 183,138 157,074 10,572 = 
eR 2 Ce 1,121.0 6,031.0 144,474 118,210 8,340 10,205 
Oc en a ke 2,001.8 11,686.7 257,992 229,059 14,893 18,086 
ERSB WOO senegal icas 638.6 3,439.3 82,303 67,410 4,751 5,751 
6) 55 Se es A 9,371.3 52,047.3 1,186,325 1,020,129 69,722 85 ,466 
(PRM GE Ss cinics tutta ca, 657.4 3,647.9 84,726 71,501 4,891 5,786 
[0 11st. OCR I a 5,602.0 31,895.7 721,986 625,156 41,679 — 
DGRETONO aniceaksefdei ie nas 2,634.2 15,323.4 339,496 300,341 19,598 — 
Dryton hts. 1,337.4 7,997.5 172,364 156,751 9,950 12,197 
2 5,322.7 31,439.4 685,990 616,212 39,601 — 
[Oia a on Oe ae 9,589.9 59,800.3 1,235,946 1,172,088 71,349 _ 
PODS iccaccnndertt eens 578.4 3,209.5 74,544 62,906 4,303 5,248 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


MUNICIPAL TOTAL 
DISTRIB- AMOUNT 
UTORS’ CHARGED 
DISTRIB- DISTRIB- FOR 
UTION UTION PRIMARY BALANCE | DEMAND 
LINES STATIONS POWER AMOUNTS | (Refunded) CHARGE 
(Note 7) (Note 6) (Note 8) BILLED or Charged (Note 1) 


$ 


11,725,193 
424,076 
396,483 
530,332 

48,651,105 


$ 


11,790,273 
422,180 
397,371 
531,473 

48,675 339 


(65,080) 
1,896 
(888) 
(1,141) 
(24,234) 


231,371 

2,945 ,063 
37,969,876 
1,324,247 
1,124,929 


229,945 

2,946,788 
37,917,840 
152993323 
1,130,220 


1,426 
(1,725) 
52,036 
24,924 
(5,291) 


503,048 506,830 (3,782) 


2,536,256 2,509,821 26,435 

1,021,421 1,021,256 165 
307,306 306,893 413 

1,342,519 1,348,410 (5,891) 


17,642,796 
182,823 
810,616 

1,028,596 

259,808 


17,631,120 
182,473 
810,094 

1,057,038 

258,795 


11,676 
350 
522 

(28,442) 

1,013 


1,155,950 

410,658 
7,487 ,648 
2,276,909 
756,979 


1,166,175 

410,673 
7,485,178 
2,289,699 
759,883 


(10,225) 
(15) 
2,470 
(12,790) 
(2,904) 


508,565 
8,844 ,084 
279,517 
360,625 
281,230 


506,298 
8,836,674 
277,482 
359,980 
282,729 


2,267 
7,410 
2,035 

645 

(1,499) 


5,404 
(479) 
(7,907) 
(73) 
(1,378) 


520,031 
160,215 
2,361,643 

166,903 
1,388,820 


514,627 
160,694 
2,369,550 

166,976 
1,390,198 


675,815 677 ,099 (1,284) 


351,262 351,733 (471) 
1,341,803 1,337,740 4,063 
2,483,817 2,503,216 (19,399) 


147,001 147,580 (579) 


notes on page 68 


Sh) 
TOTAL AMOUNT 
CHARGED FOR 
POWER 
Mills 
$ per kW per kW.h 
257.57 41.64 
262.16 44.02 
270.19 42.45 
245.31 46.58 
255.02 42.11 
244.81 46.88 
249.29 43.38 
254.20 42.27 
229.47 48.28 
257.32 41.68 
260.89 43.40 
252.49 42.60 
255.05 45.20 
254.66 44.44 
254.11 43.10 
257.86 41.58 
255.63 45.35 
250.24 43.28 
251.46 43.71 
262.11 44.03 
254.41 42.42 
253.14 45.00 
257.98 41.56 
246.42 41.09 
255.52 42.02 
255.11 45.18 
265.56 40.27 
255.19 45.57 
253.79 45.00 
250.87 46.63 
259.78 44.50 
250.89 46.58 
252.01 45.37 
253.90 45.75 
247.92 43.54 
256.56 44.10 
262.65 43.92 
252.09 42.68 
259.00 41.54 
254.16 45.80 
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STATEMENT OF THE AMOUNTS CHARGED 
_ for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
DISTRICT 
COMMON | ENERGY AT|TRANSFOR-|  DISTRI- 
MUNICIPALITY Average of DEMAND |19.60 MILLS} MATION BUTION 
Monthly FUNCTIONS STATIONS 
Peak Loads (Notes 1 & 3) (Note 5) 
kW kW.h ’000 $ $ 
Dandaka ocho 2,980.3 17,899.3 384,101 350,828 22,173 = 
Dundas tsetse x 23,428.2 138,724.6 3,019,426 2,719,002 174,306 = 
Ditnville sce 7 ere o. 7,405.3 44,832.3 954,395 878,713 55,095 me 
Durham ach Oh ee 3,454.6 19,986.8 445,229 391,741 25,702 ee 
Dunn a et 1,158.0 6,833.5 149,243 133,937 8,616 10,561 
EXSBOYOrK 5255.8.0. Meet: 127,105.1 826,276.5 16,381,305 16,195,019 945,662 = 
East Zorra-Tavistock........ 3,831.9 22,613.5 493,855 443,227 28,509 = 
Eganvillescises.criaey 1,715.3 9,352.5 221,068 183,311 12,762 = 
Elivate nl cee SR OR. 2,532.3 15,455.8 326,363 302,936 18,840 _ 
Elwood 36s Ae. 382.7 2,197.2 49 322 43,065 2,847 3,490 
Filera te cai: a 3,704.8 22,236.3 477,475 435,831 27,564 ont 
Emibran. 6080: 8 Seas, 4,619.3 25,567.7 595,335 501,127 34,368 42,128 
Bread Meets ee occ 905.8 5,131.9 116,740 100,587 6,739 8,261 
Bering 0b haa) 7,091.0 52,027.9 913,888 1,019,749 52,757 27,247 
Espanola ..0 dae: 7,818.2 46 ,354.6 1,007,610 908,552 58,167 = 
Essexte ie eeett le... 8,533.0 48 ,587.6 1,099,733 952,319 63,486 = 
Etebiedke fii.05. fea. 580,512.6 3,710,606.3 74,816,464 72,727,885 4,319,014 = 
Excterkichiis oe eas: 7,166.0 43,161.8 923,554 845,971 53,315 a 
Fenelon Falls ...........s00008 4,112.4 22,861.6 530,006 448,087 30,596 = 
Feraus’ 2.1: cee seen 16,819.0 104,404.6 2,167,633 2,046,332 125,133 = 
Finches sce hae 754.4 4,299.9 97,227 84,278 5,613 6,880 
Flamborough..........::cc0se0« 3,948.6 23,503.1 508,896 460,661 29 ,378 4,941 
Fleshérton. 6065 eR 1,138.3 6,496.8 146,704 127,337 8,469 10,381 
Forest) o.s.0c.ss4h Ae 4,713.0 27,319.8 607,411 535,468 35,065 = 
Forte Brances::<!. ¢.i.a0s-ecet es 11,839.3 61,892.7 1,525,849 1,213,099 — —- 
Frankford \..c0sccc} Satie: 2,841.0 16,226.6 366,148 318,041 21,137 24,507 
Geormina 25.061 wh ee. 4,605.1 27,719.1 593,505 543,296 34,262 = 
Glencde.:.0.2 es: 2,958.8 16,252.2 381,330 318,543 22,013 23,894 
Gloucester ........::..:seseee- 109,812.4 657,515.2 14,152,622 12,887,300 531,986 22,350 
Gadericn i044. ee: 17,099.6 108,528.8 2,203,796 2,127,166 127,221 = 
Goulbourn .......cccccceseeeeeee 4,719.6 26,464.1 608,262 518,696 35,114 43,043 
Grand Bend ..............000+- 2,412.2 13,661.4 310,884 267,763 17,947 21,926 
Grand Valley ...........0000 1,776.2 10,514.3 223,344 206,080 13,215 16,199 
Grantan 5.012.070 eee 534.9 2,684.9 68,938 52,624 3,980 3,139 
Gravenhurst ............c0e000e- 6,963.0 41,837.8 897,391 820,021 51,805 = 
REISE oe i vcsavogue tenes 20,255.4 121,088.7 2,610,516 2,373,340 150,700 = 
cS aa eee a ee 159,525.0 1,010,682.1 20,559,582 19,809,371 1,172,628 = 
Fialcinianas 21h se ue 8,495.2 51,300.4 1,094,861 1,005,490 63,204 15,664 
Hatton Fills:,.-.3:;. 2h. 54,752.7 342,322.8 7,056,528 6,709,527 407 ,360 — 
Flaniited 0c. Ab i 858,274.8 6 ,048,386.5 110,614,456 118,548,375 5,754,153 a 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


MUNICIPAL 


DISTRIB- 
UTION 
LINES 

(Note 7) 


98,453 
5,258 


notes on page 68 


DISTRIB- 
UTORS’ 
DISTRIB- 
UTION 
STATIONS 
(Note 6) 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 
(Note 8) 


$ 


758,241 
5,912,734 
1,894,757 

862,672 

302,356 


33,620,440 
970,849 
417,141 
655,939 

98,725 


969,917 
1,172,958 
232,327 
2,013,641 
1,974,329 


2,115,694 
151,863,363 
1,824,096 
1,009,318 
4,359 464 


193,998 
1,003 ,875 
292,892 
1,179,789 
2,738,948 


729 834 
1,171,064 
746,095 
27,594,259 
4,458,184 


1,205,115 
620,090 
458,838 
128,681 

1,770,669 


5,134,557 
41,541,581 
25795219 
14,173,415 
234,764,708 


AMOUNTS 
BILLED 


$ 


756,581 
5,930,260 
1,886,303 

865,138 

303,568 


33,758,550 
968,226 
418,286 
646,000 

98,573 


969,852 
1,163,203 
231,655 
2,014,712 
1,980,924 


2,109,541 
152,560,351 
1,830,733 
1,006,246 
4,357,062 


193,203 
1,005,977 
293,130 
1,189,511 
2,781,068 


731,104 
1,169,789 
741,858 

27 662,605 
4,461,531 


1,205,520 
619,150 
456,552 
131,549 

1,761,787 


5,134,814 
41,589,165 
2,181,630 
14,207,502 
234,751,586 


BALANCE 
(Refunded) 
or Charged 


1,660 - 
(17,526) 
8,454 
(2,466) 
(1,212) 


(138,110) 
2,623 

(1,145) 
9,939 
152 


65 
9,755 
672 

(1,071) 

(6,595) 


6,153 

(696,988) 

(6,637) 
3,072 
2,402 


795 
(2,102) 
(238) 
(9,722) 
(42,120) 


(1,270) 
1,275 
4,237 

(68,346) 

(3,347) 


(405) 
940 
2,286 

(2,868) 
8,882 


(257) 
(47,584) 
(2,411) 
(34,087) 
13,122 


DEMAND 
CHARGE 
(Note 1) 


Lies 


TOTAL AMOUNT 
CHARGED FOR 
POWER 
Mills 
$ per kW per kW.h 
254.42 42.36 
252.38 42.62 
255.86 42.26 
249.72 43.16 
261.11 44.25 
264.51 40.69 
253.36 42.93 
243.20 44.60 
259.03 42.44 
258.00 44.93 
261.80 43.62 
253.93 45.88 
256.48 45.27 
283.97 38.70 
252.53 42.59 
247.94 43.54 
261.60 40.93 
254.55 42.26 
245.44 44.15 
259.20 41.76 
257,17, 45.12 
254.23 42.71 
257.31 45.08 
250.33 43.18 
231.34 44.25 
256.90 44.98 
254.30 42.25 
252.16 45.91 
251.29 41.97 
260.72 41.08 
255.34 45.54 
257.07 45.39 
258.33 43.64 
240.59 47.93 
254.30 42.32 
253.49 42.40 
260.41 41.10 
256.52 42.48 
258.86 41.40 
273.53 38.81 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
DISTRICT 
COMMON | ENERGY AT|TRANSFOR-| DISTRI- 
MUNICIPALITY Average of DEMAND |19.60 MILLS} MATION BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kw kW.h 7000 $ $ $ $ 
HanGveraticestodhcdaes 12,771.1 73,601.0 1,645,939 1,442,580 95,017 a 
Hatrist0n siscssisclcostsel ent 3,083.7 19,107.6 397,427 374,511 22,943 _ 
HanOweds axe cards Se 4,447.7 23,310.8 573,220 456,892 33,091 <= 
PLaStHBS Gecchicoss ste Ce 1,791.2 10,764.6 230,850 210,988 13,327 16,253 
Flaveloek .sccccsooctscbeecrttess 2,015.3 11,953.8 252,876 234,296 14,994 18,380 
Hawkesbury ..........cc0ec00e+ 29,102.1 187,138.6 3,750,679 3,667,917 121,260 — 
Flearst iis 2G Ades, 16,836.6 103,592.2 2,169,901 2,030,407 125 ,264 oo 
Bengal sncuctacieaet.. 2,822.6 14,622.4 363,777 286,599 21,000 oe 
Holstein cc-Lige hae 284.1 1,498.8 36,615 29,376 2,114 2,591 
Huntsville ..........ccccsceeeeees 7,918.5 49,176.2 1,020,536 963,854 58,914 —_ 
INGORSON x iajecni codes 15,975.4 96,316.1 2,058,910 1,887,798 118,857 —_ 
TrCHIGIS iA arcsec RAs 3,794.3 24,933.9 489,009 488,706 | 28,230 18,411 
Iroquois Falls..........:0000++ 4,049.3 24,857.2 521,874 487,201 30,127 744 
BTA hea wees itn 42,931.1 268,614.1 5,532,960 5,264,838 262,756 — 
Kapuskasing............::c000+ 8,479.2 50,696.4 1,092,799 993,651 63,085 = 
Kemptville <:.sc tdi tags. 5,507.3 31,201.3 709,781 611,545 40,974 _ 
Kenoragi.cdsssac aati 16,563.3 103,847.0 2,134,678 2,035,401 oe oa 
Killaloe) Sti. .04..ta tess. 848.2 4,702.2 107,807 92,163 6,311 7,736 
Kincardine %sstscohceees 11,381.4 64,074.0 1,466,835 1,255,850 84,678 — 
Kingston. isekcinrap.oeee Ane. 106,996.0 677,790.5 13,789,644 13,284,694 796,050 ~ 
Kingsville. ..iidusdaebatees. 7,756.5 46,345.2 999,658 908 ,366 57,708 ‘ae 
Kirkiield cots, ccl..tok be. 385.2 2,128.0 49,645 41,711 2,866 3,513 
Kitchener-Wilmot............. 273,731.4 1,746 862.5 35,278,503 34,238,505 190,574 — 
Oneal cc). 31217 17,670.7 402,325 346,348 23,225 28,150 
Lakefield 4s ..04.h Ree 5,207.4 29,100.8 671,130 570,376 38,743 er 
(ene ee a 1,392.7 7,285.1 179,491 142,788 10,362 12,701 
DanGastet s.ccivesasanieuheice 1,386.4 7,717.8 178,679 151,271 10,315 12,644 
Larder Lake Twp............ 1,454.1 8,623.6 187,404 169,025 10,819 13,261 
Catchfond:.u..:..0 06 ane. 589.7 3,529.2 73,986 69,174 4,387 5,378 
Leamington..........:c000008 21,166.2 129,701.0 2,727,900 2,542,142 157,477 — 
PNCOMA Ns incci ako BR 5,083.6 30,040.7 655,174 588,798 37,822 —_ 
hire Co aR ee 30,415.5 191,116.0 3,919,950 3,745,876 226,291 — 
Dee WEN 25865 on scds nt Bee 11,243.0 64,806.7 1,448,998 1,270,213 83,648 _ 
[OMS eee. sat: 419,145.5 2,633,047.8 54,019,472 51,607,737 3,118,443 — 
LUCA Bhs. <cccornnoedpotdates 2,393.3 13,751.9 308,449 269,539 17,806 —_ 
Leeder ickiki hock. 1,937.3 10,945.0 249,679 214,524 14,414 17,668 
Maier et bass hosiddokaiSss 2,600.7 14,634.2 335,178 286,832 19,349 12,835 
Magnetawan...........cc00000 435.8 2,290.0 55,734 44,886 3,242 3,650 
Markdaleicnssc<-sshoretdathe. 3,379.6 18,504.8 435,563 362,694 25,144 — 
Markham .2.1..5:de0hectt., 198,302.9 1,191,001.6 25,557,278 23,343,631 897,232 — 


see notes on page 68 


Allocation of Charges for Power 77 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


TOTAL 


MUNICIPAL 


DISTRIB- AMOUNT 
UTORS’ CHARGED 
DISTRIB- DISTRIB- FOR 
UTION UTION PRIMARY BALANCE | DEMAND TOTAL AMOUNT 
LINES STATIONS POWER AMOUNTS | (Refunded) CHARGE CHARGED FOR 
(Note 7) (Note 6) (Note 8) BILLED or Charged (Note 1) POWER 
Mills 

$ $ $ per kW per kW.h 

15,500 3,213,604 3,225,754 (12,150) 251.63 43.66 
797,392 797,119 273 258.58 41.73 

1,063,202 1,065,602 (2,400) 239.04 45.61 

471,417 471,664 (247) 263.19 43.79 

520,546 519,166 1,380 258.30 43.55 
7,540,915 7,582,150 (41,235) 259.12 40.30 
4,325,572 4,346,753 (21,181) 256.92 41.76 

671,376 674,230 (2,854) 237.86 45,91 
70,696 69,757 939 248.87 47.17 
2,043,303 2,044,212 (909) 258.04 41.55 

4,065,564 ~ 4,038,206 27,358 254.49 42.21 
1,024,357 1,026,702 (2,345) 269.97 41.08 
1,039,946 1,044,342 (4,396) 256.82 41.84 
11,060,554 11,027,333 33,221 257.64 41.18 
2,149,536 2,155,847 (6,311) 253.51 42.40 
1,364,184 1,368,964 (4,780) 247.71 43.72 
4,170,079 4,173,634 (3,555) 251.77 40.16 
214,017 213,169 848 252.32 45.51 
2,807 ,363 2,810,825 (3,462) 246.66 43.81 
27,870,389 28,048,253 (177,864) 260.48 41.12 
1,984,838 1,985,158 (320) 255.89 42.83 
97,734 98,210 (476) 253.70 45.93 
69,707,582 69,782,798 (75,216) 254.66 39.90 
800,048 797,040 3,008 256.29 45.28 
1,280,248 1,277,204 3,044 245.85 43.99 
345,342 346,172 (830) 247.96 47.40 
352,909 351,006 1,903 254.55 45.73 
380,509 380,419 90 261.68 44.12 
152,926 151,890 1,036 259.32 43.33 
5,427,518 5,424,835 2,683 256.42 41.85 
1,287,523 1,290,121 (2,598) 253.27 42.86 
7,892,117 7,868,233 23 884 259.48 41.29 
2,805,881 2,807,746 (1,865) 249.57 43.30 
108,745,651 108 571,645 174,006 259.45 41.30 
595,794 597,732 (1,938) 248.94 43.32 
496,285 495,837 448 256.17 45.34 
663,207 664,631 (1,424) 255.01 45.32 
107,512 106,209 1,303 246.71 46.95 
823,401 819,601 3,800 243.64 44.50 
49 546,370 49,548,823 (2,453) 249.85 41.60 


see notes on page 68 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
of Allocation DISTRICT 
COMMON | ENERGY AT|TRANSFOR-| _ DISTRI- 
MUNICIPALITY Average of DEMAND |19.60 MILLS] MATION BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 

Manmonratcnoa cron antares. 2,369.7 13,802.2 305,407 270,525 17,631 12,811 
Martintowilec. .c.eeetere 364.0 1,945.3 46,912 38,128 2,708 33273 
MaSS6V ir cas cecsaks tos Meee ce 1,951.9 11,389.2 245 ,982 223,230 14,522 17,801 
MAXVill Gin cachet iets: 1,472.7 8,051.6 189,802 157,813 10,957 — 
MeGairyelwpanissee.: 1,137.0 6,634.8 146,537 130,042 8,459 10,369 
Meatordic res co 8ss.tecsneses 6,773.1 40 ,689.5 872,917 797,514 50,392 — 
Merlingr caso ccen ee cerares: 759.6 4,368.8 97,897 85,628 5,651 6,677 
Midland: erccc.ctectettess 25,137.0 156,470.7 3,239,657 3,066,826 187,019 — 
Maldmayrs2s. coatees rece 1,348.5 8,005.8 173,795 156,916 10,033 12,298 
Millbrookeicc.nteneeerrnc: 1,617.1 9,767.7 208,412 191,449 12,031 14,748 
MilOOP Es cikicceactecomeetoette: 59 ,099.2 382,578.9 7,616,705 7,498,546 439 698 — 
Milvertonsatcsss.t ete. 2,091.7 121125 269,578 237,407 15,562 — 
Mississauga ...............00.005 733,444.0 4,700 ,678.6 94,526,263 92,133,303 5,456,823 — 
Mirchelliene vas: cava meena 5,726.2 33,207.7 737,993 650,871 42,603 — 
Mooretieldie masta teens: 627.4 3,514.7 80,859 68,888 4,668 5,709 
MODrisDULG si. .cccaenan dee necdews 5,162.0 28,127.8 665 ,279 $51,305 38,405 — 
Mount Brydges ............... 1,627.2 9,955.8 209,714 195,136 12,106 14,804 
MountiForest....:...052e)c 6,347.7 37,975.8 818,092 744 328 47,227 — 
INanticokes.secsceeursteeee 8,613.5 54,243.0 1,110,108 1,063,165 64,084 11,592 
Napaneeie.ncsc.csmcereeess 9,705.0 58,540.5 1,250,780 1,147,394 72,205 — 
Nepeantihs.csscoeeacteteeean 149 533.7 929,508.0 19,271,903 18,218,357 858,205 —_— 
INGuStadty c... ce.aac een: 635.3 3,613.4 81,877 70,825 4,727 Soe 
Newburgnian cman aera 778.0 4,573.1 100,269 89,635 5,788 7,095 
INEWDULVE naan ec eater Syst 3,417.6 74,119 66,987 4,279 52227 
Neweastlentcc..cderueeaton a: 24,950.9 157,159.0 3,215,672 3,080,318 185,635 14,307 
Newmarketic...caaccaeaened cx 52,642.4 323 377.4 6,784,553 6,338,197 391,659 — 
NidgarayFalls:.2.14.cenenueen: 104 ,047.6 659 ,222.9 13,409,655 12,920,771 774,114 — 
Niagara-On-The-Lake ....... 20,018.9 121,017.1 2,580,036 2,371,937 148,941 — 
Nickelu@entre scnsnae eee D523 15,138.5 324,945 296,715 18,758 — 
Nipigonawpi:cn.cateeeeen.. 2,903.9 18,702.5 374,255 366,569 21,605 26,446 
NorfolR itcssesnccnau nee eneecs 803.4 4,948.9 103,542 97,000 5,977 7,327 
INOKthB ay cccaca.ecuaneeeniimen: 83 ,383.9 525 ,482.7 10,746,517 10,299 ,463 620,376 13,721 
North Dorchester ............ 1,514.0 9,057.8 195,124 177,535 11,264 13,808 
NOTH OrKsy. os.4e. eaten 871,722.3 5,515,442.3 112,347,570 108,102,669 5,616,333 — 
INOGWIGK aeons jeaseceetteeeiene 3,342.5 19 ,661.5 430,781 385 ,367 24,868 9,849 
Norwoodh ics scrnameaento: 1,909.3 11,178.4 246,071 219,097 14,205 13,726 
Oakville oso: nese: 198 963.2 1,306,141.2 25,642,377 25,600,368 1,480,286 -- 
OUESPIIN Sig. .5.850.8 heer. 753.3 4,434.3 97,085 86,912 5,605 6,597 
Omemeeheccciscnnc ence: 1,422.9 8,503.7 183,383 166,673 10,586 12,977 


see notes on page 68 


23,265.0 


146,734.9 


2,998 ,393 


2,876,004 


173,092 


Allocation of Charges for Power 79 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


MUNICIPAL TOTAW 


DISTRIB- AMOUNT 
UTORS’ CHARGED 
DISTRIB- DISTRIB- FOR 
UTION UTION PRIMARY BALANCE | DEMAND TOTAL AMOUNT 
LINES STATIONS POWER AMOUNTS | (Refunded) CHARGE CHARGED FOR 
(Note 7) (Note 6) (Note 8) BILLED or Charged (Note 1) POWER 
Mills 

$ $ $ per kW per kW.h 

613,173 610,925 2,248 258.76 44.43 

91,022 91,240 (218) 250.09 46.79 

501,536 503,007 (1,471) 256.94 44.04 

367,404 369,179 (1,775) 249.48 45.63 

295,407 294,362 1,045 259.82 44.52 
1,724,629 1,732,700 (8,071) 254.63 42.39 

195,854 197,260 (1,406) | 257.84 44.83 
6,493,933 6,477,741 16,192 258.34 41.50 
353,041 351,932 1,109 261.80 44.10 
426,640 426,280 360 263.84 43.68 
15,554,949 15,566,709 (11,760) 263.20 40.66 
548,007 550,601 (2,594) 261.99 45.24 
192,116,389 192,158,809 (42,420) 261.94 40.87 
1,431,467 1,435,490 (4,023) 249.99 43.11 
160,124 159,892 232 255.24 45.56 
1,256,048 1,269,314 (13,266) 243.32 44.66 
431,759 431,441 318 265.34 43.37 
1,613,295 1,613,558 (263) 254.15 42.48 
2,267,861 2,269,903 (2,042) 263.29 41.81 
2,470,379 2,477,579 (7,200) 254.55 42.20 
38 348,465 38,240,877 107,588 256.45 41.26 
162,800 162,989 (189) 256.24 45.05 
202,787 202,297 490 260.64 44,34 
150,611 151,862 (1,251) 261.90 44.07 
16,991 6,512,923 6,514,250 (1,327) 261.03 41.44 
13,514,409 13,453,590 60,819 256.72 41.79 
27,104,540 27,078,453 26,087 260.50 41.12 
5,100,914 5,104,120 (3,206) 254.81 42.15 
641,635 643,362 (1,727) 254.49 42.38 
788,875 792,979 (4,104) 271.66 42.18 
213,847 213,897 (50) 266.17 43.21 
21,680,077 21,706,840 (26,763) 260.00 41.26 
397,731 394,987 2,744 262.70 43.91 
226,066,572 226,337,845 (271,273) 259.33 40.99 
858,711 857,790 921 256.90 43.67 
493,098 495,138 (2,040) 258.26 44.11 
52,723,031 52,689,149 33,882 264.99 40.37 
196,199 196,609 (410) 260.44 44.25 
373,619 374,176 (557) 262.58 43.94 
6,047,489 6,012,807 34 682 259.94 41.21 


i 


ee notes on page 68 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
of Allocation DISTRICT 
COMMON DISTRI- 
MUNICIPALITY Average of DEMAND {19.60 MILLS] MATION BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 
CAA o kee aee., 36,773.3 229,667.5 4,739,343 4,501,485 273,593 =~ 
Osawa tice AR; 181,976.5 1,153,722.5 23,453,131 22,612,963 1,353,905 = 
AW icine ee anes. 650,535.6 4,092,313.9 83,841,028 80,209,352 4,069,790 —_ 
Owen Sound..........0:cc000. 42,202.4 263,356.5 5,439,045 5,161,789 313,986 — 
Paisleye tes. Rese. 1,796.8 10,297.4 231,572 201,831 13,368 _ 
Palmerston.....0:4..caceliess 2,876.7 16,994.2 370,749 333,086 21,403 = 
Paris Hieicintcct AR Ot 10,647.6 65,266.0 1,372,263 1,279,216 79,218 — 
Parkhill ysis hohe ss 2,657.0 15,749.9 342,434 308,700 19,768 — 
Patty ound .:cavaea 12,445.3 70,516.4 1,603,950 1,382,123 92,593 — 
Peliiging oicist. ee ee ees 3,028.0 17,794.1 390,249 348,764 22,528 a 
Pembroke eiccis.east aes 20,513.3 109,864.9 2,643,754 2,153,354 152,619 aa 
Penetanguishene .............. 11,162.3 68,271.2 1,438,597 1,338,116 83,048 — 
Perth eh. end ote. 15,305.4 91,845.3 1,972,560 1,800,170 113,872 ~~ 
Peterborough...........c.:0000. 108,756.1 686,508. 1 14,016,486 13,455,561 809,145 _ 
PERCHA iit a eRe. 5,887.0 36,169.3 758,717 708,918 43,799 oe 
Pickeriig success tik: 73,111.5 445,600.8 9,422,610 8,733,778 543,950 as 
Picton hi Pete ech ee. 7,224.9 42,112.3 931,145 825,403 53,753 — 
Plantagenet ..........0s:00es0+s 1,706.6 9,475.3 219,947 185,718 12,697 15,548 
Point Edward........0..ce. 10,018.0 56,628.6 1,291,120 1,109,921 74,534 a 
Port Burwell.........c0..0000. 729.6 4,525.0 94,031 88,692 5,428 6,654 
Port Colborne ..........00066 33,515.2 213,516.9 4,319,439 4,184,933 249,353 — 
Porte lgin ic;0.c4 cdieccbe ns 11,903.5 70,248.5 1,534,123 1,376,871 88,562 _ 
PottsHope .ccsdhecn dias: 33,307.7 211,640.7 4,292,696 4,148,158 247,809 _ 
Port McNicoll ..........0:060+ 2,680.4 14,856.2 345,450 291,182 19,942 | 20,624 
Port Stanley.............:00006. 2,569.6 16,547.4 331,170 324,329 19,118 — 
Prescot es vis: ce AR 8,097.5 45,938.8 1,043,606 900,400 60,245 — 
Prigeville 2, vvccctcatasne.. 224.0 1,161.9 28,869 22,773 1,667 2,012 
Rainy River..........cccc000 1,498.3 8,624.6 193,101 169,044 11,147 — 
RedpRocks:.:4. 08h. 1,105.6 6,468.9 132,999 126,792 8,226 10,083 
Retrew so: .0i0. 4. ae pe 14,222.1 79,815.3 1,832,944 1,564,380 105,812 _ 
Richmond Hill ...........00... 77,675.4 462,073.2 10,010,806 9,056,637 577,905 — 
Ridgetowo .isiiesAlscear.: 4,450.6 25,268.8 573,593 495,270 33,112 —_ 
Ripleyer. diene. 3. is Me. 1,025.5 5,845.4 132,166 114,570 7,630 9,353 
Rochen 6.053642 Bae 8,255.5 47,015.4 1,063,969 921,502 61,421 75,290 
Rockwood weiss. tate ae: 2,140.2 12,356.4 275,829 242,187 15,923 19,519 
Coe a a oa 1,376.9 7,745.2 177,455 151,808 10,244 12,557 
[co re Se 466.0 2,563.0 59,469 50,235 3,467 4,026 
ROMO ica ccchevohicilees 2,356.6 12,486.9 303,719 244,743 17,533 21,492 
Sandwich West Twp. ....... 14,935.1 80,505.4 1,924,836 1,577,908 111,117 — 


PATI Ae iacasvandcan Resa Ss 82,601.3 550,243.6 10,645 ,656 10,784,775 614,554 — 


see notes on page 68 
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FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


MUNICIPAL TOTAL 


DISTRIB- AMOUNT 
UTORS’ CHARGED 
DISTRIB- DISTRIB- FOR 
UTION UTION PRIMARY BALANCE | DEMAND TOTAL AMOUNT 
LINES STATIONS POWER AMOUNTS | (Refunded) CHARGE CHARGED FOR 
(Note 7) (Note 6) (Note 8) BILLED or Charged (Note 1) POWER 
Mills 

$ $ $ $ per kW per kW.h 

9,514,421 9,487,403 27,018 258.73 41.43 

47,419,999 47,704,865 (284,866) 260.58 41.10 

168,120,171 168,536,441 (416,270) 258.43 41.08 

10,914,821 10,890,571 24,250 258.63 41.45 

446,771 445,532 1,239 248.65 43.39 

725,238 728,310 (3,072) 252.10 42.68 

2,730,696 2,735,584 (4,888) 256.46 41.84 

670,902 669,779 1,123 252.50 42.60 
3,078,667 3,070,514 8,153 247.38 43.66 

762,051 766,935 (4,884) 251.66 42.83 

4,949,727 - 4,996,529 (46,802) 241.29 45.05 

2,870,394 2,871,403 (1,009) 257.15 42.04 
3,886 ,602 3,906,689 (20,087) 253.94 42.32 
28,281,192 28,415,297 (134,105) 260.04 41.20 
1,513,435 1,522,036 (8,601) 257.08 41.84 

18,700,337 18,769,987 (69,650) 255.78 41.97 

1,810,301 1,815,921 (5,620) 250.56 42.99 

433,909 434,458 (549) 254.25 45.79 

2,490,082 2,501,430 (11,348) 248.56 43.97 

195,433 195,360 73 267.88 43.19 
8,753,725 8,784,994 (31,269) 261.19 41.00 

2,999,556 3,005,363 (5,807) 251.99 42.70 
8,702,868 8,678,100 24,768 261.29 41.12 
690,379 683,413 6,966 257.56 46.47 
686,624 685,928 696 267.21 41.49 

2,004,252 2,005,609 (1,357) 247.51 43.63 

55,321 54,720 601 246.94 47.61 

389 ,666 394,780 (5,114) 260.08 45.18 
278,100 278,660 (560) 251.53 42.99 
3,503,137 3,552,539 (49,402) 246.32 43.89 

19,645,347 19,468,451 176,896 252.92 42.52 

1,101,976 1,100,430 1,546 247.60 43.61 

263,719 263,140 579 257.17 45.12 

2,122,182 2,103,910 18,272 257.06 45.14 

553,458 546,578 6,880 258.60 44.79 

352,064 352,211 (147) 255.69 45.46 

117,196 118,418 (1,222) 251.47 45.73 

587,487 591,427 (3,940) 249.29 47.05 

3,613,861 3,599,938 13,923 241.97 44.89 

22,044,984 22,202,695 (157,711) 266.88 40.06 


€e notes on page 68 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
DISTRICT 
COMMON | ENERGY AT|TRANSFOR-| DISTRI- 
MUNICIPALITY Average of DEMAND |19.60 MILLS BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 5) 
kW kW.h °000 $ $ $ 
Scarborough........ssscseees 664,902.1 4,248,610.2 85,692,583 83,272,762 4,946,872 _ 
Schreiber Twp..........c000. 3,495.9 20,985.1 450,552 411,310 26,010 14,658 
SONBOE Wikecscss tee MO. 7,158.5 42,541.9 922,587 833,823 53,259 = 
Seaforth canes. 3,332.7 19,842.9 429,518 388,921 24,795 el 
Shelbuirie chives sSseotesvavinns- 4,789.1 28,855.2 617,219 565,562 35,631 ~— 
Cort) ae APU a 28,687.1 176,586.1 3,697,193 3,461,088 213,432 = 
Sioux Lookout .........0000.. 5,508.1 33,061.0 709,884 647,996 40,980 — 
Smiths, Falls :iic8.: asa... 17,494.5 100,536.5 2,254,691 1,970,517 130,159 = 
South Dumfries............... 1,822.9 11,446.3 234,935 224,349 13,562 14,215 
South iRiver ...saccaigudtieeees. 1,628.4 9,692.3 205,602 189,971 12,115 14,688 
South-West Oxford .......... 3,326.8 22,672.5 428,758 444,383 24,751 = 
Southampton.........0...00066 5,731.5 32,792.5 738,676 642,733 42,642 = 
Speinotield al degli deenc. 603.5 3,423.5 77,779 67,101 4,490 5,477 
SteCatharines $oesdincdilises 277,078.5 1,723,745.0 35,709,877 33,785,404 1,776,905 — 
Stj\Clair Beach )...se1/cc... 3,955.3 21,454.3 509,759 420,506 29,427 ~~ 
Stl homas)in.d: cde: 48,144.5 298,773.1 6,204,863 5,855,955 358,195 — 
St Marysiesa sd teas, 8,170.2 47,813.9 1,052,975 937,154 60,786 on 
Stayner stich peta... 3,809.2 22,820.3 490,930 447,278 28,340 — 
Stinbing heh cac. distin 2,981.3 17,183.5 384,230 336,797 22,181 = 
Stoney Creek ......cccceeeee. 60,454.6 377,348.2 7,791,389 7,396,027 449,782 = 
Siraetord ei -.n8. dae: 53,193.8 321,939.3 6,855,617 6,310,010 395,762 — 
Sr) ao ea 15,237.5 90,324.2 1,963,809 1,770,354 113,367 _ 
Sturgeon Falls .......0....000.. 9,147.3 54,786.4 1,178,904 1,073,815 68,056 — 
Suda Ay. cc coda eae 127,694.8 800,895.1 16,457,306 15,697,544 950,049 21,691 
Stra pidge cies ae, PE i 1,860.1 10,423.9 234,982 204 ,308 13,839 16,876 
TOA miisomne Betas: 1,420.5 8,697.0 183,074 170,463 10,569 12,955 
PeCumsedi 3 ices dons bh BAM cc 9,550.1 53,779.5 1,230,817 1,054,078 71,053 — 
TEGSWALER ccosicoendeueataticss 1,943.3 11,206.8 250,453 219,655 14,458 —_ 
Terrace Bay Twp. ........... 4,240.4 25,399.3 534,243 497 828 31,549 38,672 
Thamesville........0...0:.c000- 1,566.8 8,554.6 201,929 167,672 11,657 ~ 
neater th. icc ka dre 5, 1,072.1 6,507.0 138,172 127,539 7,976 9,404 
TUESSMOM sardess deagdnlietcus 2,755.4 15,511.9 355,116 304,035 20,500 — 
HOMBUTY sic. hist Means 3,104.1 18,582.1 400,056 364,209 23,095 — 
MW HOrndale obs vnstheis.. 510.3 2,588.6 65,767 50,739 3,797 4,654 
UpScie cl ene eee 775.3 4,283.0 99,921 83,947 5,768 7,071 
Mineral terse Bathe, 0v8.; 23,697.7 158,355.8 3,054,160 3,103,776 176,311 —~ 
Thunder Bay ..........0...000. 174,556.8 1,088,158.1 22,496,880 21,327,899 1,298,703 31,065 
UU, wavs Gd een... 10,653.2 65,728.8 1,372,984 1,288,286 79,260 1,211 
Tillsonburg: ais: secu... 23,457.5 138,211.9 3,023,203 2,708,955 174,524 11,249 
TOPO RD vs cs<52 ee «x 1,412,503.2 9,157,322.4 182,043,412 179,483,521 8,925,212 _ 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 
December 31, 1987 


MUNICIPAL 
DISTRIB- 
UTORS’ 
DISTRIB- DISTRIB- 
UTION UTION 
LINES STATIONS 
(Note 7) (Note 6) 
2,197 
i te 
4,277 
7,691 
8,476 
13,608 
14,388 
1,216 
22,053 


ee notes on page 68 


TOTAL 
AMOUNT 
CHARGED 
FOR 
PRIMARY 
POWER 
(Note 8) 


$ 


173,912,216 
913,102 
1,810,847 
843,235 
1,218,412 


Tsai se 
1,425,685 
4,355 ,368 
485 ,043 
422,376 


897,892 
1,424,051 
154,846 
71,272,186 
959,693 


12,419,013 
2,050,916 
966,548 
743,207 
15,637,198 


13,561,389 
3,847,530 
2,328,466 

33,126,590 

470,005 


377,061 
2,364,424 
498,174 
1,102,292 
395 ,646 


283,091 
679,651 
787,360 
1256153 
196,706 


6,334,246 
45,154,546 
2,742,958 
5,917,930 
370,474,199 


AMOUNTS 
BILLED 


$ 


174 306,429 
913,834 
1,803,745 
846,390 
1,211,158 


7,390,923 
1,423,812 
4,438,669 
482,478 
423 ,066 


899,131 
1,418,401 
154,700 
71,527,404 
959,074 


12,396,049 
2,056,085 
958,078 
746,682 

15 664,690 


13,548,246 
3,836,456 
2,325 ,077 

33,190,860 

465,355 


377,948 
2,349 844 
496,101 
1,100,541 
396,746 


285,006 
681,828 
777,174 
1255395 
196,086 


6,328,083 
45 446,950 
Pasi iekey stil. 
5,914,355 
370,506,353 


BALANCE 
(Refunded) 
or Charged 


(394,213) 

(732) 
7,102 

(3,155) 
7,254 


(19,210) 
1,873 

(83,301) 
2,565 

(690) 


(1,239) 
5,650 
146 

(255,218) 
619 


22,964 
(5,169) 

8,470 
(3,475) 
(27,492) 


13,143 
11,074 
3,389 

(64,270) 
4,650 


(887) 

14,580 
2,073 
1,751 

(1,100) 


(1,915) 

(2,177) 
10,186 

(242) 
620 


6,163 
(292,404) 
7,846 
3,575 
(32,154) 


DEMAND 
CHARGE 
(Note 1) 


83 
TOTAL AMOUNT 
CHARGED FOR 
POWER 

Mills 
$ per kW per kW.h 
261.56 40.93 
261.20 43.51 
252.96 42.57 
253.02 42.50 
254.42 42.23 
256.97 41.75 
258.83 43.12 
248.96 43.32 
266.09 42.38 
259.38 43.58 
269.90 39.60 
248.46 43.43 
256.57 45.23 
257.23 41.35 
242.64 44.73 
257.95 41.57 
251.03 42.89 
253.74 42.35 
249.29 43.25 
258.66 41.44 
254.94 42.12 
252.50 42.60 
254.55 42.50 
259.42 41.36 
252.68 45.09 
265.45 43.35 
247.58 43.97 
256.36 44.45 
259.95 43.40 
252.52 46.25 
264.06 43.51 
246.66 43.81 
253.65 42.37 
245.27 48.35 
253.71 45.93 
267.29 40.00 
258.68 41.50 
257.48 41.73 
252.28 42.82 
262.28 40.46 
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STATEMENT OF THE AMOUNTS CHARGED 
for the Year Ended 


PRIMARY POWER 
ENERGY SUPPLIED 
DURING YEAR 


(Principal Bases POWER 
DISTRICT 
COMMON DISTRI- 
MUNICIPALITY Average of DEMAND |19.60 MILLS] MATION BUTION 
Monthly FUNCTIONS | PER kW.h STATIONS 
Peak Loads (Notes 1 & 3) (Note 2) (Note 4) (Note 5) 
kW kW.h ’000 $ $ $ $ 
"VOREANANN bisa test etioce 3,739.8 22,671.9 481,985 444,369 27,824 ~ 
FTE HtON 2 ee 42,611.0 286 ,328.9 5,491,706 5,612,048 317,026 = 
T Weed. cm. des. 3,178.3 17,600.7 401,547 344,974 23,647 28,986 
Wrbiidge iid sho AL. 5,291.9 30,278.9 682,020 593,468 39,372 — 
Vankleek Hill .........0...060. 3,217.5 18,005.7 414,671 352,912 23,938 29,344 
Vetighan ti .cecae ite: 168,996.6 992,891.0 21,780,282 19,460,664 1,257,335 oe 
Victoria Harbour............. 1,808.2 10,558.7 233,041 206,952 13,453 16,491 
Walkerton stc2ihs teeth. 9,959.0 57,753.7 1,283,516 1,131,974 74,095 = 
Wallaceburg .........c0ccc0000e 34,784.7 220,796.2 4,483,052 4,327,606 258,798 — 
Wardsville..:../sotccstcsee: 513.9 3,157.7 66,231 61,891 3,823 4,687 
Warkworthiscn. cc tee... 1,078.4 6,110.1 138,984 119,760 8,023 9,835 
Wasaga Beach.........0...000. 13,336.3 72,458.9 1,718,782 1,420,196 99 222 8,757 
Waterloo-Wellesley-Woolwich 152,979.5 944,944.5 19,715,998 18,520,914 310,832 — 
Wattord fore hs: et ee. 2,222.6 12,247.7 286,449 240,057 16,536 1,945 
Waubaushene ..........0...000. 1,206.5 7,038.7 155,494 137,960 8,976 6,631 
Webbwood.i.::1025 fe. 656.1 3,672.7 84,056 71,987 4,881 5,984 
Welland: att. czan Mares 68,023.5 396 ,602.8 8,766,869 7,773,415 483,127 = 
Wellington sfiscssgucleteediess 2,161.8 12,396.4 278,613 242,969 16,084 17,070 
West Lincoln ...0..Jeccseeese 1,792.2 10,376.3 230,979 203 ,375 13,334 16,126 
Westelorme.. scccceeres 2,864.0 15,494.1 369,112 303 ,684 21,308 — 
Westminister Twp............ Srls3e7, 17,640.5 403,871 345,756 23-515 — 
Westport scciscs guia. 1,509.1 8,348.4 194,493 163,629 11,228 13,655 
Whestley, sade ies. 2,353.1 13,820.0 303,268 270,872 17,507 — 
White ico aes. 69,058.6 442,143.6 8,900,272 8,666,015 513,796 =< 
Whitchurch-Stouffville....... 11,506.7 73,028.6 1,482,984 1,431,361 85,610 = 
Wiarton. 9).ac. ee 3,910.3 23,580.7 503,959 462,182 29,093 = 
Williamsburg ............000060. 545.1 3,010.8 70,252 59,012 4,056 4,971 
Winchester ...:...csecrccsecees. 5,986.2 36,494.4 771,501 715,290 44,537 = 
WHHOSOT so -<5. dass elas 423 656.8 2,697,613.5 54,600,888 52,873,225 3,008 ,462 = 
Winghatnies: jc2)Lsa nde. 6,556.7 37,091.3 845,028 726,991 48,782 ae 
WOOdStOCk..cc..s00sctte teas: 52,489.9 317,908.8 6,764,898 6,231,014 390,525 at 
Woodville .:.....00..0 Ae. 930.5 5,631.3 119,923 110,373 6,923 8,409 
MVNO DM «f.2ev.04 00 trees. 2,110.5 12,279.9 272,001 240,688 15,702 — 
VERT i hictcsy braaceubees, 141,956.7 940,985.6 18,295,380 18,443 ,320 1,056,158 _ 
1. SORE CE ee oe 3,876.9 24,066.9 499,655 471,711 28,844 = 
Teresita ln iss, 1,394.4 7,939.4 179,710 155,614 10,374 =a 
Total Municipal............... 13,087,862.8 | 82,857,678.6 | 1,686,660,631 | 1,624,010,512 | 88,814,561 1,795,499 


see notes on page 68 


Allocation of Charges for Power 


FOR PRIMARY POWER TO MUNICIPALITIES 


December 31, 1987 


TOTAL 
AMOUNT 


MUNICIPAL 
DISTRIB- 
UTORS’ 
DISTRIB- 
UTION 
STATIONS 
(Note 6) 


DISTRIB- 
UTION 
LINES 

(Note 7) 


FOR 
PRIMARY 
POWER 
(Note 8) 


$ 


—_ 954,179 
— 11,420,780 
=_ 799 154 
1,318,627 
_— 820,865 


— 42,498 280 
_ 469,937 
2,507,753 
9,072,595 
— 136,633 


_— 276,602 


—_— 3,246,958 
_ 38 328,933 
_— 544,987 
_ 311,918 


— 166,908 
oe 17,023,410 
_ 554,736 
— 463,814 
_ 694,105 


— 782,638 
— 383,005 
_ 591,647 
— 18,080,083 
3,003,407 


_— 995 234 
— 138,291 
_— 1,531,329 
— 110,482,575 
_ 1,620,801 


_ 13,386,438 
_— 245,628 
538,649 
— 37,794,857 
_ 1,000,210 


oa 345,699 
413,039 328,884 | 3,401,400,266 


see notes on page 68 


CHARGED 


AMOUNTS 
BILLED 


$ 


936,245 
11,439,685 
800,003 
1,323,695 
825,890 


42,200,223 
466,757 
2,514,907 
9,087,465 
136,868 


277,761 
3,211,457 
38,345,902 
546,951 
312,080 


166,209 
17,054,607 
552,854 
464,122 
697,702 


784,477 
381,572 
594,452 
18,011,322 
25995539] 


995,173 
135,902 
1,539,888 
110,582,540 
1,624,629 


13 376,343 
245,891 
536,791 

37 ,899 697 
999 580 


347,131 
3,404 262,346 


BALANCE 
(Refunded) 
or Charged 


17,934. 
(18,905) 
(849) 
(5,068) 
(5,025) 


298,057 
3,180 
(7,154) 
(14,870) 
(235) 


(1,159) 
35,501 
(16,969) 
(1,964) 
(162) 


699 
(31,197) 

1,882 
(308) 
(3,597) 


(1,839) 
1,433 
(2,805) 
68,761 
8,010 


61 
2,389 
(8,559) 
(99,965) 
(3,828) 


10,095 

(263) 
1,858 

(104,840) 
630 


(1,432) 
(2,862,080) 


DEMAND 
CHARGE 
(Note 1) 
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TOTAL AMOUNT 
CHARGED FOR 
POWER 
Mills 
$ per kW per kW.h 
255.14 42.09 
268.02 39.89 
251.44 45.40 
249.18 43.55 
255.13 45.59 
251.47 42.80 
259.90 44.51 
251.81 43.42 
260.82 41.09 
265.86 43.27 
256.50 45.27 
243.47 44.81 
250.55 40.56 
245.21 44.50 
258.53 44.31 
254.38 45.44 
250.26 42.92 
256.61 44.75 
258.79 44.70 
242.36 44.80 
249.75 44.37 
253.80 45.88 
251.44 42.81 
261.81 40.89 
261.01 41.13 
254.52 42.21 
253.71 45.93 
255.81 41.96 
260.78 40.96 
247.20 43.70 
255.03 42.11 
263.96 43.62 
255.22 43.86 
266.24 40.17 
257.99 41.56 
247.93 43.54 
259.89 41.05 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1987 


Municipality 


TUTE PEE eee Teer eee eee ee eee e eee eee eee eee 


AION te tec accear eee etue seater ssclanssaorsemeet 
PAIVINSLON soo carccowto see artteoasciteetesennsetst 
JAMRETSEDUT Eire ccc te ccnceden sevens veloc etre 
ANTICASECE sop ce sn aeace ve os aoa nonceascamenorsrnnance 


Apple 


Arthur 


1 ee ancanecanacdnasocadacarcase ban ahs 


POOR e eee meee meee enews eee eeese ser ereseeee eee 


Beacnourgiste.iccsncstssaatcnees vcasseap ee foes 


Beeton 


eee reer eee e eee eee ee eee eee eee eee eee errr) 


Belle WRiver esc. 20. tec cucsceuteesectcra cacavee 
Bellevilleses: aite.r avceeteacsdecncec testes 


Blenhe 


Hl Serce ec cass natarstaetecsedceces teraction 


Bloomfield. tecicc esate ert ee aease 


BoODCayQeON cus cids ens deasstacawassaictsepseastes 
Bothwell csiccccascecchsctus attittes cca ansscpe arenas 
Bracebridge... it aatenecddcdensies desoucnca ons 
Bradford Rance sscsaisanscssseacnsetcsrartinces 


Byanttord aces eccecossetens acct aes eeceetes 
Brantiord wp) ce.cceeetinee.ssssncesnmee siete 
155 ¢2721 0111 adhe OCRRROSGR Sieh DSR CEE ore ¢ 


Balance at 
December 31, 1986 


$ 
222,075.00 
5,355 ,924.00 
1,309,020.00 
321,716.00 
1,254,719.00 


803,802.00 
175,660.00 
2,276,535.00 
884,546.00 
57,457.00 


125,951.00 
2,382,773.00 
561,236.00 
1,346,885 .00 
3,641,903.00 


49 275.00 
1,787,450.00 
663,901.00 
12,769 ,921.00 
292,044.00 


215,105.00 
150,587.00 
322,180.00 
646,428.00 
11,217,287.00 


242,378.00 
528,345.00 
1,023 582.00 
222,304.00 
343,900.00 


514,681.00 
248,662.00 
620,870.00 
1,172,885 .00 
35,206,695 .00 


21,961,910.00 
3,355,118.00 
85,391.00 
828,883.00 
1,229 ,607.00 


7,518,942.00 
299,531.00 
286,006.00 
314,072.00 
23,224,245 .00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
20,745.00 
828,778.00 
148,436.00 
41,218.00 
133,537.00 


89,597.00 
14,653.00 
229,802.00 
98,212.00 
4,862.00 


9,435.00 
278,359.00 
60,626.00 
130,871.00 
567,615.00 


5,943.00 
161,468.00 
83,235.00 
1,610,398.00 
34,686.00 


24,462.00 
17,044.00 
34,885.00 
77,581.00 
1,240,653.00 


22,284.00 
45,819.00 
124,039.00 
22,992.00 
33,443.00 


76,910.00 
22,735.00 
86,972.00 
153,391.00 
5,193,033.00 


2,044 908.00 
311,376.00 
7,739.00 
93,874.00 
129,030.00 


757,405.00 
26,914.00 
24,415.00 
35,970.00 

3,174,095.00 


Transfers 
and Adjustments 


2,861.00 


27,249.00 


Balance at 
December 31, 1987 


$ 
242,820.00 
6,184,702.00 
1,457 ,456.00 
362,934.00 
1,390,708.00 


893,399.00 
190,313.00 
2,506 ,337.00 
982,758.00 
62,319.00 


135,386.00 
2,661 ,132.00 
621,862.00 
1,477,756.00 
4,209 518.00 


55,218.00 
1,951,779.00 
747,136.00 
14,407,568.00 
326,730.00 


239,567.00 
167,631.00 
357,065.00 
724,009.00 
12,457,940.00 


264,662.00 
574,164.00 
1,147,621.00 
245,296.00 
377,343.00 


591,591.00 
271,397.00 
707,842.00 
1,326,276.00 
40,399 ,728.00 


24,006,818.00 
3,666,494.00 
93,130.00 
922,757.00 
1,358,637.00 


8,276,347 .00 
326,445.00 
310,421.00 
350,042.00 

26,398 340.00 


Equities Accumulated by Municipalities 


STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


THROUGH DEBT RETIREMENT APPROPRIATIONS 
For the Year Ended December 31, 1987 


Municipality 


CachEm Bay siete caieassegecencctteccnsivesesans 
CaledOn aad e se savetncnetesncscatoes sssiteceeuests 
Cambridge-North Dumfries 
Gampbelllordirnce.3.- 08-0 ce aiee te eeeecesenee 
CADIEOL Aa dateven eceds ctiaceedeeewsansasesness 


Gardinialvansnetaest: scans btles sac ahtee oeteds seuasioste 


Carleton Place 


CASSEL AN. Mera sce cccgteeos tere ose sais nuns s 
OH AIKMRIVER tes. ccccteeteococct hie cavowacs ona 


eee neem eee eee e ee eeetaeeseeeee 


ENAth am etaseieccseradenster se see tacasuiacnesteee’s 
KO NATS WOT see es ccc drernecsue tse ialsnaiccee sess 
REROSIOW BNA NG occ src ctees veaaWiivccevtasastadi 
MCNESTEIVIlleienceencc cok veces cates co heauiseae vee 
RO NTLOd eae ee eeetc wassia tere no eebs < cemeraaeenels 


KSODOULS cae edesi tonnascs asses tttetseesssusees 
AP OCH TAN C Mec a ec cock feces Melemnscaticn Seeens 
ME QIDOMNOM serene tec encee desse sae ee noms sisi sisigas 


BOIAWAte las. tetaccsccsccteec coretorsetwaiiiee’s 
COMING WOO en. aceaicctesicessateecccasnuse vos 
SE QMUEL Ise Aitacesae coven sans seehao ondetesenioats 
TOOOKSTOW eee cane sntee eo sus c2ehicoveseacansees 


BRS FECINOTE Meee ve cose ss Ho ansue een une oasnevct's 


MASH WOO Rstrnt ones cons esac ceeenseeoesconese 
BI CCDMRIVC umm iitecscesscsaccs eee nscatese neces 
ED CLAWATORs ratte Meson bs ccoseesetits ssccneeseatss 


PIESETONLO Mare atsceoresdennecctereniesciesene ters 
TAY LON erg chee nc 5 rsa's aon crn sean eee cate ence 
BOTESCE Neen ct siacciseokachs ccies Site vans ce swsnees 


BPASUMYCOT KA ee aides vceoctoindsthlls ovccceueedrs 


East Zorra-Tavistock 


BEAU iLe lee Rents cc eis vedhn sc doaet@win wee nisaonees 
BAVC MERE Men chan sce aithcginakteesuesiccesses: 


Balance at 


December 31, 1986 


$ 
139,954.00 
1,360,174.00 
24,368, 134.00 
667,450.00 
755,183.00 


325,137.00 
1,735,499.00 
458,271.00 
191,574.00 
698,601.00 


11,478,067.00 
128,320.00 
640,183.00 
686,218.00 
184,369.00 


939,419.00 
264,091.00 
4,950,501.00 
1,350,896.00 
482,146.00 


353,176.00 
4,888,868.00 
192,247.00 
216,707.00 
151,095.00 


293,056.00 
144,687.00 
1,456,449.00 
108,662.00 
986,119.00 


517,820.00 
235,802.00 
868,750.00 
1,487,766.00 
112,951.00 


433,932.00 
4,085 431.00 
1,524,241.00 

688 ,482.00 

225,315.00 


23 ,882,310.00 
693,815.00 
244,722.00 
365,258.00 

82,857.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
15,725.00 
196,560.00 
2,485 ,204.00 
96,016.00 
72,738.00 


32,082.00 
167,132.00 
66,633.00 
20,078.00 
87,902.00 


1,138,403.00° 
11,899.00 
53,898.00 
68,058.00 
16,492.00 


75,597.00 
26,991.00 
482,913.00 
153,737.00 
49,291.00 


33,168.00 
554,104.00 
18,224.00 
23,642.00 
18,652.00 


33,307.00 
10,625.00 
155,921.00 
10,937.00 
93,207.00 


43,828.00 
22,251.00 
88,559.00 
159,558.00 
9,623.00 


49 587.00 
389,802.00 
123,211.00 

57,478.00 

19,266.00 


2,114,795.00 
63,755.00 
28,539.00 
42,132.00 
6,367.00 


and Adjustments 


Balance at 


$ 
155,679.00 
1,556,734.00 
26,853 ,338.00 
763,466.00 
827,921.00 


357,219.00 
1,902,631.00 
524,904.00 
211,652.00 
786,503.00 


12,616,470.00 
140,219.00 
694,081.00 
754,276.00 
200,861.00 


1,015 ,016.00 
291,082.00 
5,433,414.00 
1,504 633.00 
531,437.00 


386,344.00 
5,442,972.00 
210,471.00 
240,349.00 
169,747.00 


326,363.00 
155,312.00 
1,612,370.00 
119,599.00 
1,079 ,326.00 


561,648.00 
258,053.00 
957,309.00 
1,647 324.00 
122,574.00 


483,519.00 
4,475 233.00 
1,647 ,452.00 

745,960.00 

244,581.00 


25 997,105.00 
757,570.00 
273,261.00 
407,390.00 

89,224.00 


87 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1987 


Additions in the 
Balance at Year through Transfers Balance at 
December 31, 1986 | Debt Retirement and Adjustments | December 31, 1987 


Municipality 


Appropriations 


$ $ $ 
lore eae oo coseas stress costanereancauetiens 632,867.00 61,641.00 694,508.00 
Shiela) (int nacht cco dic tepeErmoncntce: caacdorepencrces 452,295.00 76,856.00 $29,151.00 
Erie aU ee ees cance tiec au eentncnincescaenans 177,745.00 15,071.00 192,816.00 
EST Aen cesckcoteacavemnaauenacennees 732,558.00 117,982.00 850,540.00 
SANG Cote os ws nant eruaccuvs de anensaoeds 1,151,301.00 130,080.00 1,281 ,381.00 
SSO NSAID dha cana ceateveunigns coaveoousenues 1,187,244.00 141,973.00 1,329,217.00 
Etobicoke mrt. tnscccmec cues decastiacs satoaee 86,608,758.00 9 658,664.00 96,267 ,422.00 
ENE tere etre a eh cosas se camee sissies ance cecesaess 1,180,192.00 119,229.00 1,299 ,421.00 
FenelontRalisiecysc:coctessecraceeenutisecestes 455,026.00 68,422.00 523,448.00 
erousitrme tte occa nodscasdsewscsssanteoeines’ 2,648 906.00 279 ,837.00 2,928,743.00 
[Silat 0 in asaahetcn Bo ASSES ARCO ASP Se ACOCOR RET 126,388.00 12,551.00 138,939.00 
Plamboroughe.t..cccuectearecoatenssotsenesenrs 680,506.00 65,698.00 746,204.00 
PleShertoste heres cncceceduecccacuenonerevtenees 203 ,632.00 18,939.00 222,571.00 
FOLEStH peer ete ise decorum scnaniécg meson ensure 834,866.00 78,416.00 913,282.00 
POrt@hranceseee. reac scts cesatoonecs sore sieans 2,288 ,378.00 196,985.00 2,485 ,363.00 
Brankfordieee ee tacsctois:sesscandesueeoeutienns 381,272.00 47,268.00 428,540.00 
GEOTSINA WE core tcccsccuaoneecesria'searonas 722,244.00 76,620.00 798,864.00 
Glencoes Ra Re ee ites eek cocemounesuiseoncane 471,376.00 49 229.00 520,605.00 
CGlOUCESTE TE Ritts ss cacsece sch ouenesepeeeorae vaee 11,739,565.00 1,827,076.00 13 566,641.00 
GoOdeniChiRt ses te ccor cs. cee se. cetera vesteruses 2,999 ,282.00 284,506.00 3,283 ,788.00 
GOuIDOULI eetasnaee teas tenticndieeronecseeneeie 573,797.00 78,526.00 652,323.00 
GrandWBendyee ee. ences encuteaseoencrteates 341,777.00 40,134.00 381,911.00 
GrandG Valley aie. crc. teen sscaeuecucccwsceres 290,350.00 29,552.00 319,902.00 
GYantOnre esp sees oko ae eens 100,813.00 8,899.00 109,712.00 
CSTAVEDNUIStie hares cnass Renee nceccne seein ee 1,192,246.00 115,851.00 1,308,097.00 
GriMsD eae Rid eves actecresoisoinzeetcsteinnen ees 2,755,055 .00 337,013.00 3,092 068.00 
Guel pls setae een castes sees rence steers 23,427,025 .00 2,654,203.00 26,081 ,228.00 
Hraldimande sens 2 .scadccnescesnnsnenoterseee 1,646,108.00 141,344.00 1,787 ,452.00 
Haltonwbiiliseet: cs ssc.@ ocean ceeee 8,336,762.00 910,984.00 9,247 ,746.00 
Flarmltonecrmene eacs coders tee asairencrsecer ats 164,195 ,386.00 14,280,115.00 178 475,501.00 
1a EVONTS ds cites ARMOR, SCRE nr osoan 2,290,522.00 212,487.00 2,503 ,009.00 
I SrristO nine: sete ase.s sae eccarnescece ee aeren 634,656.00 51,308.00 692,100.00 
Riarro wie ate ince teamkeieasnuonceeeeedtaseee 742,684.00 74,002.00 816,686.00 
HY aStin gs tae eecadhsseteantesaanenisncas seinen sears 260,403.00 29,802.00 290,205.00 
Pa VelOCK MS: BO 8. Snsckistsastbenchsanteesencess 317,385.00 33,530.00 350,915.00 
IAWKESDUMY soho acceteencie heme cen eens 3,715,470.00 484,205.00 4,199 675.00 
PAGCATS Ue Sh Bees cccodiasucniasnnnaoeetnaos 1,967,815.00 280,129.00 2,247 ,944.00 
ACS Al eawene es dea hee ceardarah seceen eee 483,751.00 46,963.00 530,714.00 
VOUS COIN Peete detec cnisisinelsbicitaticeesn ween nee yan 52,298.00 4,726.00 57,024.00 
AUS Vere tt se 2 sh doth a wnicdauier nahavidieciense 1,391,479.00 131,749.00 1,523,228.00 
Mri Gerso ll tira eee ee axes ches ncnineins scapualaanies 2,782 ,636.00 265,801.00 3,048 437.00 
PrOGUOIS termites fe ahaa saunas ceanteasons 621,275.00 63,131.00 684,406.00 
WrOGUGIS RallSiee. eacess cndhvsaso7reneceteeeh acess 76,003.00 67,372.00 143,375.00 
Kanata meet teaievaccadiannasssicssiscahatnenen 4,175,659.00 714,295.00 4,889 954.00 
ISADUSKASIN Ghee erat Manek cali selsseccus vest 1,473 ,480.00 141,078.00 1,614,558.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1987 


Kingsville....... 
Kirkfield 32.5.0: 


Municipality 


TCHENET= WiIUMOl. dc crs acceceessacdsescseeves 


Orignal:...... 
Lakefield....... 


Wanark’.-cc.cecs: 
Lancaster....... 


Reem neem ene eet ane seen eeeeeeeaes 


oeree eee eee eee eee eee eee eee) 


Pere e reer rere eee rere reer eee 


eardereleaKkOwl WP .ceses. scot seco sosceseasias 


Latchford....... 
Leamington.... 


REINCOIN wanes eo. 
REINGSAY «2.00.0. 


Magnetawan... 
Markdale....... 
Markham....... 


Midland......... 
Mildmay........ 
Millbrook ...... 


Milverton....... 
Mississauga .... 
Mitchell......... 


Morrisburg..... 
Mount Brydges 


Mount Forest 


Nanticoke ...... 
Napanee........ 


eee meee ween e ere reeseesseesesees 


Peete meee renee eee reer eeneneeeeees 


eee meee eee n ene e eee aeananees 


eee meee e nee ee rere sees anaes esees 


Poorer eereeeeree eee rere rere ees 


Peeeeeeer reer errr ee eee eee eee eee 


eee meee eee eens ewes eeeeeeeee 


Poeeee eee eee ree eee eee eee eee eee ey 


errr errr eee reece reer eee eee) 


eee meets cece eer eeeessereeesesees 


eer e eee eee reer errr ere eee eee 


PoeeeeeeEeE CCE Ee ee eee eee eee rey 


deem meee eres eres sere eseseeses 


eerrr rrr reer errr errr eee eee eee eee) 


Additions in the 
Year through 
Debt Retirement 


Balance at Transfers 


December 31, 1986 


$ 


211,852.00 


803,913.00 


386,599.00 


1,371,956.00 


215,423.00 


138,313.00 


Appropriations 


$ 


882,484.00 91,631.00 
2,151,896.00 275,583.00 
125,859.00 14,112.00 
1,713,183.00 189,365.00 
17,394 ,161.00 1,780,217.00 
1,234,891.00 129,054.00 
62,786.00 6,410.00 
43,609 391.00 4,554 ,387.00 
355,311.00 51,939.00 
741,836.00 86,642.00 


23,173.00 


185,774.00 23,067.00 
252,639.00 24,194.00 
85,313.00 9,812.00 
3,302,023.00 352,167.00 


84,582.00 


4,801 ,594.00 506,058.00 
1,971,908.00 187,063.00 
63,888 ,017.00 6,973 811.00 


39,820.00 


392,485.00 32,234.00 
440,304.00 43,271.00 
54,374.00 7,251.00 
454,168.00 56,230.00 
17,836,609.00 3,299 396.00 


346,458.00 39,427.00 

62,494.00 6,056.00 
269,007.00 32,477.00 
259,383.00 24,503.00 
218,569.00 18,917.00 


112,693.00 


164,666.00 12,638.00 
4,569,469.00 418,233.00 
218,132.00 22,437.00 


26,905.00 


6,696 ,242.00 983,303.00 
482,269.00 34,802.00 
79,079 231.00 12,203,160.00 
1,044,518.00 95,273.00 


10,438.00 


690,690.00 85,887.00 
225,957.00 27,073.00 
1,054,905.00 105,615.00 
1,647 ,328.00 143,312.00 
1,621 ,687.00 161,473.00 


and Adjustments 


Balance at 


$ 
974,115.00 
2,427 479.00 
139,971.00 
1,902,548.00 
19 174,378.00 


1,363,945.00 
69,196.00 

48 163,778.00 
407,250.00 
828,478.00 


235,025.00 
208,841.00 
276,833.00 
95,125.00 
3,654 ,190.00 


888 ,495.00 
5,307 652.00 
2,158,971.00 

70,861 ,828.00 

426,419.00 


424,719.00 
483,575.00 
61,625.00 
510,398.00 
21,136,005.00 


385,885.00 

68,550.00 
301,484.00 
283,886.00 
237,486.00 


1,484 ,649.00 
177,304.00 
4,987,702.00 
240,569.00 
242,328.00 


7 679,545.00 
517,071.00 
91,282,391.00 
1,139,791.00 
148,751.00 


776,577.00 
253,030.00 
1,160,520.00 
1,790 ,640.00 
1,783,160.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1987 


Nepean ...... 


Newmarket . 


Municipality 


Deere meee reese nese eeeeseneerereeeee 


INiagara@ballss.si.ccsssdunsestisevacdan-saesaacer 
Niagara-On-The-Lake .............:.cseeseeee 
Nickel. Gentren wicca ccarsnn acter senses ones 


Nipigon Twp 


Oil Springs . 
Omemee..... 
Orangeville . 


Orillia ........ 
Oshawa...... 


Pembroke... 


PEnelanenishene ccnp ssnmesssnananceceets 


Pertinent 


Peterborought.c.; sssnerosonnderactestessanssee 


Petrolia ...... 


Pickering .... 
PICCOM eg cen 5 
Plantagenet . 


RSITUMES WAL  vaivs'snich sn sie wevivias crcnsrenee dees 
RO TEMES EWE IIA bisa saves» ia pode rinereaenonisarers 


Port Elgin .. 
Port Hope.. 


POTPRIAG INCOM terre crater nas detes as cccerasenare 


Port Stanley 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


Transfers 
and Adjustments 


Balance at 
December 31, 1986 


$ $ 
16,836 ,209.00 2,487 ,966.00 
128,783.00 10,571.00 
114,956.00 12,945.00 
93,474.00 9,568.00 
4,328,477.00 415,138.00 


5,817,113.00 875 873.00 


16,873 ,533.00 1,731,162.00 
2,607 ,229.00 333,077.00 
396,767.00 41,949.00 


606,818.00 48,316.00 


152,522.00 13,367.00 


12,900,999.00 1,387 ,354.00 
220,662.00 25,191.00 
122,976 ,352.00 14,503 ,857.00 


674,381.00 55,614.00 


302,102.00 31,767.00 


26,323 ,770.00 3,310,383.00 
173,992.00 12,534.00 
207,662.00 23,674.00 


2,880,508.00 387,087.00 


4,837 ,587.00 611,839.00 
37,289 887.00 3,027 754.00 
93,701 ,156.00 10,823 ,717.00 

6,714,935.00 702,170.00 


309,615.00 29,895.00 


584,073.00 47,864.00 


1,892 ,687.00 177,156.00 
451,040.00 44,208.00 
1,740,104.00 207 ,067.00 


495,971.00 50,381.00 


2,423 247.00 341,303.00 


1,592,161.00 185,720.00 
2,333 ,042.00 254,654.00 
18,701,734.00 1,809,501.00 


1,164,649.00 97,949.00 


6,859 824.00 1,216,440.00 


1,503 ,394.00 120,209.00 
232,274.00 28,395.00 
1,889 ,988.00 166,681.00 


118,861.00 12,138.00 


4,866,666.00 557,631.00 


1,664,541.00 198,053.00 
4,439 856.00 554,178.00 
444 295.00 44,597.00 


533,073.00 42,753.00 


Balance at 


December 31, 1987 


$ 
19,324,175.00 


139,354.00 
127,901.00 
103,042.00 
4,743,615.00 


6,692,986.00 
18,604 695.00 
2,940,306.00 
438,716.00 
655,134.00 


165,889.00 
14,288 353.00 
245,853.00 

137 480,209.00 
729,995.00 


333,869.00 

29 634,153.00 
186,526.00 
231,336.00 
3,267 595.00 


5,449 426.00 
40,317,641.00 
104,524,873.00 
7,417 ,613.00 
339,510.00 


631,937.00 
2,069,843 .00 
495,248.00 
1,947,171.00 
546,352.00 


2,764,550.00 
1,777,881.00 
2,587 ,696.00 
20,511,235.00 
1,262,598.00 


8 076,264.00 
1,623 ,603.00 
260,669.00 
2,056 669.00 
130,999.00 


5,424 ,297.00 
1,862,594.00 
4,994 034.00 
488,892.00 
575,826.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 


Rainy River... 
Red’ Rock .«.... 
Renfrew ........ 


ROGNEYe.. a: - 
Rosseau......... 
mussell’s.5. seek. 


THROUGH DEBT RETIREMENT APPROPRIATIONS 
For the Year Ended December 31, 1987 


Municipality 


BanGiwichy West DW a tcccesensnsnennescesennt 


Sarnia eer. wad. 


Scarborough... 
Schreiber Twp 
SCUPOR Ee arces. 


SOUL = VW EStROXLOLG cae accmswiievedeesacectacite 


Southampton.. 
Springfield ..... 
St. Catharines . 


Tecumseh ...... 
Teeswater...... 


eee eee eee eee ee ee ee a) 


COS AVAT IVD. onde icc otcnienin ssvidsye neneed® 


Thamesville.... 


Balance at 


December 31, 1986 


$ 
1,494,054.00 
31,670.00 
259,131.00 
252,068.00 
1,936 ,970.00 


8,785 610.00 
805,722.00 
210,892.00 
835,790.00 
257,620.00 


244,259.00 
78,039.00 
273,561.00 
2,000,199.00 
21,216,558.00 


86,547 067.00 
532,126.00 
1,006 ,279.00 
722,822.00 
694,325.00 


4,599 ,549.00 
830,593.00 
3,319 ,699.00 
284,251.00 
234,431.00 


822,746.00 
908,044.00 
115,424.00 
43 831,099.00 
445,195.00 


8,488 861.00 
1,956,878.00 
564,487.00 
464,227.00 
8,065 581.00 


9,723,993.00 
2,255 952.00 
1,302,817.00 
20,292,207.00 
249,708.00 


258,074.00 
1,165 ,021.00 
363,497.00 
646,808.00 
329,335.00 


Additions in the 
Year through 
Debt Retirement 
Appropriations 


$ 
134,728.00 
3,727.00 
24,928.00 
18,396.00 
236,630.00 


1,292,376.00 
74,050.00 
17,062.00 
137,356.00 
35,609.00 


22,909.00 
7,754.00 
39,210.00 
248,493.00 
1,374,335.00 


11,062,749.00 
58,165.00 
119,105.00 
55,450.00 
79,681.00 


477,301.00 
91,645.00 
291,076.00 
30,329.00 
27,094.00 


55,351.00 
95 362.00 
10,042.00 
4,610,077.00 
65,809.00 


801,036.00 
135,936.00 
63,379.00 
49,603.00 
1,005 ,854.00 


885,048.00 
253,523.00 
152,194.00 
2,124,606.00 
30,948.00 


23,634.00 
158,897.00 
32,332.00 
70,553.00 
26,069.00 


and Adjustments 


Balance at 


$ 
1,628 ,782.00 
35,397.00 
284,059.00 
270,464.00 
2,173,600.00 


10,077 ,986.00 
879,772.00 
227,954.00 
973,146.00 
293,229.00 


267,168.00 
85,793.00 
312,771.00 
2,248,692.00 
22,590,893.00 


97 609,816.00 
590,291.00 
1,125,384.00 
778,272.00 
774,006.00 


5,076,850.00 
922,238.00 
3,610,775.00 
314,580.00 
261,525.00 


878,097.00 
1,003 ,406.00 
125,466.00 
48,441 ,176.00 
511,004.00 


9,289 897.00 
2,092,814.00 
627 866.00 
513,830.00 
9,071 ,435.00 


10,609 ,041.00 
2,509 475.00 
1,455 ,011.00 

22,416,813.00 

280,656.00 


281,708.00 
1,323,918.00 
395,829.00 
717,361.00 
355,404.00 


Ot 


December 31, 1987 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1987 


Additions in the 
Year through 


Balance at Transfers Balance at 


Municipality December 31, 1986 | Debt Retirement and Adjustments | December 31, 1987 
Appropriations 
$ $ $ 
Thedford eeccc}. caetegoscos stress ideas cyseaeees 216,645.00 17,837.00 234,482.00 
PHEsSaloniie. isc ss saccsmonene eee seeneeees 366,016.00 45,844.00 411,860.00 
SPHOMMDULY erat capone eves eeeeteeacetovenevaes 433,402.00 51,646.00 485,048.00 
Thorndale meres esecsevosseee ce eectaeneaens 105,949.00 8,490.00 114,439.00 
ELHOrMEOM ee rarctaciessatcasiesseaes wow seloeindetnece 104,602.00 12,900.00 117,502.00 
1 Bator Ks) (alse Sen ORR on tncncudsecacr siaoctere 4,365,678.00 394 287.00 4,759,965.00 
THUNders Bay 2c second troseae sees evs cveewesee 44,079 ,723.00 2,904 304.00 46,984 027.00 
Tilbury seeen eaeee caane ee tots csanentecn seas epaetser 1,339,875.00 177,249.00 1,517,124.00 
JBI Nos alol th ole acpne cape tonctacrncnAat on moctcaor 3,315,223.00 390,290.00 3,705,513.00 
TOTOMLO MM erre aera s alee oto eeer eee eesociase eae 287,779 ,649.00 23 501,457.00 311,281,106.00 
RROLEMN AT eer ccaesu cutee cece tetsornne Paces 456,397.00 62,223.00 518,620.00 
TETENtOM meme esavetean sus eer Mean dovsanaceoels 6,284,680.00 708 968.00 6,993,648.00 
TE WEE eet armaciccncccsles stun einoe Satine a vaeelaaronies 556,939.00 52,882.00 609,821.00 
UxXbrid gett css tews se tocscaeieanasulecnsadimnnes 932,216.00 88,047.00 1,020 263.00 
Vankleek Pillitinscc.cneccaitcersnscsenecscianes 395,790.00 53,533.00 449 323.00 
VAR DANA eit ve ckenstanccatvorneainadaewercens 11,945 ,752.00 2,811,793.00 14,757,545.00 
VictOniaeHarbournncressas-cteeescsn ert 263,939.00 30,085.00 294,024.00 
Walkertorisa tse cccc ccm. Macca en cnice natalie 1,673,920.00 165,700.00 1,839,620.00 
Wallaceburgceceswccurcteseacerth sens cvemnes sess 5,588,150.00 578,753.00 6,166,903.00 
Wiardsvillete nors.ccsncme nde cates daviaetionteterse 97,161.00 8,551.00 105,712.00 
Warkworth renarsasuesensa ccs toncnseccnenntecnte. 159,613.00 17,942.00 177,555.00 
WasagavBeachiinsssasesaiersarceissnowsneses 1,870,711.00 221,891.00 2,092,602.00 
Waterloo-Wellesley-Woolwich ............. 20,137,964.00 2,545 ,297.00 22 683,261.00 
Watford ees iraccaritssnccie soem eaesloswegeoawia's 498 319.00 36,979.00 535,298.00 
Waubausheneia.cccicasorenette ceusdesecenne: 183,279.00 20,074.00 203,353.00 
Webbwood eisaiicscgarvses ooeavceeaeeenue ance 92,158.00 10,917.00 103,075.00 
Welland ites sscacncdeassaontnarsaewcunauaiaee 11,945 ,123.00 1,131,785.00 13,076,908.00 
Wellingtonle).s.ccresimacsrteecacdesaadeodes: 322,343.00 35,968.00 358,311.00 
Westelincolnt te caiosescceetetccus- conseiveoe 262,101.00 29,819.00 291,920.00 
Westeleorne tesntaiarsctucers Mtesanedecsausct te 505,874.00 47,651.00 553,525.00 
Westministers Twp. sina. .sascesesssecdnsesss- 453,072.00 52,139.00 505,211.00 
Westportqrrer tet. ctessdersensdatennansdavesisess 216,922.00 25,108.00 242,030.00 
Whe atle yrs os ieisccges aledetteecnsevcncsenes 425,928.00 39,151.00 465 302.00 
WHitDy Ate foctedducsensoussteenieecsraeeaareas 8,204,300.00 1,149,007.00 9 353,307.00 
Whitchurch-Stouffville...............0cceeeeee 1,367 ,865.00 191,450.00 1,559,315.00 
Wiarton tereiinc: sacmsannioeten focuses sesmeeces 659,669.00 65,059.00 724,728.00 
WilltamsbUrpisad.ccoracaics nese cnadensasa dee 104,370.00 9,069.00 113,439.00 
Winchesterces trace cess steerer amore de ete. 846,292.00 99,599.00 945,891.00 
Wind SOn aes seace peck eee acted tes Maamenees 68,453 ,633.00 7,048 871.00 75 ,502,504.00 
WiINPhAM ia acccvsuasuaenstedteussieriedeentves 1,540,121.00 109,091.00 1,649,212.00 
NV OOUSLOCK terns cracencmisccbctetiemteanscnaaa ras 9,617 348.00 873,336.00 10,490,684.00 
WOOGUIDLGA crceeesncctete nommterennarenercuenees 143,039.00 15,482.00 158,521.00 
WV OMAN Beatroe asics sasaenertanrebansanstenranmes 311,741.00 35,115.00 346,856.00 
VOLS ra sss wnrasievsnoeeeeanesnoanenmanes 28 054,786.00 2,361 ,898.00 30,416,684.00 
FSG Os capiooch. OO ROPER PCETE CN TEROSOTECE 652,413.00 64,504.00 716,917.00 
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STATEMENT OF EQUITIES ACCUMULATED BY MUNICIPALITIES 
THROUGH DEBT RETIREMENT APPROPRIATIONS 


For the Year Ended December 31, 1987 


Additions in the 
Balance at Year through Transfers Balance at 
Municipality December 31, 1986 | Debt Retirement and Adjustments | December 31, 1987 
Appropriations 


$ $ $ $ 
Tab aS "ober axeoce coe ane 7c oe doebon: ridondaedgedcd. 245,803.00 23,200.00 _— 269,003.00 
Motals MUNICIPALICIES :.p...0 seers seroven cient 2,026,023 ,096.00 217,757 963.00 39,429.00 2,243,820 488.00 
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APPENDIX III — POWER DISTRICT 


RETAIL AND DIRECT CUSTOMERS 


Ontario Hydro provides service to retail and direct customers through the 
Power District operation to customers not served by municipalities or private 
power companies. This operation is viewed as comparable in scope with that 
of a municipal utility. Service to retail customers, including residential, farm, 
and general customers, and service to direct customers is administered 
through 47 area offices, six regional offices and the Regions and Energy Man- 
agement Branches at head office. The various classes of service are described 
below. 


RETAIL CUSTOMERS 


Residential Service 


Residential service is provided to single unit dwellings used only for living 
accommodation. It embraces two kinds of service — continuous-occupancy 
service and intermittent-occupancy service. 


Residential continuous-occupancy service is provided to dwellings consid- 
ered to be customers’ permanent residences. There are two classes of contin- 
uous-occupancy service for rate purposes-class R1 for service in designated 
zones of high customer concentration where there are at least 100 customers 
of any class in a group with a density of not less than 15 customers per kilo- 
metre of line, and class R2 covering service elsewhere. 


Residential intermittent-occupancy service is provided to any single unit 
residential dwelling which is not regarded as the customer’s permanent resi- 
dence and is occupied intermittently throughout the year or part of it. As 
with continuous-occupancy service, there are two classes of intermittent-oc- 
cupancy service for rate purposes, designated R3 and R4 for zones of high 
and normal customer concentrations respectively. 


Farm Service 


The farm class includes single-phase or three-phase electrical service to the 
farm residence and to all buildings and equipment used in the production and 
processing of farm products. For purposes of classification, a farm can in- 
clude a year round residence as well as a business as long as the service to the 
year round residence is supplied through the same meter as the service to the 
business. The business, which is agricultural production on a continuing ba- 
sis, must be carried on at such a level as to ensure that the farm is a viable 
economic unit. 
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96 Appendix III — Power District 
General Service 


The general class includes services to all businesses, excluding those that 
fall within the farm class. Customers may receive either single-phase or three- 
phase electrical service at secondary, rural primary, sub-transmission, or 
transmission voltage. 


DIRECT CUSTOMERS 


These customers each have a demand exceeding 5000kW and are served di- 
rectly under individual contracts with Ontario Hydro. Most are located out- 
side the service areas of municipal utilities. Where Ontario Hydro provides 
service to a direct customer located within the distribution area of a munici- 
pal utility, this is done only with the agreement of the utility. At the end of 
1987, Ontario Hydro provided primary power to 106 direct customers. 
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PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS 


Areas by Regions 


Central Region 


SUNG AS een eee 5A GATE ks, cake ate ateane 
Feneloniballstev.as.« ¢ o(ccAiehok: cae ene 
*Guelphtweeaeede <6 op ceetek Clore 
Lakeshore, 34,8555 Jae eee 
Newmarket aie 1.4 6c eee ee ee 


Western Region 
Beachville ... 


ESSSCXar ue pees 


Lambton. ae 
SL incOlnie teas 


Eastern Region 
* Armprion 6c 
Bancroft ce. 


Perth eee 


Tweed ..... 


*Includes non-utility generation accounts. 


as at December 31, 1987 


Number of Customers 


Residential 


Intermittent 
Occupancy 
or Seasonal 


Continuous 
Occupancy 
or All- Year 


Primary Line 
Farm General Total 


13,958 17,544 
10,980 23,088 
8,326 15,865 
15,337 22,005 
21,902 29,117 
12,084 22,541 
130,160 

9,208 16,673 
6,449 15,793 
7,017 12,012 
15,285 24,011 
8,453 17,926 
14,430 22,188 
9,314 13,135 
13,861 25,680 
7,161 13,723 


18,951 91,178 12,543 42,855 14,565 | 161,141 


8,671 12,485 
4,051 12,314 
95152 14,709 
135532 21,303 
12,506 18,079 


21,804 30,488 
10,464 20,644 
7,719 12,643 
S122 13,921 
10,969 17,040 


25,418 32,959 


23,415 130,008 37,268 23,483 15,826 | 206,585 
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PRIMARY LINE, NUMBER OF RETAIL CUSTOMERS (Cont’d.) 
as at December 31, 1987 


Number of Customers 


Residential 


Intermittent 
Occupancy 
or Seasonal 


Continuous 
Occupancy 
or All- Year 


Areas by Regions Primary Line 


Km Farm General Total 


Georgian Bay Region 
PATHSCOM Ae arn ols Sie Memepe ee hae! ata deh 9,830 
TAUrOnia eae. Sesh ore ohaae ole Es. cmeen ate 38,764 
IMiineriE 2 i: Seed ee, s Reo cl Shae Gta 15,407 
MuskOKa” ZRRG i) ars alecate tere Sears 36,127 
ParrysSound} qiltis tain. ean shine eieyn Arar 13,499 
Penetang eae. a alter e ehats re kl TEUS2 
Orangevillews fos son nals ecko. oct sie 15,156 
OWentSGUNG) 20> Gone aes pinata: penn anes 24,873 

PNV AIKETLOR Pel awendinuet catc cece ee ee ATARI /e norte 17,428 
RO TCA ae eke Ue hie act AM ota tea 188,236 
Northeastern Region 

HAILO OMA son. ovebakcie iso ce fate UasN! ahletioy ole ates 10,235 12,925 
Kapuskasing bpeia sxe. cwette (eters sn elt 6,043 7,914 
Kirklandiake cra sth. sy noes ae Geen 6,095 7,705 
Manitoulinka atria ines Wekomorstats! Crore 3,629 7,334 
News Liskeardiautiace a unm, lava acne ks 7,589 10,910 

SNOMth Bayon: tacts Gis se eeetedebe hs alsoeaNL W552 11,724 
SUGDUTY Satereloraia oh ciel dee ete) nett celemuaeatel 18,792 22,498 

PVD LIANIMEES BANE eae lo fis PIS Corus ites oR ce) SEE 19,544 23,762 
WARREN aobaaa rattan tice heart tadicbaus aoe on 4,408 7,834 
TOTAL 112,606 
Northwestern Region 

*Dryden 8,564 
Fort Frances 4,623 
Kenora 7,010 
Thunder Bay 17,012 


EEA Mine ieee Me Nee 5833 | 23,004 5,232 | 37,209 
TOTALIRE PAID nec sie ats rete iacnere 91,746 493,795 165,522 105,880 835,937 


*Includes non-utility generation accounts. 


ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Class of Service 


Residential... 


Continuous 
Occupancy 


Residential... 


Intermittent 
Occupancy 


POWER DISTRICT 


kW.h 


5,808,048 ,700 
5,904,562 ,900 
5,892,631 ,400 
5,888,096 ,900 
5,808,757 ,400 
5,981,830 ,600 
6,006,290 ,900 
6,606,569 ,000 
6,787,660 ,500 
7,153,181 ,800 
7,485 851,785 


442,048,500 
431,715,700 
453,115,800 
449 596,600 
487,495 900 
508,166,800 
484 388,000 
533,832,000 
530,716,300 
564,394,100 
576,998,145 


2,097 ,367 ,400 
2,105,581 ,500 
2,197,378 ,300 
2,247 550,700 
2,298,139 ,200 
2,322,291 ,800 
25921,935,300 
2,420,793 ,000 
2,415,607 ,900 
2,446,594 900 
2,496,525 ,152 


tured municipal utilities. 


* 


Revenue 


$ 


179,158,470 
196,936,328 
212,747,044 
236,879,454 
2511530,560"* 
289;,9435576" ** 


SI7TBIOUS8* *% 


SI25196,016" *% 
418 ,642,093*** 


462 ,290,375*** 


5255374,0557""* 


24,236,873 
25,903,387 
29,259,090 
52,209,999 
369325597 
41,015,076 
44,115,613 
50,300,953 
54,929,552 
60,381,527 
67,505,319 


63,345,233 

67,661,810 

75,197 ,986 

83,959,051 

94 ,466,190** 
104,503 ,701*** 
133,,113,6900%5 
126/832,9077 "5 
138 ,587 ,379*** 
146,575 ,206*** 
161 ,706,422*** 


Customers 


452,265 
445 527 
434,440 
429,957 
422,262 
426,908 
432,898 
443,731 
458,022 
474,200 
493,795 


159,147 
160,139 
160,495 
161,355 
163,046 
163,741 
164,071 
163,915 
163,765 
164,284 
165,522 


118,050 
115,019 
112,786 
111,462 
110,245 
109,516 
107,596 
107,049 
106,548 
106,163 
105,880 


Gross revenue prior to application of Rural Rate Assistance. 


Electricity Sales, Revenue, and Customers 


Monthly 
Use Per 
Customer 


Gross revenue prior to application of 1981 Ontario Government Assistance. 


2d 


Revenue 
Per 
kW.h 


7.02 


5.48 


10.35 
10.70 
11.70 


3.02 
oi21 
3.42 
3.74 
4.11 
4.50 
4.87 
5.24 
5.74 
5.99 


The monthly use per customer has been adjusted to reflect the transfer of customers to restruc- 


100 


General 
Under 5 000 kW 


General 


Street Lighting .. 


* 


ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


Class of Service 


Over 5 000 kW 
(Directs) 


ee) <a) 6) te ene 


The Corporation 


POWER DISTRICT 


kW.h 


4,616,130,800 
4,428 ,738,500 
4,407 ,296,200 
4,281,368 ,600 
4,125,066 ,000 
3,989 649,900 
3,947,161,250 
4,240,264 053 
4,447 686,860 
4,762,539 ,733 
4,861,877,311 


19 560,673,847 


57,534,400 
56,075,700 
60,358 ,600 
69,072,300 
64,038,500 
65,461,400 
65,008,400 
65,830,000 
67,538,500 
69,375,900 
70,998 ,050 


Revenue 


$ 


114,617,731 
117,593,420 
125,603,473 
135 ,648 ,385 
143,739,130 
153,564,352 
165,846,251 
191,190,661 
216,942,093 
242,587,413 
269 ,948 ,026 


244,981,084 
245 ,208 ,059 
284 522,703 
341,117,817 
390,460,618 
394,746,692 
447 803,718 
515,821,316 
567,792,563 
603,546,114 
675,213,137 


1,329,050 
1,408,620 
1,553,632 
1,918,836 
1,975,497 
2,210,561 
2,402,678 
2,669 ,685 
3,014,066 
3,271,468 
3,662,771 


Customers 


Monthly 
Use Per 
Customer 


kW.h 


5,949 
5,738* 
5,668" 
a00" 
5 ,453* 
2a A iT 
al 72 
5,479 
5,627 
5,870 
5,818 


12,169,239 
11,896,117 
12,810,511 
13,166,569 
13,816,337 
11,829,869 
12,75¥,936 
14,072,832 
14,707,988 
15,070,958 
15,524 344 


Revenue 
Per 
kW.h 


ERE) 


1.61 


3.45 


Zo) 


The monthly use per customer has been adjusted to reflect the transfer of customers to restruc- 


tured municipal utilities. 
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SUPPLEMENT 


Municipal Electric Service 


The 316 municipal electric utilities, collectively, are the major distributors 
of power to the ultimate retail customers. Some appreciation of their com- 
bined operations and growth can be gained from the following statistics: 


Increase 
1987 1986 % 
Plant and Facilities (at cost) 

(Millions of dollars) i= eee 3.7. . 4% B10 3,195 Ley, 
Customers (Q00!S) Aas. ane etl. dees 2.012 2,439 3c 
Energy Supplied 
CCMULOnNS OL W dn) ieee rape ae, 80,019 76,876 4.0 
AnnualkW.h per Gastomer 28). ue BL Si] 31,519 0.9 
Numberot Utilities tee vadora. bons 316 316 


The increase in energy use of 4.0% compares with 4.6% in 1986; the over- 
all increase in revenue from the sale of power and energy was $346 million or 
9.4% over that received in 1986. Revenue from other sources increased by $2 
million or 2.2%. The revenue for each class of service for the years 1987 and 
1986 is compared below: 


Class of Service 1987 1986 Increase 
($000,000) ($000,000) % 

RESIICNT Oot es A cr nee rie teens 1,280 L170 9.4 
General (inc. commercial 

ADCAINGUStriAL): Gee ei We Us ch eee 2,630 2,398 9.7 
SLCCTIPITIN Sane wie hope et cae ot 29 6.9 
Totalacrvice Revenuew . 2.34.4) ese 3,941 Sead 9.6 
Other Revenue! tenia eee eee 93 91 20 


PotabRevenuenoe ator ae 4,034 3,688 9.4 
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A comparison of the various elements of cost is shown below. 
1987 1986 Increase 
% of % of 
$000,000 Total $000,000 Total $000,000 % 


Cost of Power ... 3,406 87.9 3,096 87.5 3105 Fw 
Operations and 

Maintenance... 171 4.4 156 4.4 7 oe 
Billing, Collecting 

Administration . 164 4.2 157 4.4 PE PAS 
Depreciation e.. BES) 0230 105 3:0 a he 2 
Interest .). eo Mihae ZU A 20 ead (SSUI9,Z) 
DOTA hee how 3,877 100.0 3,540 100.0 Boy Meg 


Municipal Electrical Utilities Revenue 


AASSS Residential $ Millions 
G 


(J Street Lighting and Other 


Class of Service 


Residential ..... 


General 


Under 5,000 kW 


General 


ee 


S) emeep 6-9) 16) 8: 


Over 5,000 kW 


Street Lighting .. 


Electricity Sales, Revenue and Customers 


MUNICIPAL UTILITY 
ELECTRICITY SALES, REVENUE, AND CUSTOMERS 


kW.h 


16,383 587,108 


23 061,337,469 


30,130,253,795 


45 191,256,633 


9,549 367,883 
9 853,962,963 
10,254 591,261 
9,678 858,443 
9 667,130,048 
9,532,967 ,341 
9 861,695 941 


11,097 ,992,682 


617 494 280 
630,757,605 
647 160,888 
657 393,343 
665 ,282,032 
667 ,153,365 
668 ,616,358 
669,492,926 
665 ,195 ,977 
663 ,272 ,664 
668 ,063 ,633 


Revenue 


$ 


431,271,516 
474,034,772 
528,959,296 
605 536,287 
684 ,068 ,885 
771,290,930 
866,807 ,435 
975 142,474 
1,068 ,606 ,382 
1,163,503 464 
1,268,509 351 


699 079,328 

762,983,114 

866,465,702 
1,007 ,242 380 
1,156,576 ,203 
1,288 862,632 
1,436,425 ,179 
1,630,700 ,982 
1,805 ,468 ,754 
gay a Ua 
2,171,716,908 


178,935 ,412 
190,760,474 
216,438,880 
231,026,403 
252,980 ,769 
282,432,162 
312,646,773 
358,148,852 
398,871,911 
418,555 ,663 
446,225,754 


13,429,128 
14,305 ,257 
15,894,416 
18,266,009 
20,404 ,086 
22,629,985 
24,456,306 
26,662,336 
28 ,355 032 
29,266,111 
30,942,514 


Customers 


1,746,882 
1,805,209 
1,854,535 
1,901,896 
1,942,956 
1,968 ,557 
2,007 ,356 
2,044,747 
2,089,792 
2,142,849 
2,208,733 


232,497 
241,623 
252,051 
258,506 
265 ,746 
271,864 
274,424 
280,415 
287 ,360 
296,157 
305 ,927 


115 
120 
119 
122 
118 
120 
118 
121 
125 
129 
133 


Monthly 
Use Per 


Customer 


883 


10,894 
11 124 
11,174 
11,160 
11,349 
11,129 
11,405 
11,838 
11,979 
12,288 
12,510 


7,011,283 
6,988 ,626 
7,151,040 
6,693 ,463 
6,713,285 
6,675,747 
6,905 ,950 
7,348,757 
7,355,948 
7,183,695 
7,059 ,792 


103 


Revenue 
Per 
kW.h 
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Net income was $158 million compared to $152 million in 1986. Of this, $20 
million was allocatead to the retirement of debt and $138 million was allo- 
cated to accumulated net income. 


The sources of funds for the municipal electric utilities totalled $418 mil- 
lion. This was comprised of $285 million from operations, $21 million from 
borrowing and $103 million through contributions in aid of construction and a 
net increase in other liabilities less other assets of $9 million. Additions to 
fixed assets amounted to $387 million and the redemption of debt amounted 
to $32 million. Working capital decreased by $1 million. 


The total assets of the 316 municipal electrical utilities at December 31, 
1987 amounted to $5,449 million after deducting accumulated depreciation of 
$1,210 million. Included in these assets is the equity of the utilities in the as- 
sets of Ontario Hydro in the amount of $2,026 million or 37% of their total 
assets. This represents the accumulation of charges in the cost of power for 
the repayment of Ontario Hydro’s long-term debt. These amounts would cor- 
respond to those reported in the Statement of Accumulated Equities if these 
were available when the utilities close their books. As this is not possible, the 
equities stated are those at the end of 1986 rather than 1987. The number of 
utilities remains the same as in 1986. 


The books of account, from which the foregoing information is derived, 
are kept by the utilities in accordance with a standard accounting system de- 
signed by Ontario Hydro for use by all municipal electric utilities. These 
records are periodically inspected by the Corporation’s municipal accoun- 
tants. From time to time, adjustments and improvements in accounting pro- 
cedures and office practices are recommended. By providing this type of 
assistance and supervision, Ontario Hydro seeks to ensure the correct appli- 
cation of rates and standard procedures and the observance of a uniform clas- 
sification of revenues and expenditures. The work performed by the 
Corporation’s municipal accountants does not, however, constitute an audit 
of their accounts; that function is performed by the duly appointed auditor of 
each municipality. 
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Municipal Electrical Utilities Financial 


Municipality...........ccccccsssessseeseeseeeseeeneneeeeees Ailsa Craig Alexandria Alfred Alliston 


308 1,636 487 2,027 


Number of Custome’s.............ssscecessseeeseeeens 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant sand cfacilitiesssc.s....csp ue ecoueersinsatenseeter 215,739 15,893 ,998 1,593,917 394,531 1,793,737 
Less: Accumulated Depreciation................ 90,844 3,945,352 671,571 180,641 680,659 


Net fixed tassetsi.ccaisecacse satan scte te secssr assis: 124,895 11,948,646 922,346 213,890 1,113,078 
CURRENT ASSETS 
Gash anGu Bank onensciiee se ccke en son seenceasascc see 68,551 683,041 115,379 105,652 735 
TMVESEITIENTStereeeentatcetcse seen: tener tines sesame: 15,000 451,727 — —- 85,000 
Accounts Receivable...........sccsseccresrescsseees 5,165 246,472 93,048 10,282 193,491 
Unbilled Revenue ............:.-cscscecscesseneerees 36,600 1,646,810 368 ,672 86,571 382,846 
INVENtOTY ......220.ssecerecececsenananereeresecsensanens = 662,493 87,314 7,191 98 ,229 
“OY iD) ey otenthon taco Based tneacaecueal auoacabenpascedene 1,851 11,320 1,524 1,884 4,026 
Totaly Gurrent ASSetS..c.t-u-scccsser ese eterna 127,167 3,701,863 665 ,937 211,580 764,327 
OTHERTASSETS Getneitesecenteresscscennancveeasan' — 78,031 — — 10,544 
EQUITY IN ONTARIO HYDRO................ 222,075 5,355,924 1,309,020 321,716 1,254,719 


TOTAL ASSETS. ..........::cccscseeeeeeceeeeeees 


474,137 21,084,464 2,897,303 747,186 3,142,668 


eS 


| ss ees 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merl DEDt. cescvecser cession sseunesevenesinsace 
Less Sinking Fund on 
Debenturersescsrceecceaecees nates esses 


1,221,688 
Less Payments due within 
ONG” VEAL ji cicesnnavsnswaseevecedanevsesinacdss<sednes 109,229 
MOtaliseaceicriccen ce eentiinentceeeNanncntsm eres 1,112,459 280,000 
LIABILITIES 


1,742,852 
190,672 


320,303 
41,137 


@urrentsiabilities ssc cacaccgh ete sen tuber esewetene= 
Other Liabilities. cc ..cc-cacsseecceccseecssecsieesesres 


29,328 
1,605 


1,933,524 361,440 
DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization............0::ssereeees 


Tress AMOTIZAtlON ss sciaeaisecsetencaceaetisasscuvarieee 


5,271,620 
435,777 


168,328 
14,855 


105,516 
9,139 


1,717 4,835,843 153,473 19,070 96,377 
RESERVES Gansate scone scaceayueatisanensotnseseasieeie — = “= = ae 
WEILITY EQUITY. cicciesecnescesseienratonedncanes 219,412 7,846,714 1,136,032 327,697 1,150,132 
EQUITY IN ONTARIO HYDRO................ 222,075 5,355,924 1,309,020 321,716 1,254,719 


TOTAL DEBT. LIABILITIES & EQUITY . 


474,137 21,084,464 2,897,303 747,186 


—— a 
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Statements for the Year Ended December 31, 1987 


Ajax Alexandria Alliston 
14,271 1,636 487 2,027 


7,292,006 1,086,871 323,298 
554,708 49,161 4,399 


IMININICI DALY h cases we raauprenemasy «ass etseaisraadieiteceanome Ailsa Craig 


INUmberiof Customersaecacs.. castes vesauatenen snes 308 


$ 
202,970 
16,442 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGtu Income TOrEvyeatiet.cs..ces ce. sehaecmeaeae tee 
Capital Contributions in respect of 

land/street lighting plant received in year 
PXGIUStMENtS fees ewe sma tenets ae ce rane aeee etree sss 


997,300 
150,935 


UTILITY EQUITY, END OF YEAR ........... 


erg 7,846,714 1,136,032 327,697 1,150,132 


C. STATEMENT OF OPERATIONS 
REVENUE 


354,887 


14,640,165 2,509 362 687,670 2,459,688 


Other OperatinguRevenue. arcades. 7,807 236,720 51,147 6,318 52,708 
TODA De REVENUE gers decd come ouseiet sl cece 362,694 14,876,885 2,560,509 693,988 2,512,396 


EXPENSE 
ROWELELUICH ASCO cetcece a. sccitese acme detetedss dts 
LOCAL CCNETALON Ge cupcese ssanacteaseeanecenaeentnane 


322,742 


12,787,311 


AIPLUSISS: 


633,346 


2,053,328 


Operation and Maintenance...................00 Phases 459,182 85,162 12,518 118,039 
Billing and Collecting :1......-0.-seeseedssdeaeeeee: 8,780 343,366 89,350 10,650 TSO35 
PNGMUMUSTAtON essere ret ieocsccsodeectanseiemcoters 3,933 238,069 61,002 17,853 76,758 
Depreciation Less Amortization ................ 8,265 390,678 47,348 153222 59,001 


103,571 


346, | 346,282 | 14, } iaaaaar? | 177 } 2st1.348 | ,511,348 ease 589 2,399,378 


16,442 554,708 49,161 4,399 


164,242 6,314 
16,442 390,466 42,847 4,399 150,935 


oe 442 554,708 49,161 4,399 hasta 935 


753 16,717 


Einanclalw expense arnecsassatee traces aenteas a 
TOT AIST EXPENSE pi nasssisantsteeccusasscuscstese. 


Income Before Extraordinary/ 
RU MUSH AL CILEMS bcepmteee clean csee- dee naeateaeute a eies 5 


113,018 
(37,917) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


NOC INCOME? 3. Aimee tekiv cooks conasecredewacetmeescceoetncec 
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Municipal Electrical Utilities Financial 


IY ihnv tes) 9g LCA acaecehoceseetcocoéooscactocorsocorctesosochne Almonte Alvinston Amherstburg Ancaster Apple Hill 


Number of CustOmersicc..c.cccneeeecensecacecercesess LeidD 2,726 LHS 119 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Piantwand! facilitiesmescss-c.eeedcaeaceretseeetesaacss 2,895 ,308 Sl 5s257) 1,962,710 80,333 
Less: Accumulated Depreciation................ 860,964 1,114,378 658,006 38,898 

Nets fixed | aSSetS'.. 05 scene tance ace oe teneressssnna 2,034,344 140,363 2,060,879 1,304,704 41,435 

CURRENT ASSETS 
@ash®and’ Banks hss denscs. sacesenestieeee eaeeteses 142,566 48,022 120,138 138,376 16,236 
Investments sstcccicaadie ee csekeeeeeese ee ee seae ao _— — — — 
Accounts Receivable voices a. sasscastaveeeee ease ses 57,776 4,277 115,921 22,897 2,873 
Winbilled! REventles.ccjecgac sent yaeesclesccneaaeneve nies 272,000 30,900 607,415 255 ,069 12,000 
TAVETILOLY pactsher ce cecaanes-nass sss veanaieiernuneers 46,061 189 107,879 
(Goro hone RCH G8 Scher aimee ee On Ge iii iA itr came 7,385 207 SS / 

Total Gurrent-Assets iasscsiaseictaved eee 525,788 954,090 416,837 

OTHERTASSETS 9o istics ceuigantearta torr est ennete nest 19,000 — — 

EOQUITY-IN: ONTARIO: HYDRO tec eee 803,802 2,276,535 884,546 

TOTAL, ASSETS utircacnosccbescetects leotenes: 


i 


553,452 74,000 
49,000 6,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
therm DeDthi.ceracte cstcens cual senorse teers noite 
Less Sinking Fund on 
CDENtUTELSery cece cetecetce enor ree ie ceaeen fel 


Less Payments due within 


ONCAVEAL se awecttte eros sesene sib emenete ener amasia ss 
Total erred aan cco RRL 504,452 68,000 
LIABILITIES 
Currents biabilitiés setae 963,279 540,058 210,252 
Other: Miabilities es aececas sr eniseks aaecocensoansasce 32,208 31,033 6,533 
POC eee ead Natt er eteee erase 995 ,487 27,817 216,785 


DEFERRED CREDIT 
Contributed Capital 


Subject to» Amortization :..iicaccscs.ece.s00e00e 25,254 92,245 496,973 

Lesss Amortization taiccssssacauneces aenedaseenestns 5,704 11,406 66,207 

92,987 19,550 80,839 430,766 

RESER VESE nc dacscccnccnuiicoensacennaste ae oenet vanes _- — _ — 
WITTE YSEOUTEY o cnsccssseccn deca ssacadec smears 1,490,658 178,253 1,858,587 1,005,990 63,945 
BOUITY IN’ ONTARIO HYDRO MK i.eec--e 803,802 175,660 2,276,535 884,546 57,457 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Almonte Alvinston Ancaster 


Municipality. :...c-ssaee- earueerceat. toss sceamenenteeses Amherstburg Apple Hill 


Numbersof Customersit.t....:.ct-s ses coueeecceees 


1,755 367 2720 Lt 


$ 
1,375,471 
115,187 


$ 
178,028 
225 


$ 
1,698,591 
159,996 


$ 
1,001,817 
4,173 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Netiincome sforiyear an stcsssc ccc cee 
Capital Contributions in respect of 

land/street lighting plant received in year 
ANGTUSEMENTS 2s sin st ange saees cate Cceotmeaes cress 


UTILITY EQUITY, END OF YEAR ........... 


1,490,658 178,253 1,858,587 1,005,990 63,945 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,708,772 255,436 4,155,879 1,678,197 


Other ‘@OperatinewRevenules ae ea. eereoseasces 44,956 9,448 62,427 32,344 
ORAS RE VENUE Mere. ccccchececrcstt ress cune 1,753,728 264,884 4,218,306 1,710,541 85,174 


EXPENSE 
RowerePurchased= v.89 2. .....kc. eine eee 


1,278,653 227,338 3,491,958 1,447,512 


74,197 


MocalaGeneratione. ss. eee ee 30,207 _ — — — 
Operation and Maintenance...................05. 115,143 7,791 166,169 67,243 LS 
Billingand Collecting. same cite cette: 86,189 10,401 63,189 48,760 2,685 
Acministrationrenc. ae -crcenseo cece ects ce anes coeteeee 32535 12,246 172,431 79,066 ey 
Depreciation Less Amortization ................ 73,489 6,883 93'273 55,295 3,719 
BinancialsExpensemen cesar te cc eetre coer eraee Ve) 71,290 8,492 


TO PAIS ENP ENS ES erect nerecsmuseateenc acs 


1 | 1638541 | 541 264,659 4,058,310 1,706,368 83,467 


115,187 ae | 159,996 4,173 1: | eee 


_— — 43,137 6,000 ss 
115,187 225 116,859 (1,827) 1,707 


115,187 159,996 4,173 1,707 


Income Before Extraordinary/ 
Wrusualitems iiaye.ce.-cosrecet eit etee eth ecere cece 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGUCINCOMEO erro rece rete eee een 
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Municipality. ........ccccccsseceeeseeeeneeeseeeneereeae ees Arkona Arnprior Arthur Aurora 
Number of Customers..........0.05..cessccrsederseses 218 2,854 793 8,078 


A. BALANCE SHEET 


Atikokan Twp. 


1,934 


FIXED ASSETS $ $ $ $ 
Plant and stactlitiesses..ccccsassmaceceress unsere 50,952 2,867,774 1,862,912 14,313,647 
Less: Accumulated Depreciation................ 27,379 1,182,935 978,622 2,466,956 


7s) 1,684,839 


Neti fixe GGaSSetSieeetceseaesectetesaneseeneaeess = 424 330 884,290 11,846,691 


CURRENT ASSETS 
@ashrands Barker cectc ee sewcrcasaseesen vtismesist 


13,531 478 ,894 53,184 322,843 175,995 


InvestmentSsaacerceceesececeee te eeme ae csemcssonsnes — 75,000 —_ — _ 
ACCOUNTS RECEIVAD Onin reac vacitieesecersisunserenr cee 10,015 91,261 59,441 54,779 1,218,247 
WmnbilledmRevenUersiesssectendaessetaceescsnce ess. 17,150 645,000 158,069 267 ,471 538,068 
TRVEDEOLY 25 .ccge coosncnsnaeascccnesuryattnds dense scenes 964 32,429 9,727 64,367 592,989 
(OL Ts Ree Sasa b cen He nade tae do aeaceannnderon ainado 102 7,582 1,098 11,470 24,265 


1,330,166 281,519 


561,236 


720,930 
2,023 
1,346,885 


2,549,564 
1,111 10,565 
2,382,773 3,641,903 


5,398,889 1,267,085 2,954,128 18,048,723 


Total. GurrentsAssetsiscsedisessccceeesetasn ewes 
OTHERS ASSESS ete, itusoseateaantertcsnerens sec 
EQUITY IN ONTARIO HYDRO............... 


41,762 


125,951 


191,286 


TOTAL ASSEDS 22 oscescsccccntsessaeessscesse sss 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Tite anal) DXo1s Us enor rane soneedecneonoscbAcavosprebpnconer. 
Less Sinking Fund on 
Debenturersses.csrene risen eee see eesenesceses = = 


1,483,693 
Less Payments due within 


ONE VOOR An deka iasta cen sehinnertyeenen tert: 168,000 
otal eee acenee nee Ni ae neriedtiatas sestans 49 000 1,315,693 
LIABILITIES 
Gurrenqeeiabilitiesisveeepeanssensecenseedrinen sees: 545,502 114,470 206,052 1,892,391 
Others Liabilities ccwsesc-oere senescent raeassteces 56,512 1,250 70,183 56,795 


602,014 


115,720 276,235 1,949,186 
DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization...........::.eeseeeeees 


Bess eAMOTUIZATIONS peesaee vecuauracaaeauee ore cee 


225,143 
18,183 


36,048 
2,672 


208,629 
46,654 


4,895,608 
387,524 


206,960 
RESERVES o5-caess can etsi caus oncenieeassanernersnsiine sa = 
UE EY, IS OUWMIRY, saenanier connentatetanssesas-ieemven 49,460 2,153,142 
EQUITY IN ONTARIO HYDRO................ 125,951 2,382,773 


191,286 5,398,889 1,267,085 


33,376 


507,753 
561,236 


161,975 


1,169,033 
1,346,885 


2,954,128 18,048,723 


4,508 ,084 
6,633,857 
3,641,903 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Statements for the Year Ended December 31, 1987 


Municipality sone cs sages donee Sisaceseaeianreasteen es Arkona Arnprior Atikokan Twp. Aurora 


INUMber Of Gustomersmier:c.c.crsdacccde teen 2,854 1,934 8,078 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Netincomenfornyearis sets ...ceccdvacn suet dereete 
Capital Contributions in respect of 
land/street lighting plant received in year 
AcjustMents').c: eset ose sede eaie eee ee suse 


$ 
1,990,946 
162,196 


$ 
1,042,117 
126,916 


$ 
5,901,209 
732,648 


UTILITY EQUITY, END OF YEAR ........... 


49,460 2,153,142 507,753 1,169,033 6,633,857 


C. STATEMENT OF OPERATIONS 
REVENUE 


Services REVenue me ces ss ci sicch on tence esenuiontins 158,617 4,908,566 1,074,923 2,669 ,008 10,296,109 

Other OpetatinomRevenview.-saeie.deeecceres 4,591 83,075 17,955 44 667 206,585 
TOTAL REVENUIB apts csceescaticc tebe. th ccacsinees ~ 163,208 4,991,641 1,092,878 2,713,675 10,502,694 
EXPENSE 

Bowes Purchasedie sae ie cca re eee eaeaieetiaes 145,914 4,454,506 960,862 2,122,449 8,849,705 


MocaliGeneravOnsy cases oee om seek lisaine wiles 


Operation and Maintenance....................55 5,112 75,661 32,517 188,419 383,363 
Billingeande Collectingneweersceseecseenen 3,653 111,447 26,708 126,464 73,234 
ANA mminiStrationverinecaseancecreneeow a civanaaionee sel 1,924 69,151 20,321 84,157 346,685 
Depreciation Less Amortization ................ 1,919 107,997 23,823 62,854 305 ,628 
BinancialvExpensemrrnarscates cacuemr eens _— 10,683 5,670 2,416 129,529 


TLOWAT EXPENSE sccnuccan terse cna sce 


158.522 | 522 4,829,445 1,069,901 2,586,759 10,088,144 


3,000 5,000 
4,686 159,196 17,977 126,916 


4 ey 162,196 Pipes yi! 126,916 732,648 


Income Before Extraordinary/ 
Unusual: [tems ise tee. siyceclsecs ten Brava ncues 


414,550 
(318,098) 


382,511 
350,137 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


NGL Incomes sree eee nonaees ter tiaa a rotoneiehte 
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Municipal Electrical Utilities Financial 


Municipality: caos.ccn sircesesmess sess pecesensoretense: Avonmore Aylmer Bancroft Barrie Barry’s Bay 


INumDetraOla Customers ites. on ace eaereen teeter eee s 148 2,403 1,069 19,751 $73 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantwand sfacilitiestrest..ucsenet creer tessa ces 1,606,534 1,343,438 31,052,122 438,900 
Less: Accumulated Depreciation................ 650,161 633,524 8,433,844 177,080 


INCURIIXEG PaSSEtSiscuncesue saat teeters ron nee es 42,272 956,373 709,914 22,618,278 261,820 


CURRENT ASSETS 
Gash rand Bank trerters siens sen ocbas cote teecete as raee 


33,780 192,651 200,099 1,707 84,695 


Investments .hssvsssesccseieers ah hae eens — 120,000 — — — 
NCCOUDTSHINCCEIVADIC sa srcensaestatnoseecrane acess aes 4,839 54,094 55,443 1,466,346 34,034 
WnbilledsReventiess-ccsuccss cheese coeae ncaa sees 12,779 384,736 178,521 4,321,633 79,374 

BE Meee ae TR RSS ATL ots Maer eee 1,026 144,269 36,949 1,741,769 15,530 


7,848 1,048 45,708 


903,598 
7,094 
1,787,450 


7,577,163 
40,902 
12,769,921 


213,633 


292,044 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PE CLEINB EDU. a tecemernes sacncicath ae cteren set aac a's 
Less Sinking Fund on 
Debenturersa ree eee ee eee 


15,835 


24,750 15,835 406,018 


Less Payments due within 


ONEAVEARS bone icsere ares cauneses oicatetecneaes 250 1,488 COV 
otal erahste <dcheten tattters cm emirteicerivnnny st ie 22,000 14,347 335,901 
LIABILITIES 


369 ,069 145,045 4,577,637 
14,647 1,700 457,738 


Currents Liabilitiess:84.Asecseeect ree 
Otherslctabiities se venice a ceca een aetees 


383,716 146,745 


71,677 


5,035,375 
DEFERRED CREDIT 
Contributed Capital 
SubjectitosA mortization eres ease vees ee 
esse AMOrization pacussaorsivccs secs eheereae secre 


11,447 
719 


102,473 
11,006 


77,358 
8,522 


6,504,404 
539,338 


18,450 
2,952 


10,728 91,467 68,836 5,965 ,066 15,498 


RESER WES ‘isis sncoconsassadentecenedu accoemaanerases = = aa ca = 
MU TEY REO UT areccoptececsedeascecccssesunnest ats 70,087 1,369,882 967,881 18,900,001 388,278 
EBOQUITY IN ONTARIO HYDRO. %....52.25-- 49,275 1,787,450 663,901 12,769,921 292,044 


TOTAL DEBT. LIABILITIES & EQUITY . 


3,654,515 1,861,710 | 43,006,264 167,497 


Statements B and C 113 


Statements for the Year Ended December 31, 1987 


Avonmore Aylmer Bancroft Barrie Barry’s Bay 
148 2,403 1,069 19,751 573 
$ $ $ $ 


$ 
345 ,926 
42,352 


Municipality? scacns-siceaces eae ohein-. aos ccsnseieenataneness’ 
INUMDETROL GUSLOMETS mites sere tees asses tedeted cares 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetsincome® for yeatncscsoscss4.cssatscsoreess terse 
Capital Contributions in respect of 
land/street lighting plant received in year 
AGJUSIMENtS 07 ohare cuntncns cvtessoudauboumenmeane ee 


1,198,407 952,588 ISLS, 113 


171,389 155293 1,721,744 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


109,265 
1,058 


2,806,250 
40,723 


1,420,329 29,565,221 613,529 
35,822 546,389 13,629 


EXPENSE 
POWErBPUTCHAaSEG WG. Bac cn soe ceceeencseteny ar evs 


2,441,645 1,245 834 509,031 


25,129,732 


MocalmGenerationan scersaa cree cannes cascaskenens — 17,608 — — 
Operation and Maintenance...................6. 29,777 40,118 1,216,030 13,385 
BillingsandeCollectinge cyscurss-scscssceecse ners 47,479 35,857 541,909 30,252 
Administrations nnatiosc.carieccdotecsceeecsencecesare 81,231 57,292 485,640 15,758 
Depreciation Less Amortization ................ ALT T 42,772 930,028 16,037 
Financial@expensersnesassvansncsestins noalsetcles cates 4,275 LEST 86,527 343 


WOTATBEXPENS EM sicsgeteo cts scqiet eases 


106,653 2,675,584 1,440,858 28,389 ,866 584,806 


3,670 171,389 15,293 1,721,744 42,352 


3,670 171,389 15,293 1,721,744 42,352 


400 2,750 — 107,970 4,000 
3,270 168,639 155295 1,613,774 38,352 


3,670 171,389 15,293 1,721,744 42,352 


Income Before Extraordinary/ 
WnusualbltemsSrccans.neoc-cs-oscoreoemican cesta 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Netsincome tach. cee cen scenes hie reer rettowrarncaiewe 
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Municipal Electrical Utilities Financial 


Municipalityit. ...:sannctetersaver ess. sa > toenemedtae. si Beachburg Beeton Belle River Belleville 
Number ofs Customensitsscsscccthscsseteeacneres es 332 819 1,461 14,359 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantgands facilities yen cucncac.ssecs seneee eee vance 271,960 321,014 757,761 1,322,261 19,202,140 
Less: Accumulated Depreciation................ 156,282 135 ,696 269 ,992 448 423 7,544,735 

Neti fixeditassetsacac.ch..ssccncrreteeessontectonces 115,678 185,318 487,769 873,838 11,657,405 

CURRENT ASSETS 
Washkand) Bank. kis. sett ces ce enoncoitesnuses 11,419 20,252 39,636 70,511 2,965 ,838 
Investments mssastceeaacel oeeee un cesee area ease 15,000 — 40,000 —_ — 
ACCOUTISH RC CEIVADICs. cence cneceaveudecsececun teas 29,883 15,049 2,724 46,712 1,164,621 
WinbilledeRevenlicteencast-ccsrtocens sec sen tees 50,000 376123 98,727 191,000 1,551,490 
INVENEOIV ie weonsscicasden son snaceen ate eseiececd asus cot 3,600 1,800 24,905 31,618 747,956 
LOLI Yj Oi ae aan ine ie Th ort CN pa eR Ge 3,744 246 1R127, 2,655 — 

MotalgCurrenteASSetse, ccs. csnieieasteansese sees 113,646 74,470 207,119 342,496 6,429,905 

OPHERRASSET Siete cr eetocatetever tare amet esis — — 10,000 — 122,807 


EQUITY IN ONTARIO HYDRO................ 215,105 150,587 322,180 646,428 11,217,287 


TOTAE (ASSETS cciiccoseswacsessonsscnoueasns iss 444,429 410,375 1,027,068 1,862,762 29,427,404 


DEBT FROM BORROWINGS 
Debentures and Other Long 
ermy Debek. catecve sac cssscectec ates raee tena tas 1,310,789 
Less Sinking Fund on 
Debenturersscis-civiccuessatoaneny sa sorcnecemieccce 


1,310,789 
Less Payments due within 
ONEPVEAT E2500 ea eteee races tines en taceteeena res 192,337 


Be @2) aa esa UNMET Aen PE SINCNTAE > ve we Ro) Be NNT aN 1,118,452 
LIABILITIES 
@urrentaliabilitieshaccoseoweteieate een neee 151,798 2,775 ,842 
Other Piabilittess. estore eas eine te 25,897 177,035 
C0) 7:1 aR ane te Uy oR Se 44,045 28,929 64,903 177,695 2,952,877 


DEFERRED CREDIT 
Contributed Capital 


SubjectitomAmortization\ caesar eee 19,835 7,464 132,304 52,071 776,732 
BesswAmortizatione iasssosncsereienastenecenee 4,756 745 34,221 5,007 108,414 
15,079 6,719 98,083 47,064 668,318 

RESERV ESe co ceecen oni aout dane n tn tis aiie Be —_— _— _ = = 
SEIS IRS. BOWTIE rccca ss erat packaarsneeaseenneeees 170,200 224,140 541,902 991,575 13,470,470 
EQUITY: IN; ONTARIO; HYDROE £0) 50..00<05 215,105 150,587 322,180 646,428 11 207,287 


TOTAL DEBT. LIABILITIES & EQUITY . 444,429 410,375 1,862,762 | 29,427,404 


Statements B and C 115 


Statements for the Year Ended December 31, 1987 


MIUNICIDALILY seatece ste ceeiteosatae oie os sanenisisatnaenirns Beachburg Beeton Belle River Belleville 


INumber Of: GustOmenrsispecess cords scenes ceceebendece see 332 1,461 14,359 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 180,846 213,471 503,583 925,641 12225973 
INetuincome: 10m Veatendrccsa017-sstesn asens one (10,646) 10,669 38,319 65,934 1,244 697 


Capital Contributions in respect of 
land/street lighting plant received in year 
PNA SIS 9081S Shnogpeseogdoncoedgde atosono ann ope ans ACCOR 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service® REVenue isis cis aes oar ee tne none 423,598 301,633 678,678 1,451,390 22 SiS 
Other OperatingeReventle enc. edt: 10,273 4,354 T5352 23,827 752,675 
TODAL REVENUER oe.ccctestee des eeeeieseee eer asee 433,871 305,987 693,830 ilies pAllil 23,266,392 


EXPENSE 
ROW ERUPUurchaSedieenaeaseccccencne: teres aieeeae sch. 
Mocal Generationtnccscsrcestencetrent neo cecsaceeess 


377,545 


255,268 


550,965 


1,180,070 


19,330,276 


Operation and Maintenance..............:.00008 18,940 3,541 28,282 105,241 1,049,786 
Billingeand| Gollectinger...cnesssisceseesessos02 8 24,413 12,190 30,997 37,402 371,057 
Administrations teem tnaeisccserstcc see 12,566 11,906 18,327 34,348 444,575 
Depreciation Less Amortization ................ 11,053 ee 26,940 46,849 676,208 
Financially Ee xpenseuamcnss starcatassdcetense sess — 149,793 


OTAUSE NEB NSEMe acres ces accescrs 


444 517 295,318 655,511 1 | 1ats.910 910 22,021,695 


(10, ee 10,669 38,319 71,307 1,244,697 
5,375 — 


(10,646) 10,669 38,319 65,934 


a. 1,000 a as 
(10,646) 9,669 38,319 65,934 


(10,646) 10,669 38,319 65,934 1,244,697 


Income Before Extraordinary/ 
MWinusualeltemsmennsrcrecesese tereieancressaane cae: 
Extraordinary/Unusual Item(s)............2:00ee00e 


INE Te INCOME rerio eentscsescrccastesosnannnse 


159,419 
1,085,278 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN@t > INCOMIE. sacastis ce cdaeceus dosssceteasdoestsnesncsaan: 
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Municipal Electrical Utilities Financial 


MUnICIpalitVss.scssccke eeoreeeh cece scuecead ter ereseteses Blandford Blenheim Bloomfield 
Blenheim 
Number of Customers sucucceosscecsceeeeeenascee 669 1,677 337 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Biante ange Tacilitiestsses..coker staat mate scene 473,739 455,041 1,351,091 222,957 334,722 
Less: Accumulated Depreciation................ 162,539 205 ,745 727,556 119,433 157,743 
INGta fixed-assetsenctescececsocate ere eccaceeret es 311,200 249 ,296 623,535 103,524 176,979 
CURRENT ASSETS 
@ashrands Banker ee ncsece sees Mena te rere oke see 99,467 74,086 42,133 36,320 66,586 
InvestmientSeserse 2 eee eee as — 220,000 3,000 — 
NCCOUTIISE RE CeIVa ble en -ae uaances neces ee seen 12,073 24,987 50,429 7,243 8,646 
WnbilledP Revenues atneccaccatosensaccaeton seen 43,000 155,310 297,500 52,711 54,666 
INVENLOIY e-rao aie ioaneeceaesae seete ees canaeorcase ners 817 —_ 19,763 6,144 7,212 
O14 013 Cs mon ORR a UuGhiO A maa OMRTaE ae AREA ANT eidah ane 812 i123 1,353 31 1,645 
‘Potal-CurrentsAssetsmcnussesseestewenees 156,169 255,506 631,178 105,449 138,755 
OTHERSASSETS 25 fe teneescacnste cnet tet sc note —_ — 7,600 324 — 


EQUITY IN ONEARIOMMY DRO east aes. 242,378 ; 1,023,582 222,304 343,900 


TODAES ASSETS inn cceteneaectacecentteestenss ac | 709,747 | 747 1,033,147 } 228s.888 | 285,895 | 431,601 | 601 659,634 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Termy DED tn ca. tener nase onset eet ee eua cea 
Less Sinking Fund on 
Debenturersi te: susracesnieatarct eae ante 
2,000 
Less Payments due within 
OQDEAVEAT icc ainse sree csasalonnsccsnnrcnetanesccseses 2,000 
Fea Ee rcnncmeceuocencricorrnoednenccunt rior bacanucncore oe = = 
LIABILITIES 
Currents iabilitiess-ee eee 81 ne 259 ,000 34,687 63,121 
Orhersletapiities ssc ncrisct: seaceet atest nees 106,835 1,550 — 
MOPAR Rec ascns cases oer awanencnate cae carmere nero etce 67,386 : 365 ,835 


DEFERRED CREDIT 
Contributed Capital 


Subject: to: Amortization «.c..ccc¢tk.eseeestees 42,489 
Besse Amortization: cacneese sates eae 4,636 
37,853 4,159 17,256 Sei23 32,447 
IRB SHIRES? ese coud het enlace neers ee cance = — —_— — a 
ITS TES FB QUIT ss cabo sacassoansecectee esa eecis 362,130 418,636 879,222 169 ,337 220,166 
BOUIERY INFONTARIOPAYDRO® o....00n.0e0s 242,378 528,345 1,023,582 222,304 343,900 


TOTAL DEBT. LIABILITIES & EQUITY. 709,747 1,033,147 2,285,895 431,601 659,634 


Statements B and C 7 


Statements for the Year Ended December 31, 1987 


Blandford 
Blenheim 
669 


IMUIMICI PALLY seen seers towtonss conan ss csmcscangacnecae: Belmont Blenheim Bloomfield 


400 


Number: OF CustOmers seas ces cece ents ss cssisaasbtectes ss 1,677 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 319,776 359,908 839,065 225 ,832 
ING ts INCOMG NOs VAT tasete sn us ose staee nace eect 42,354 58,728 40,157 (5,666) 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments .<...c.s.qocmcesse- seen son eeenssciosoaviens 


169,337 


UTILITY EQUITY, END OF YEAR ........... 


362,130 418,636 879,222 | 220166 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVENU Cris. one cs canense dee seteemearenase ces 386,422 863 ,322 2,109,416 408,778 546,119 
Other Operating Revenue ...............s...000 9,683 13,723 43,505 3,655 9,955 
GT WARE VENUEG S. 5-<..ss28 begkssuheor 

EXPENSE 
PowersPurchased ies, .cccccdnocscst- cteecesnaeiecste. v- 341 ,866 736,327 1,876,436 342,250 516,620 
Tocall Generationacc.s:.ce.csccccvesscdecscenseossees — —_ — — — 
Operation and Maintenance..............:ses.00 4,323 16,044 76,906 8,735 8,694 
Billing and Collecting .............sssssseneseeseee 7,434 34,621 34,987 13,255 14,272 
ACAministrationnrnetae ne ceee ea ceoace ieee sn ebe 8,488 12,669 67,326 9,138 10,485 
Depreciation Less Amortization .............+- 16,268 18,251 56,456 9,078 11,608 


653 


29 405 61 
378,408 818,317 2,112,764 382,456 561,740 


58,728 40,157 29,977 (5,666) 


= 2,000 re ao Aas 
42,354 56,728 40,157 29,977 (5,666) 


Financial Expense ...........:0.0s0esserssaerreeceees 
MOWAT BNPENSEW ccs cecsccesccsecnnerscecsanss 
Income Before Extraordinary/ 


Wrnusualvltems sree eons cence ser asiisecess's 
Extraordinary/Unusual Item(s)...........:::0eeee00 


17,697 
(24,657) 


INE De INCOME ror. nco-csnaresss saree sornepiecis soma 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INetenCOINe i. ate cre coriicses ceeececr oeedeseneeeinces cs 
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Municipal Electrical Utilities Financial 


Municipality......s.ic.cusetees cree scensenseueatias onsen ves Bobcaygeon Bothwell Bracebridge Bradford Brampton 
Number of Customers 1,250 417 1,896 3,334 $5,226 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvand facilities east casa eset uaa neaes 1,126,109 335,496 3,521,461 3,005,542 102,715,445 
Less: Accumulated Depreciation................ 474,912 179,785 1,270,779 981,036 28,489 ,353 

INGUMHIXE GEASSEtS meee mene dsueiuees aaaee nenietea ae 651,197 ISP AU 2,250,682 2,024,506 74,226,092 

CURRENT ASSETS 
Casieand \Bank: eet tesse:deoeceecct eine cenes 87,104 63,424 58,398 401,640 3,849,828 
INVESTMENTS Meant rue ene abies pure basin eh — — — — 3,483,120 
ACCOUNTS RECEIVADI Cs awscsscusiatonstoasccreseseee 9,860 2,815 26,137 146,779 12,542,160 
Wnbilled@ Revenue sro wcskecwsesene ac ause dls 240,000 $1,900 369,706 359 ,302 2,617,546 
INVENLOTY soecaee coset it eseaaete ae eee tcotnace sass 22,279 1,089 55,897 219,380 3,502,129 
Other cssccatacee eta: toscenssne cate ettee tomes a — 6,957 1,429 39,544 

TotaleCurrent sAssetsiwieeeh eee erate 359,243 119,228 517,095 1,128,530 26,034,327 

OTHE R@ASSETS: Ors niin cocscsetucene senna 1,355 — 1551 6,289 84,136 

EQUITYTINGONTARIONHY DROS sere 514,681 248 ,662 620,870 1,172,885 35,206,695 


TOTAL VASSE DS eo atuate cancun tie nice bere ot 1,526,476 523,601 3,390,198 4,332,210 135,551,250 


DEBT FROM BORROWINGS 
Debentures and Other Long 


Meta Weir. eee ar ticceca een eee cetaceans 115,708 21,322,932 
Less Sinking Fund on 
Debenturersyeee ere ee 1,632,363 
115,708 19,690,569 
Less Payments due within 
WONEHVERLA: ees en eeea nian ssemicaneneae as fediaee 23,500 1,230,600 
otalerecctamt asec tt sania teteentecrs cs 92,208 250,000 18,459,969 
LIABILITIES 
Currentiltiabilitiestancsa tae eee renee 189,135 178,231 456,772 14,849,285 
Ctherpliabilities eres ses senna etc: Tay) — 27,432 535,454 
MOtal erate tacas. te ss deaassoaeetenees cere icsees 206,392 178,231 484 204 15,384,739 


DEFERRED CREDIT 
Contributed Capital 


Subjectsto#Amoartization tee 157,281 147,656 25,483,545 
MECSSTATHONIZANONY 4 case. caccaes heehee eceenees 15,382 16,862 2,931,344 
8,467 6,333 141,899 130,794 22,552,201 

RESERVE Sica secestrusdessmarcie cracsar eae enedat — —_ — — = 
WMI UE Ys BOI ex car ccsce cs cescreseiamet nna ace ne 704,728 229,800 2,449,198 2,294 327 43,947,646 
EQUITY IN ONTARIO: HYDRO .505..cc0ccces 514,681 248 ,662 620,870 1,172,885 35,206,695 


TOTAL DEBT. LIABILITIES & EQUITY . 1,526,476 3,390,198 4,332,210 | 135,551,250 
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Statements for the Year Ended December 31, 1987 


Municipallity.....5.....2.:.ssscedsenesesmoeeocnsnpensais one Bobcaygeon Bothwell Bracebridge Bradford Brampton 


Numbers ofs CustOmerssy..e csnsceis eh seceerdareceecs 1,250 1,896 3,334 55,226 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 651,361 2,303,045 2,148 ,980 40,254,342 
INetrincome Om yeaterce.a:....osscnnepeuene rics: 53,367 146,153 145,347 3,816,307 


Capital Contributions in respect of 
land/street lighting plant received in year 
FAGIUSUMENIS oere seco dncune ces se -oescelysececeaseess 


(123,003) 


2,449,198 2,294,327 43,947 646 


704,728 229,800 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service, REVenUeintiencecasne.s cncsnsnitoeme dp rncswines. 1,401,057 420,565 1,997,740 2,960,168 95,657 ,863 
Other Operating Revenue .............::sseeeeee 13,747 10,135 24,882 70,139 1,431,628 
TOTAL! REVENUES acs sosccnssscntecsessheslenteceens 1,414,804 430,700 2,022,622 3,030,307 97,089,491 
EXPENSE 
Bowenpburchasedumeesppasenaanes cee re acme. hibsccie ts 1,142,578 357,781 1,236,353 2,379,810 81,319,241 
WocaluGeneraonuccsscicnsstesctoscsansucssnacsaas — — 278,076 — — 
Operation and Maintenance.............-ssereee 30,126 20,655 92,254 186,199 3,614,388 
Billing and Collecting ...............:-0seseeeeeeers 50,682 18,268 70,899 103,512 1,830,767 
AGmimsStratlolereeaeccsenamoesr ecassereeenesire 80,944 34,909 95,762 75,687 1,387,199 
Depreciation Less Amortization .............+++ 41,103 12,353 103,124 95,369 2,550,850 
Financial EXOense oscccincc sansseussanceesccnse ses 16,004 — i 44,383 2,570,739 
OTA XPENS Ee eerste ents ence laes aetaniies 1,361,437 443 ,966 1,876,469 2,884,960 93,273,184 
Income Before Extraordinary/ 
Winusnal vitems sseseses es so-ss ee steerscseasaswssiee ess 53,367 (13,266) 146,153 145,347 3,816,307 


Extraordinary/Unusual Item(s)..........:.0seeeeeee 


NET INCOME Gr cours cssecncnsescesdeecmscescaames aces se 


22,471 — _— 27,000 
30,896 (13,266) 146,153 118,347 


53,367 (13,266) 146,153 3,816,307 


1,009,869 
2,806,438 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Nebr INCOME eseceeckcacs seco semcanec cers doaiiceseiesieeics 
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Mumnicipalityzsst-.ccnstscsser cera dacet as ome armen teeee ns 


Nomberiot: Customers*.-sesocee ee eee 


A. BALANCE SHEET 
FIXED ASSETS 
PlanteanG) taciiitiestess. anaes eee ener ene 


INEt fixed tasselsistesccan econ horn ene manne 
CURRENT ASSETS 
Sasneana Bankers cee ee eee 


OMEr earn Cee ae err ee ee eres 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Termy DeDtratcsrcuccciust een ec nicer cston ens 
Less Sinking Fund on 
Debenturerst.r craters mer ee 


Less Payments due within 
ONE* VEAL sjnaset ssa encore saa adenaneavoaseasene Cet ans 


LIABILITIES 
Current? Etabilitiesset are a eee 
Other iabilities: amass ee eee ee eee 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization. .....:2.c0.c0ss00 20 
ESS PATOTUZAUOD esses senate eee teeter eee 


TOTAL DEBT. LIABILITIES & EQUITY. 


Municipal Electrical Utilities Financial 


Brantford 
Twp. 
2,634 1,703 


Brantford 


Brechin Brighton 


28,003 


$ $ $ 
28,985,976 4 374,927 1,594,455 1,386,657 
11,438,430 2,114,702 548,336 596,498 


17,547,546 2,260,225 


790,159 


40,180 1,046,119 


2,636,684 470,490 9,303 51,716 130,402 


2,474,975 — 5,000 _ — 
1,387,338 47,502 6,402 41,980 165,129 
3,066,000 656,642 16,262 212,860 294,485 
1,506,905 143 396 2,766 73,424 ny4/5))| 

90,239 7,574 &), (Aull 259 2,653 


1,325,604 
230,435 102,792 6,568 1,547 
21,961,910 3,355,118 828,883 1,229,607 


50,902,032 7,043,739 171,061 2,261,809 2,666,773 


230,435 95,632 Pe 29,000 


11,162,141 380,239 645,460 


230,435 95,632 29,000 


25,828 13,036 5,000 


204,607 82,596 


24,000 


6,046,673 
517,264 


538,802 
54,810 


22,807 
70 


165,254 
23,661 


220,208 
16,275 


6,563,937 593,612 188,915 236,483 


1,309,367 
124,669 


1515325 
18,985 


43,630 
5,176 


9,713 
936 


1,184,698 


112,340 8,064 38,454 


8,777 


20,986,880 2,900,073 WIS15557 1,191,906 
21,961,910 3,355,118 828 ,883 1,229,607 


50,902,032 7,043,739 171,061 2,261,809 2,666,773 


54,729 
85,391 


Statements B and C 4 


Statements for the Year Ended December 31, 1987 


Brantford Brechin 
Twp. 


2,634 


Municipality...........00.cssscsessressorsseeesneessoe sees Brantford Brighton Brock 


INUMDErLOrE@USLOMElS tance en ses acensees ates cece 28,003 1,703 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 20,112,735 2,839,856 1,067,442 1,169,793 
Net income for years..........3...sssseesnsnessasrs 874,145 60,217 114,115 22513 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustment ...........00ccsccesccnsceeeeccenoceesseees 


UTILITY EQUITY, END OF YEAR ........... 


20,986,880 2,900,073 54,729 1,181,557 1,191,906 


C. STATEMENT OF OPERATIONS 
REVENUE 


SEFVICE REVENUE a b.iss5-sscecdeoseeraescnssetiess. 35,095 ,479 5,488,767 125,452 1,737 ,766 228 Ae 

Other Operating Revenue ............:ceeeeeeeee 927,672 95,133 1,621 35,439 29,173 
TOMATEREVENUE: dosscoccsesctstensensseotssortose 36,023,151 5,583,900 127,073 1,773,205 2,314,885 
EXPENSE 

POWETHEUTCHASCHEN. sete. es 1 csce cn scented canons 31,627,385 4,737,387 116,850 1,419,247 1,961,772 


WocalaGeneravionier cuuccrcsest sesaecuteer coceues oa a — _ 


Operation and Maintenance.............0sses000 1,178,621 344,788 4,295 76 ,896 127,397 
Billing and Collecting ...........:ccceeseeeeseeeeees 592,731 100,720 4,063 50,628 82,165 
Adininistrationeeauecteeeieetacicr cesses 615,304 160,279 2,543 53,956 72,747 
Depreciation Less Amortization ...........-+++5 1,098,733 170,975 7a - 54,993 48,691 
BinancialW expense @va-scccsccessneoercesssnesres-tees 36,232 9,534 3,370 


TOTAL EXPENSE. .......:..cscreseraserserroeccores 


35,149,006 5,523,683 130,420 1, er 090 22922 


874,145 60,217 ‘GE af) 114,115 PDP AG, 
874,145 ea 217 (3, oo 22,113 


13,000 = = 4,000 
861,145 60,217 (3,347) 110,115 22413 


874,145 60,217 (3,347) 114,115 22,113 


Income Before Extraordinary/ 
WnusvalPItemS wecnecvasessenssnccaecnpeseasccesseateene 
Extraordinary/Unusual Item(s)..........:s0seeeeeee 


NET INCOME ...........0:.2c0sesescsresecesssoreeosoess 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGtBANCOMIC: 5.2. toc es noc seks ce coe er nee asiseisesieica sr 
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Munteipality corscnce-ecestatettecsicctecs eee eee 


INU DEF<Of- CustOme4ns seine c se eee 


A. BALANCE SHEET 
FIXED ASSETS 


INCU: TIXEG “ASSETS pase wan eens ater on eee ne 
CURRENT ASSETS 
Gash Fand: Bank ta rrcre sti stchecs eee erecieees ic 


Othe rman maseussee tebe th ccdlus ten irae nek 


Totaly Current -Assets/2sc-2ccereseeasteceses 
OTHER ®ASSETS Wise stocks tees es 


DEBT FROM BORROWINGS 
Debentures and Other Long 
hetMmeDeDe cer. tiowst. onteee tes eee 
Less Sinking Fund on 
Deventurerssic sis pace Met 


Less Payments due within 
ONES VEAL EUR cc ssetucanstaseonectionactetetmsoen coun 


LIABILITIES 
CurrentyEtabilities nyheter e a 
Other shia bilities: yee oot ee es eee ee. 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization............00....0000. 
PSESS AT EIZANONN oat ir hs, Se nea et cnt 


TOTAL DEBT. LIABILITIES & EQUITY. 


Municipal Electrical Utilities Financial 


Brussels Burford 


Brockville Burk’s Falls 


Burlington 


8,547 462 469 470 38,584 


$ $ $ $ $ 
9,728,335 286,407 457,038 484,235 58,135,299 
3,304,349 120,249 229,086 187,890 18,337,421 


6,423,986 166,158 227,952 296,345 39,797,878 


801,824 39,872 21,417 28,979 1,643,104 


— —_ — 30,000 3,000,000 
234,426 11,018 23,400 4,352 4,688,195 
Papp e/a 56,700 64,000 114,227 5,180,685 
500,624 2,270 3,795 5,534 2,339,187 
14,565 1,230 371 1,676 170,020 


4,107,360 111,090 112,983 184,768 17,021,191 


40,042 — — 1,380,649 
7,518,942 299,531 314,072 23,224,245 
18,090,330 576,779 


508,000 


508,000 
94,000 


414,000 


2,019,766 


334,706 


1,685,060 


1,540,500 6,199,747 


1,127,070 


1,415 10,792 — 


1,540,500 54,799 66,557 7,326,817 


183,385 
18,939 


37,498 
5,382 


75,362 
15,325 


659117535 
717,748 


164,446 


32,116 


3,818 


60,037 


5,793,787 


8,452,442 178,490 282,318 354,519 43,394,054 
7,518,942 ZOD 286,006 314,072 23,224,245 
18,090,330 576,779 626,941 795,185 81,423,963 
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Statements for the Year Ended December 31, 1987 


Brockville 


Mumicipallity.........csscccscscccseeesceesssceeseeneodecee Brussels Burford Burk’s Falls Burlington 


Number) Of CUSTOMERS a. ac... ceeceosies tee ccsene cler os 8,547 


462 469 470 38,584 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 7,827,492 168,339 253,056 339 ,683 42,067 ,252 
Negrincome: fODnyealee ts se -ccscevenstetrceesetane 624,199 10,151 29,262 14,836 1,326,802 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAGJUSTMENLS kine Pers eceenes cs ecenes eenenedeulederines 


UTILITY EQUITY, END OF YEAR ........... 


178,490 282,318 354,519 43,394,054 


489,913 602,768 
19,160 6,545 
13,933,741 491,403 509,073 609,313 57,056,898 


11,725,197 


voi! 
8,452,442 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVERUCH ery. ceccscsscoeceasiivensoossenanere 
Other Operating Revenue ...........:s.cseeeeees 


13,736,501 
197,240 


481,090 
10,313 


55,001,253 
2,055,645 


MOAI REVENUE ie ossnc.. sccecteectereamacs cise 


EXPENSE 
Power Purchased, oo iioc. <..usensesseeiesioielaneatssas 
TeOCAlmGENELAC OM ng cs secs sesestinec ime uiatsinictennaacnrens 


424,078 


396,488 


530,333 


48,661,102 


Operation and Maintenance..............sseeeee 569,845 16,611 27,074 12212 2,690,305 
Billing and Collecting .............00sccssssseeeeee 263,574 11,214 12,497 20,568 1,346,344 
J NESTS SEATON caso annscndondadeserdsncsopanenencnadaer Siev/ sei 19 696 26,198 15,806 937 ,325 
Depreciation Less Amortization .............++5 345 ,582 9,518 17,554 15,505 1,869,970 
Financials EXpenseecueecst ances seaseseneses 67,813 135 53 225,050 


VN Wa 2,4 od iy, KN DAE, een aOR ean 
Income Before Extraordinary/ 


Winustial [temSiereeesaseecn sce aceoeteeeceinacirerens 
Extraordinary/Unusual Item(s)...........0000esee0 


13,309,542 481,252 479,811 594,477 55,730,096 


624,199 10,151 29,262 14,836 1,326,802 


624,199 10,151 29,262 14,836 1,326,802 


INET INCOM Bien cscs nspecnaeecrarees sree en sonsearaas 


84,000 as Bs ae 
540,199 10,151 29,262 14,836 


624,199 10,151 29,262 1,326,802 


309 256 
1,017,546 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE -LINCOTING Sia cisrsssicce oc cine atore ste eisteleroistinisssiets @aveisia e's 
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Municipal Electrical Utilities Financial 


Municipality in c.ctenet cepccnesctenc srscatewens ces Cache Bay Caledon Cambridge | Campbellford Capreol 
N. Dumfries 
Numbercof Customers esccccccorei scence seen tenet 269 2,424 29,797 1,688 1,400 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Biantrand: facilitiesemessiessscasn cere eae es 233,024 3,995 364 41,516,837 2,386,924 1,408 ,223 
Less: Accumulated Depreciation................ 120,985 1,183,091 15,784,903 930,438 548,574 


Net fixed assetsaatnec census suet cee eae 112,039 2,812,273 25,731,934 1,456,486 859,649 
CURRENT ASSETS 

GEashtand Bankes. careccssanee cena erences cates 44,308 144,737 3,467,184 65,466 209 ,028 
INVESTINGNUS esaieeskvased a sete ete eiedhieine — a —_— — - 
FXCCOUNTS IRECEW ADI na. sania oreeaene nneeaee ae 18,028 196,333 3,831,851 50,642 Qiei22 
UnbilledReventie-atncascstacke ences cetwecweree ses 27,661 419,733 3,967,513 249 ,213 243,121 
INIVENOTY Sears sek ee occ ee oceea eee sea ccee stomata ees — 65,945 1,907,622 59,740 67,546 
(O13 Sey ea Aare RRR AGHY SABER AERC rc SO ceaccneerriaree — 2,934 — 1,187 — 


PotaleGurrent ZASSetSsavsceicssosore econ an oean 89,997 829 ,682 13,174,170 426,248 540,817 
OTHERSASSET Saint ce cee eeitec einai cs — 868 281,713 57,678 12,000 
EQUIT-YAINFONTARIOF HYDRO iiseieetee. 139,954 1,360,174 24,368 ,134 667,450 755,183 


TOTAL ASSETS risk aceishiccdeccesseesess anes 


341,990 $,002,997 63,555,951 2,607 ,862 2,167,649 


= vi Ee 


46,000 2,994,140 
10,000 255,390 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Nerm* DED sncse cs soeseastaeetene ss cece eoneeosese cs 
Less Sinking Fund on 
Debenturersvencuscerick twice eo eenerneontaees 


Less Payments due within 


OQHEPYVCAT) eevee eke des walevie dans uteeecaten es eecie 2 
TOta lenevetgarcicviweswe severe vantentiaeeens 36,000 2,738,750 
LIABILITIES 
Currents Diabilities escqemeeaceesseceneesbae se easaas 26,529 398 ,362 5,069,553 178,660 146,213 


Other Etabilities «se cscav- dear oes see ae wenden 4,717 82,038 658,152 7,245 41,447 
1 eo asain sesh iaacconchr eeRaDRCR Acacae sani CaRoORAnt 480,400 5,727,705 
DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization 288 ,482 5,636,474 


Tess PAMOFtiZation fase arbor seen destiten doves 25,706 541,363 


185,905 


262,776 5,095,111 87,088 8,610 


RESERV ESI stasis dato scneaan anGunaesncetnene aes ay — — 51,585 — 
OSETIA YE © WIE Yess sit onadees atest 169,861 2,863 ,647 25,626,251 1,615,834 1,216,196 
BOUDTY IN: ONEFARIOVHY DRO Ga erinesacs 139,954 1,360,174 24,368,134 667 ,450 755,183 


TOTAL DEBT. LIABILITIES & EQUITY . 


5,002,997 | 63,555,951 2,607,862 2,167,649 


Municipal Electrical Utilities Statement A Be 


Statements for the Year Ended December 31, 1987 


Mumictpalityzieeee-.cbaricssmebsnessite scene Bereteteaeeat Cache Bay Caledon Cambridge 
N. Dumfries 


2951971 


Campbellford Capreol 


Numbemofs CUStOMersssecevnscc commen, ecescspntensis 269 2,424 1,688 1,400 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 2 120,955 22,925 ,889 1,638,145 1,171,810 
NetmincOme slOl Vearssen. so. se <secicnestitucteetian ce 134,692 2,700,362 27,689 44 386 


Capital Contributions in respect of 
land/street lighting plant received in year — 
AAJUSEMIENIS 2.0.0.5 tatotaaenennwonseoipaptanativenes sas (50,000) 


169,861 2,863,647 25,626,251 1,615,834 | 


ee aeeaneeanineaeel 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SeITViCEMREVENUC Ht, dren ane cwseutecncetete seamen 254,706 3,575,478 44 638,884 1,738,307 1,387,092 
Other Operating Revenue ............00.r.0s-00 6,030 40,292 1,072,662 48 502 29 329 
TO PADRE VEMUE Goss scscials eB thotiven: 
EXPENSE 
PowersPurchasedaee.tevces. ooscsce-cehoenietn en 231,368 2,945 ,066 37,969 878 1,324,247 1,124,935 
MocalkGenerationte cc scccncesc. acaneomsseens sas — — _ 75,601 — 
Operation and Maintenance.............::.0.600 2,010 185,804 1,615,835 114,911 82,554 
Billing and Collecting <......0...0iesessanessereeee 6,333 69,609 746,065 67,367 38,227 
A GIministratio meee soscs oe eeler ress teee ee ses seseseoen Sp 95,453 1,060,857 114,479 52,179 
Depreciation Less Amortization ................ 9,809 125,453 1,281,990 61,306 51, se 
Financial RE xpenserars-pacscnsaceaesiosehienssmcisaces' 184 8,580 336,559 1,209 


MOA IHIENPENS Ege ates acceetepees coalesce 


255,236 3,429,965 43,011,184 1,759,120 1,350,424 


2,700,362 27,689 65,997 
21,611 


ee Se Se SS 


2,700,362 27,689 44 386 


Income Before Extraordinary/ 
Wnustialieltemstrecectebes.s cscs ng-recteleeeernens 
Extraordinary/Unusual Item(S)..........:.c::eseee 


5,500 185,805 


Ss 


NETRING OME ricceeeretenmeaeecarcnencsesiaanlensmisy 


178,000 
2,922,302 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


10,000 
5,500 124,692 


5,500 134,692 


INGE EMCOME Hos cea conesewelbcins eee mnietelnsteisaseie sie sG'eteron 
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Municipal Electrical Utilities Financial 


Cardinal Carleton Place 


Municipality’... 3,1: 0t tts siceace setts sens sedewesnncctess Casselman Chalk River |Chapleau Twp. 


INumberrott Customers Wr: ssc cice. oncn teoeencetes 724 2,962 880 367 1,333 


A. BALANCE SHEET 

FIXED ASSETS $ $ 
Rlantrandetactlttessnetan.s ccoreccasccmetereet vaste: 403,729 2,765,678 
Less: Accumulated Depreciation................ 178,809 887,930 


$ $ $ 
839,105 349,658 1,279,859 
262,513 155,826 406,723 


224,920 1,877,748 576,592 193 ,832 873,136 


INGtrfIXeCG ASSEtSere sete. sot acnces ates assess cose 
CURRENT ASSETS 
Cashwand Bank? aincan tiie. ceasceccsh tonceenet nets 


100,861 209,564 102,011 48,111 157,528 


Investments -s.oejsassieecuastamonasnansaedorennars — 15,000 — 60,000 $0,000 
Accounts Receivable ss.nsssastetsccendanseesua B12 7Z 393,335 44,701 37,292 50,754 
WinbilledseReventientcs. pause cee eee ene 74,405 435,000 163,487 51,407 242,177 
INVENtOL ya caceraseatretsececs teat seclodeenars estes 3,342 78,483 6,315 3,506 49 283 
COLI Ch AUR nae aac Ae Rae eed ee Ad goa) SEAR ot 1,496 —_ 665 1,239 — 


otal CurrentwASsetSin.ictouneomiocracersiinciecses 211,376 1,131,382 317,179 201,555 549,742 
OTPHEREASSE TS ereeree sot as cede screen aeneeres — 8,000 8,715 — 3,305 
EQUITY IN ONTARIO HYDRO............... 325,137 1,735,499 458,271 191,574 698,601 


761,433 4,752,629 1,360,757 586,961 2,124,784 


EE - 


DEBT FROM BORROWINGS 
Debentures and Other Long 
herm Debts rn trertatttccnsasiaskas mercamte recs sc 
Less Sinking Fund on 
Debentures: coveatancamescaworanmiynvietreateretecs 


55,981 
Less Payments due within 


ONE VEAL cornea cesmunseenaslecsiccases sovesateed anes 14,441 
ata yaydireucevrtreuntincewancnentmnaieanedineveiits — _— 41,540 
LIABILITIES 
Currents iabilitiesiscc.nwmciiesencnerosnenee ares 308,902 165,164 83,147 156,326 
Others Via bilities ertannecsatace sasmetecees ante ue tere 16,196 5,478 1,920 74,970 
MOLAD cic rcicas dea ereoetaee ac gusleasuceucaeeeneeeese es 325 ,098 170,642 85,067 231,296 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 252,897 

BesswAmortizattoninaeccdseteuaicsitcrenctnanees 26,983 


188,179 
16,600 


225,914 


Lio 


31,677 27,774 


RESERVES fics. ticcccamiadsaecctaccus matey asenaiesta = = = = 
UIP EDYSE OOM ech srctenancnae-cnserwererataseee es 362,735 2,466,118 560,265 278,643 IDS yey is, 
EOUITYOINJONTARIO J HYDRO acc.csaceons 325,137 1,735,499 458,271 191,574 698,601 


TOTAL DEBT. LIABILITIES & EQUITY . 


761,433 4,752,629 1,360,757 586,961 2,124,784 


Statements B and C 177 


Statements for the Year Ended December 31, 1987 


Municipality: ...:0-..:.0ssocccncttensssresenerateonecsrors Cardinal Carleton Place} Casselman Chalk River |Chapleau Twp. 


Number Ol CUSTOMETS oiai.s ss ssese socosr teres cinces 2,962 1,333 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 322,676 DDI 162 508,919 257,584 1,036,436 
Neteincome fOLsyVeatin.r..:.-.c-nesesseseatmecass ss 40,059 199 ,960 51,346 21,059 89,137 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGjustent ..........cceceescesceeecesceceecseerceeers 


UTILITY EQUITY, END OF YEAR ........... 


362,735 2,466,118 ae 278,643 1,125,573 


qe eS 


C. STATEMENT OF OPERATIONS 
REVENUE 


SERVICE RE VENUCHerese srt eree ce tcnstese neces creer 569,822 3,017,911 1,150,268 358,101 1,702,805 

Other Operating Revenue .................se000 10,522 54,977 17,920 10,834 28,011 
OMA ORE VENUE ere cecetrcs tteesereateed: secs ; 580,344 3,072,888 1,168,188 368,935 1,730,816 
EXPENSE 

Rowensburchased tre npaadsiersce-s ss ceninetncseet = 503,048 2,462,246 1,021,415 307,309 1,342,511 


WPOC AUG eNerAtONU charset receecaie te coecus seestiecis 


Operation and Maintenance...............:.0008 T3953 128,297 10,414 5,292 72,373 
Billing and Collecting ..............scccsseeseeereee ees el 101,714 24,693 13,575 74,180 
J NGG Ye POST wor ocigassndcocdoaonc padangonscencusnede 9,181 91,277 831351 8,457 97,038 
Depreciation Less Amortization .............+.- le eA 88,697 26,679 13,192 45,224 
Financial Expense .c-csecescrsrroseceeses caer ees —— 697 290 51 10,353 


TOSUNG JOAN) Sy gonppoonsaadcsnbnnosnnbansonaEdas. 


540,285 


40,059 


2,872,928 1,116,842 347, i eereey 1,641,679 


199,960 51,346 21,059 89,137 


40,059 199,960 89,137 


ae 4,000 1,000 12,558 
40,059 199,960 47,346 20,059 76,579 


40,059 199,960 51,346 21,059 89,137 


Income Before Extraordinary/ 
LGPeLIQ TEAL J 511 ceo z,0nlooodaanagadsnnponcnconcesodencsag 
Extraordinary/Unusual Item(s)...........:000eeeeee 


NET INCOME. ............00:scecescecscncssceeecsesenes 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


1 a) Yes 1 tganean Sor ppeannanoondnaene ined nocudoaneoase: 
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Municipality. a:cvsadusred.steee ieccetcccssecetereceetes. Chatham Chatsworth Chesley Chesterville Clifford 
NumbersOf Gustomersssert.ccaesed aces cece teon ee 155235 200 880 682 318 


A. BALANCE SHEET 


FIXED ASSETS S$ $ $ $ $ 
Plantrand\ facilities: sseassnesecceeaeeetare aes oe 19,436,004 120,643 840,774 634,737 226,071 
Less: Accumulated Depreciation................ 5,447,806 Wire gi! 349,749 244,453 100,645 

INGE ftxed Wrasse tS cuce econ sence. eee ereasew: 13,988,198 63,072 491,025 390,284 125,426 

CURRENT ASSETS 
@ashtand! Bank. 298 soi cccis 4. noes onetere eats 73,440 20,797 72,568 81,441 
INVEStMENS 2os2. acer ees ee —_ 2,000 <> - 

Accounts) ReCeiva Die isaca.ssetate ores reseseterced 1,615,633 5,407 57,514 85,101 
Wnbilleds Reventiers. apace. .eaeeersaeceaeeen 1,634,317 25,238 156,543 159,802 
INVE NOR shite eaecgene cers aaoae Meatteach Oops tomaaee 778,328 1,037 28,652 7,973 
ONS) aoe Sen men nine esc paaar ee eee eae ates ieee 5,602 721 350 728 
Total Gurrent-Assets scsecvctotevcertien vers 4,107,320 ‘ 315,627 335,045 71,170 
OTHERGASS ETS 133 esrrresecicsotens eee 83,004 — — — 
EQUITYSIN ONTARIO-HYDRO.2.. = 11,478,067 ‘ 640,183 686,218 184,369 


TOTAL: ASSETS fiiicsnscw.cctiaeeen deters votes 29,656,589 246,592 1,446, 146.835 | 1,411,547 380,965 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm DED tr Aenrtreecs cecua steam ate eet ecb esas 
Less Sinking Fund on 
Debenturerstanss terre ctr eee eee 


1,593,404 
Less Payments due within 
ODE? YOAL i Remy eve roes sniteus canons. sae tee teaicnee 183,676 


‘POtal ssc rates evy oars oe ee 1,409,728 
LIABILITIES 
CurrenteL iabilitiesteac se eee 2,224,774 28,897 91,446 
Other Bra bilitieset.scocwsseeeae ease ace eect — 715 4,380 


ROU eettecles cic tate iis siae mee at eet Mes Re 2,224,774 29,612 95,826 
DEFERRED CREDIT 
Contributed Capital 


Subject=to “Amortization estnsceeacsseeneses 478,428 
ess Amortization: cucc.ctesetmaneer oe ree 38,703 
439,725 7,801 apni i? 36,617 5,124 
INVES ES RWE Sip cians over datenwsuneie cave tou ceine serene — — — == = 
ERIE Yo E OUIDL Ye so saeocsaasventess eonsbearers 14,104,295 80,859 653,714 617,043 188,562 
EQUITY IN ONTARIO HYDRO \..c.:5c000c00 11,478,067 128,320 640,183 686,218 184,369 


TOTAL DEBT. LIABILITIES & EQUITY . 656, | 146.892 | 1,446,835 1,411,547 380,965 


Statements B and C 129 


Statements for the Year Ended December 31, 1987 


Chatham 


IMUnICIp ality cs carmen ang sei eenetier vem eneei-lsseaeeiasinan= == Chatsworth Chesley Chesterville Clifford 


INUmberKOf ICuStOMens ¥eetesecs cccessancdeceleste swale 159235 200 880 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 13,252,052 69,666 549,347 179,626 
INetsiticome fOrsyeatanc.se...0: scncceer eames ae 852,243 11,193 67,696 8,936 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments 00... c.c.ccersossersseecemseroseessdsanss 


188,562 


UTILITY EQUITY, END OF YEAR ........... 


14,104,295 80,859 653,714 617,043 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service (REVEMU Cire c eos cecacecossench seeders sonnet 20,923 ,820 210,756 945,816 1,157,891 301,171 
Other Operating Revenue ................s00060 187,433 2,148 15,343 17,647 4,298 
MODAL GRE VENUES ins ssoncontecadcteosnbensesarss DASA e253 212,904 961,159 1,175,538 305 ,469 

EXPENSE 
Power burchase din tatec caso soos oencnaties eine 17,642,789 182,821 810,617 1,028,590 259,812 


[cocal Generation. cavasecacsiccsatessvienecovansscens 


Operation and Maintenance..............::00065 986,461 3,927 37,933 18,167 4,614 

Billing and Collecting .............0..scssescersseee 441 968 4,460 23,611 17,227 11,751 

Administrationeccs scenes crescrs ccc ces yene 478,370 5,000 16,379 17,071 11,299 

Depreciation Less Amortization ................ 587,395 4,570 28,496 22,647 9,057 

PImancial EXPenSe cnacacr ace ses es aeneeeees ens aemc 172,343 933 _— 4,140 
TROMUNEL, JBN SE, aoqbassaccdodaonbnbdeo IononabEDAt 20,309 ,326 201,711 917 ,036 
Income Before Extraordinary/ 

Winustalu tems emmee tees cons renes sosrcusr sec 801,927 11,193 44,123 67,696 8,936 
Extraordinary/Unusual Item(s)...........:.::s1+ee+ (50,316) —_ — — _ 
INET INCOME ce cee ceer erases nese racecsure nec carr 852,243 11,193 44,123 67,696 8,936 
Appropriation for Debt Retirement.............. 171,600 8,000 nme 9,000 ss! 
Appropriation for Accumulated Net Income.. 680,643 3,193 44,123 58,696 8,936 


In (a 8b EVs 111 spinte spade acocaaeenorcriceeD aananecoasaorcenned 


852,243 11,193 44,123 67,696 8,936 
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IMEUTICIPANYcntGkceteeeceoet rec etec sities sseceecar seat sone Clinton Cobden Cobourg Cochrane Colborne 
INGMDERTOR CUStOMErSit «con. ca desecncon eet reeenc 1,464 $32 5,460 Psa 844 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Biantandntacilitiossais. cn oil wae erence onhe 1,486,692 297,719 5,398,302 2,124,500 902,757 
Less: Accumulated Depreciation................ 623,388 123,971 2,556,760 881,585 326,541 

INCGUPEXE GM ASSCIS ccs conte na tiene atititoies 863,304 173,748 2,841,542 1,242,915 576,216 

CURRENT ASSETS 
CashWandU Banke. occetcosansactharcrere tees ensee 8,329 105,083 699,471 119,629 46,364 
INVEStIMENtS tee tiaatcore cee ero rere meet —_ — 1,231,000 350,000 — 
AXCCOUNS RECOEIVADIEZ cos. cos ccsctasenen nec canscoces 19,972 7,716 1,090,647 48,403 20,511 
Winbilledm@Revenue iy canseccsnuereenedaeu ee 219,300 61,691 625,000 323 ,724 145,100 
PNVENEOTY cetaceans ce nbiee ncn e oe na renetine shesauaal 32.725 3,800 149,426 74,079 20,959 
LOTS Sse earerOl ee bs bora Ro BaAHaeee Re qe na pe Ro is 863 2,188 7,614 —_ — 

Total CurrentvAssets sessed eck 281,189 180,478 3,803,158 915,835 232,934 
OBAERSASSETS taser caer cece ees oe — —_— 3,333 — 185 
EQUITY IN ONTARIO HYDRO............... 939,419 4,950,501 1,350,896 482,146 

DOWATAWASSET Sheree acc none ieee geies 


2,083,912 618,317 11,598,534 3,509,646 


1,291,481 


DEBT FROM BORROWINGS 
Debentures and Other Long 


hermgDebtes ctten: soasteseus terme eeos 63,333 
Less Sinking Fund on 

Debenturerstecnete eee a= 

63,333 

Less Payments due within 

ONEBRVCATS, crccwers siancnasivdeeaennuereneteaccenees 33533 

(ICS evar aad xc teen ememte hier sath gaM encore AMP ater 322,000 58,000 

LIABILITIES 

@urrentisiabilitieseee eee nee ee 172,631 66,785 1,780,160 291,209 84,250 
OtherpbiaDilities..- can aieenecueen tees 47,704 3,340 16,263 42,389 7,195 

ROCA AM ete averaedtrcecaceee Mtscreette etoile 220,335 1,796,423 333,598 


DEFERRED CREDIT 
Contributed Capital 


Subject to Amortization................00c0000 71,353 
MesSeAMONIZAUION..,.<duceacawacinaeatoestcieoaece ee 8,066 
175223 22,176 63,287 41,429 
RIESBIRVMES soaruteu saccetatss cue teatereacemn oe — — — = 
(WTO a Bye KO) UE TA Gases obenmemarorintc ace mee ctictece 906,935 261,925 4,788 ,323 1,461,723 626,219 
EQUITY IN ONTARIO HYDRO............... 939,419 264,091 4,950,501 1,350,896 482,146 


TOTAL DEBT. LIABILITIES & EQUITY. 


618,317 11,598,534 3,509,646 1,291,481 


Statements B and C 131 


Statements for the Year Ended December 31, 1987 


Cochrane 


Municipality ire sp. marecenattnis ese. stvct ss doeeicieteeceions Clinton Cobden Cobourg Colborne 


INUMDeTOL CUStOMEerSaret ver desancseletes ctetmeseneee 1,464 $32 5,460 PAI 844 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGtHINCOME TOTAAL or. ia.5.tsia<-camacumuenencsiane 
Capital Contributions in respect of 
land/street lighting plant received in year 
ANGJUSIMIEMtS 4a cmctes cones aes ase decuteastreee ncn se 


$ $ $ 
877,977 241,124 4,702,487 1,424,735 
28,958 20,801 85,836 36,988 


$ 
574,737 
51,482 


UTILITY EQUITY, END OF YEAR ........... 


906,935 261,925 4,788,323 1,461,723 | 626.219 | 


C. STATEMENT OF OPERATIONS 
REVENUE 
SELVICE-IRGVENUG Heh oane see cade celnat prem pe cee auton 


1,398,161 476,866 8,132,987 2,698,936 926,241 


OthenOperatingeRevenue mca ees 27,314 9,799 282,825 62,148 26,851 
TOMATO RE VENUE o2.5.5.cccccstasemeerncasuccsens 1,425,475 486,665 8,415,812 2,761,084 953,092 


EXPENSE 
POWELPPUTCHASER Gree is daons cecsecteeeeme nate eenas 
WocalaGeneranonbenc tease cavek ioacasareseeasoe 


1,155,949 


7,487,649 


410,659 


2,276,903 


756,987 


Operation and Maintenance...................00 85,174 8,689 232,970 178,425 42,242 
Billingwand (Collecting anncasecenarasceensestin: 22,321 14,801 199,755 66,394 26,677 
ZAAAIMITISTEATION neegreseste Sees a awe lois batcesieoalne 80,393 20,543 173,877 92,410 37,703 
Depreciation Less Amortization ................ 51,046 TUS 2355125 70,730 31,324 
Financial JEXpe nse) sccm. .tccaeeiidiesccsssesssiecheste' 1,634 —_— 39,234 6,677 


INOUE ED. SINS Si sa seu ganananboogoonnnssoonbosde 


1,396,517 465,864 8,329,976 2,724,096 901,610 


28,958 20,801 85,836 36,988 51,482 


28,958 20,801 85,836 36,988 51,482 


— — — 22,000 5,000 
28,958 20,801 85,836 14,988 46,482 


28,958 20,801 85,836 36,988 51,482 


Income Before Extraordinary/ 
KUmuUsual Wtems pets ster seuienst nie sresateirenn’ne-c’leneel 
Extraordinary/Unusual Item(s)...............00e00 


NE OINCO MIG, sees ctlscctealerirelseeoiaten se seentdeeslonsnnses 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE IMCOMIE Hilaca sees eas eee eeics canst ee hate nbee cine ees 
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Municipal Electrical Utilities Financial 


Municipality, «s:.4..0<.@eaticdecs snes ecicdesonodeceaceccsanics « Coldwater Collingwood Comber Cookstown Cottam 
INumberuoty Customerss tre--..spacecacscumenas sere 520 6,192 283 439 389 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
PRlantsandéfacilitiestcssac:scvesoandareeratescocac. 495 ,967 5,636,009 268,480 310,923 300,274 
Less: Accumulated Depreciation................ 179,638 2,036,996 139,059 111,692 127,728 

INCUEIIXECeASSCIScs: woorscte. sesh eee eee ree 316,329 3,599,013 129,421 199,231 172,546 

CURRENT ASSETS 
@ashtanG eB ank ance wie esas cae cs See eae — 88,121 28,698 67,948 19,031 
JPVEStIMENS Jud iornace contac ncacto hea oaebe een — 741,981 29,221 —_— 12,578 
FNCCOUMISERECEIVADIC ac.c an eon cen cncnee eee 15,098 757,677 2,933 16,434 3,449 
WinbilledBRevenvey ccssnsascoccsucenssocsstescaseers 111,516 505,206 39,900 68,407 67,059 
] fa \i{-1 01 00) 0 PRA Snes e SERCH AMSG OSELI Maca ganeRCeeeE Rae 3,996 444,552 4,125 13,567 — 
(D3 e cgrinoon attieaeke ach a G56 aaa aRE cebe acta ao oo DeaRe 559 3,185 1,958 — 240 

MotaleCurrentsAssetSicn..a.cccensaeemosasaenere 131,169 2,540,722 106,835 166,356 102,357 

OTEERSASSE Tete. sett tces codecs here are eka 587 12,659 — —_ 7,559 

EQUITYSINCONFARIO, HYDRO i....0cccesuces 353,176 4,888,868 192,247 216,707 151,095 


TOTAL VASSETS 120. 5: rencenscwendereentstsescos. 801,261 11,041,262 428,503 582,294 433,557 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merme Dede. ..cesuet-h aavanncustoare oun Wee neesne. 116,500 10,000 
Less Sinking Fund on 
Debenturers sicsnviecnvancessaebieananansinaieoacs — 


116,500 10,000 
Less Payments due within 
ONERVCAL. noneteen hacia soo tacs er tee tcaaacore 12,500 10,000 


DOtal eacenccaaissetorinmewteuen ad ascendant 104,000 
LIABILITIES 
Gurrentiliabilities;casewssasieciisecs acerca eek aul 103,989 WTSI SOS ; : 46,387 
Others liabilities sss. cae eee eee eens 2,000 184,623 é 5,920 


MOAN GS. <i sector een ae caacelessoametante mr sse sores 105,989 1,361,728 ; ; 52,307 
DEFERRED CREDIT 
Contributed Capital 


SubjectatorA mortization s.ce.ccesasesndeenen eve ; 314,255 ; 10,054 
Bess tA MOrtizatlon:.caccsenssaccccoh cnc euan ec ineas ; 38,626 : 1,668 
25,414 275,629 49,421 8,386 

RES ESR: VIS ocr chie ec nmane sina suasersdeneaceeaiosens — -— — — 
WME RYSEO UTBY at. coches 212,682 4,515,037 156,021 268 ,389 
EQUITY IN ONTARIO HYDRO occ cceees 353,176 4,888 ,868 192,247 216,707 


TOTAL DEBT. LIABILITIES & EQUITY. 801,261 } 1041262 | 428,503 582,294 433,557 


Statements B and C 133 


Statements for the Year Ended December 31, 1987 


IMUIMICIPalityssc sonisnoncnetnaceatte oosan esastrasdde oanere te Coldwater Collingwood Comber Cookstown Cottam 


520 


283 


INumbe mor iGustomersaeescce.seccr ces teen eee 6,192 439 389 


$ 
196,872 
15,810 


$ 
4,493,627 
21,410 


$ 
249 ,666 
17,623 


$ 
241,312 
(13,084) 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INCTRINCOME TROT MVEA. .sc.065 05 euetuaceeces 
Capital Contributions in respect of 

land/street lighting plant received in year 
AXGVUSEMENIS: <h-, oscce see edesae wn sncne<caesmareeee peers 


UTILITY EQUITY, END OF YEAR ........... 


597 ,133 9,536,770 312,118 409 542 316,140 
12,649 154,357 5,000 11,374 6,929 


C. STATEMENT OF OPERATIONS 
REVENUE 


POTAR REVENUE cc.cccssicd cnet an cee 

EXPENSE 
RowerPurchased Be mee...) ..cscsoneeceteere ces 508,567 8,844,085 279,524 360,619 281,234 
MocaliiGeneration ences. cocrsee sec sctenaseess _ — — _— — 
Operation and Maintenance....................+5 125135 368,308 14,502 6,181 8,868 
Billingeands@ollectinge nnn easccsecrcccnene 11,296 113,174 7,743 11,853 20,005 
AGministraviOn cence oat ccenk toca sinasedonens 26,103 119,961 16,883 12,357 10,121 
Depreciation Less Amortization ................ 18,991 214,902 8,389 12,112 10,406 


16,880 9,287 171 396 


PinancialMExXpense sas snuaarwesssecsstc screens rect 


| 593.972 | 972 9) | 9669.717 | 717 cy 041 | 409,288. | 293 331 | 331,080 | 


15,810 21,410 (9, 923) 17,623 (7,961) 
5,123 


10,000 
11,410 (9, 923) re 623 (13, 084) 


15,810 21,410 (9,923) 17,623 (13,084) 


NOTALGEXPBNSE Wascnsscconendes nasecescs os 


Income Before Extraordinary/ 
Wrnusuall [tems eee asecsmesea eda scstheuecr tices ses. 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCCOINCOMEC sor eecceeesacete ee tetera ietoe ec ueaes 
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Municipal Electrical Utilities Financial 


Creemore Dashwood 
564 205 


Delaware Delhi 


MUNICIPAlityss racers meee neuen oaees career eet ees Deep River 


Number ol 1\CUStOMerSeeemseae eee a Lone. 1,804 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Plantwandittaciities’: sates cccuaaineree tte atest: 387,250 107,379 2,621,291 1,486,838 
Less: Accumulated Depreciation................ 169,329 50,773 1,245 300 612,975 
INebMixedMassctsmitw.. snore metre seneneeeiee 217,921 56,606 1,375,991 217,301 873,863 
CURRENT ASSETS 
Cashrand! Bank settee cose en eee eae 22,868 15,451 332,023 $1,047 61,476 
ATV ESEIMIENES fect etreechcte ies aren eset dala daha ao ee _— _— 1P2R7 55 10,000 78,912 
INECOUNTS MIRE CCIVADIE Kanacain ce. aseaeea eee ces 23,829 3,304 64,057 4,344 $,052 
Mnbilled@Revenuienw.s/ccsdeanenn ee eee 88,328 26,000 554,532 38,600 268,000 
INVENCOLY Ueetaee see sa ateitstiier meee mtbr Lae ae 14,497 84,247 — 64,690 
CUE Terese eee Sees Pete cies occ Tel 8 & 1,690 4,068 —_ 436 
otalé@urrent#Assets ssa) sea seesesereeetseeeee 1519212 1,051,682 103,991 478,566 
OTHERRASSETS S236 ee cues eoiaiine 471 592 — 1,009 
EQUITYSINFONTARIOF HY DROese ee 293,056 1,456,449 108,662 986,119 
(OPAL LASSE TS) fences ocasaccue ee eteenaaee 


DEBT FROM BORROWINGS 

Debentures and Other Long 
PPE DOE,» cerertese sine tiednanet eee anncoueets 
Less Sinking Fund on 
Debentures sinicorsuiwwnnsneronmesceewsibees ees: 


Less Payments due within 


ONERV CAL oot crete natant uke A Ills Re 
Total casnnictosdenonssetieeutacannedorssaaatte 
LIABILITIES 
Current Wiabilitiesy etree eas seuiieant - : 232,283 
Other Seabilitresin ier ee wee eee ah Lie f A 43,914 
PLO taal ais Sans da ater eerste ak tone ON lia sen : y : : 276,197 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization 


Ress PA MOrtizationiaccs-cuncsuere tices ie alec 
17,465 49 948 72,678 1,188 
RESERVES Wesco ica rn ia nan tole ee So gay es — — = = 
WERTED RY SE OULRY Se triceaw ene toe) ae a 277 ,382 1,816,700 117,155 1,004,053 
EQUITY IN ONTARIO HYDRO............... 293,056 1,456,449 108 ,662 986,119 


TOTAL DEBT. LIABILITIES & EQUITY. 429,954 2,339,557 
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Statements for the Year Ended December 31, 1987 


NIUINICIDALtY renena esperar emices seiactese estates selaces Creemore Dashwood Deep River Delaware Delhi 


INUMDERIOF A CUStOMeLS ier. fe csc sc ce.sesccedereesecnes 1,804 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INEteInCOMe HOTIVEA Ran s. 55 cs. secretes medsnanse 
Capital Contributions in respect of 

land/street lighting plant received in year 
PXGVUStMENtS 2. .ccer ere baw os <sloncenauaeceet casa 


$ 
1,747,952 
68,748 


$ 
112,830 
4,325 


OTT ATT 
26,876 


UTILITY EQUITY, END OF YEAR ........... 


277,382 84,670 1,816,700 117,155 1,004,053 


586,018 173,632 2,774,525 190,691 
9,929 TS 85,430 2,892 
595 ,947 175,407 2,859,955 193,583 1,838,558 


520,036 160,209 2,361,639 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service sReEVvenUCinee osecrnsiscces-enunrssse ceeds 
OthersOperatingeRevenue earenccesscncensnenes 


1,756,650 
81,908 


OPAL IREVENG Biter sccn.ccoscostenscuseinses ass 


EXPENSE 
IPOWEL ME ULChAaSCGMiccceoceteacsnchiansiaets seokooeess. 
ItocalGenerattonieness.icctavesesscssansavese 


166,897 


1,388,816 


Operation and Maintenance................:006 6,447 136,723 2,580 92,731 
Billingvandi@ollectingerecyscccs-csescreseenenc ees 23:35) 81,852 4,826 122,712 
PNAmiINistratlOneerscancecaccccncsmccsensecs someriass 17,951 83,865 6,464 81,646 
Depreciation Less Amortization ................ 14,221 100,267 8,491 56,471 
inancial@e xpensencamenscsaescrass-teseesee saree 621 26,861 _— 19,306 


MOT ASE CE ENS Ei cccassna sie stewacesanceaesoeiiark 


582,633 ZTE Siz 2,791,207 189,258 1,761,682 


Income Before Extraordinary/ 

Winusual Mites ses eee cecnss ccscrsinsttonseolastsiuies 13,314 (1,905) 68,748 4,325 76,876 
Extraordinary/Unusual Item(s)............:06000008 — _ — | — 50,000 
INET INCOMB firs cone ce ssiees cnccteupsesenences sunsense 


(1,905) 68,748 4,325 26,876 


_ — 44,000 — 35,000 
13,314 (1,905) 24,748 4,325 (8,124) 


13,314 (1,905) 68,748 4,325 26,876 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCEWIN COMIC Hoe 5).cccocscisiess semen pach sosmesawacnsnmesuie 
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Municipality.: .922...2tcceteacemocss. sss etter eee sneer es 


INumber-ofs Customensticescc.ccaesnoccs os tenendees cee 


A. BALANCE SHEET 
FIXED ASSETS 


INeU fixed tassetsic. 5 naeitacne meee catecurene 
CURRENT ASSETS 
@ashfand ® Bank Posten: cases eos tieeetet ones es 


DEBT FROM BORROWINGS 
Debentures and Other Long 
berms Debtirchecs. ce acvcssawouecet erates evans 
Less Sinking Fund on 
DEDENUUINCTS: csateeverte aur eansnancansestios 


Less Payments due within 
ONE YEAST .2 ny weoete see satauh cae soenemeneeatanos cede 


LIABILITIES 
Current slberabiliticS acsenecnac eh coscseaoe see 
Others ia bilities: wavs coecdccteeel eee canoe 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization...............ccece0e0s 
Mess AMOrtization on, ace cescuetnaecuatseceeeceee tens 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Deseronto Drayton Dresden Dryden Dublin 
701 346 1,104 2,853 129 


$ $ $ $ 
614,471 317,957 1,019,344 3,784,763 105,115 
299 845 128,955 401,102 1,410,816 66,024 


314,626 189,002 618,242 2,373,947 


34,180 


156,795 144,547 


5,951 


— 30,000 —_ — 
27,185 4,151 57,809 98,756 
132,703 60,000 159,000 459,941 
34,585 10,772 15,893 152,019 


US 939 


200,424 139,218 390,436 


2a aes _— 80,349 = 
517,820 235,802 868,750 1,487,766 1125951 


1,032,870 564,022 1,877,428 4,797,325 
| -} ) - = S 
82,303 42,352 134,978 435,648: 14,707 

11,455 1,025 5,006 48,114 390 


93,758 139,984 483,762 


855,263 47,752 


53,065 
8,238 


281,847 
39,093 


32,966 


388 ,326 
517,820 


29,176 


255 ,667 
235,802 


44,827 


823,867 
868,750 


242,754 


2,536,961 
1,487,766 


71,084 
112,951 


1,032,870 | S422 | 1,877,428 4,797,325 199,794 
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Statements for the Year Ended December 31, 1987 


Mimmicipadlityie.n.o...ccaseeceanddtssorensscnenstseatess Deseronto Drayton Dresden Dryden Dublin 


INUimbeTRORE CUSEOMETS tha: ceo dons cee attr eemans 701 346 1,104 2,853 129 


$ 
346,556 
41,770 


$ 
246,426 
9,241 


$ 
757,596 
66,271 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetiincomey for yeane.G. vcssnseusdeneusseeten ons 
Capital Contributions in respect of 

land/street lighting plant received in year 
PNGIUSEMENES P.. erence iacenenncecsscmeearcranense ss 


2,321,243 
215,718 


66,178 
4,906 


UTILITY EQUITY, END OF YEAR ........... 


388,326 255,667 823,867 2,536,961 71,084 


1,585,456 3,188,646 168,428 
24,695 57,710 2,456 


1,341,798 


C. STATEMENT OF OPERATIONS 
REVENUE 
SERVICES REVENUE Hae decscssessasweccmten sel anenasisiee 
Others @peratingeRevenvier...c..1-esdnedeenses 


835,952 
35,642 


MOWATS ORE VIS INU Ey oss c.saccoaitnesbetiasecsnecseins 


EXPENSE 
POWESBEUTCHASE Gilet fakede ss one ecsteneadeoceatieses 
WOCAIEG CNeTAC ONG. ea. bios accstacssaiconrs cacetaides 


675,813 


351,256 


2,483,402 


Operation and Maintenance................0000 30,502 8,362 54,337 234,175 
BillinggandsCollectin ge cssnceicce--s case see soneeene Sicouu: 7,764 40,966 77,343 
PAGIINISEDALION Es ane tessceeat coarse denise ne ws si aeesrerseiie 59,855 8,013 Th 3i2. 85,069 
Depreciation Less Amortization ................ 25,057 11,194 29, ms 133,760 
Binancialaexpenseve cra .ccsscoaeee saeistdlesiecsaie si 1,220 102 16,889 


PORALEXIPENS Bag ceos nr saatanioddsasanedears ange 


| 829.824 | 824 386,691 1,543,880 3,030,638 165,978 


41,770 2,805 66,271 215,718 4,906 
(6,436) 


41,770 9,241 66,271 215,718 4,906 


41,770 9,241 66,271 215,718 4,906 


Income Before Extraordinary/ 
Winusualbltems i ercenianstovnisccadensseniaetamans sieeve 
Extraordinary/Unusual Item(s)..............0000006 


INE INCOME siissssoncibersesseenrssmecccticiicsaressns 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


PNCURINCOMEGs cr..55. cheeses cans cesdenaneba- ade avienseunte 
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Municipal Electrical Utilities Financial 


Municipalityioi72. b.cdieccrtisesssoarendsemeneeteameeer Dundalk Dundas Dunnville Durham Dutton 


NumbervofiGustomersivcrcccaciseenssesreenmernccs 667 7,246 2,239 1,072 466 


A. BALANCE SHEET 
FIXED ASSETS 


$ 
495 627 
182,673 


$ 
8,817,739 
3,439,611 


$ 
2,809 964 
895 ,847 


$ 
1,171,004 
473,365 


$ 
415,730 
188,241 


Net afixedassetsitss:scavtieceror teeth comer ane 312,954 5,378,128 1,914,117 697 ,639 227,489 
CURRENT ASSETS 
Gashtand ‘Bank iiictescesctoaresnssdmneeeteneavacs —_ 426,635 $2,855 62,364 37,367 
Investmentsimmscsaeserseromancceose ors meeermee 35,000 — — — — 
Accounts (Receivable s.cs.coscccccsatscssacssesaress 26,862 282,277 29,984 19,654 10,766 
WinbilledvRevenwersieercncrecsecsesssces ete aeeccnens 133,297 818,000 415,696 130,837 38,600 
ATIVE RTOLY Bre caseneesteeenaen ances sooeena te saren ee areaes 24,054 242,121 195,582 11,894 24,932 
Other OA ae fe hs A et Fe 2,746 8,424 Al 1,098 — 
otal ‘Current ASSetsis.ccorsesovcswiedses nceneteo 221,959 1,777,457 695 ,888 225 ,847 111,665 
OTHERAASSETS  arsnsttn es panes enact rehearse 414 18,570 —_ — 3,464 
EQUITY IN ONTARIO HYDRO............... 433,932 4,085,431 1,524,241 688,482 PP eS, 


969,259 | 11,259,586 1,611,968 567,933 


i = as 


255,000 54,000 
35,000 26,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merm DED wsocnwitcanvaccaeouenceesoseed cacies 
Less Sinking Fund on 
Debenturers cosines dieaasatgvesnentievecounes 


Less Payments due within 


ONE! VADs stanceseesamdesvan tues deatsertet tines aes 
POtalidersaswedeansnarnwakistuaeinmtesanindoewdsietts 220,000 28,000 
LIABILITIES 
CurrenteMiabilities ciconsssatsomccuecccosnsetenns 105,925 697,692 208,610 87,516 51,876 
Other Wiabilities sssoie cases oeetreee wonae esas ces 3,301 236,175 45,214 21,976 3,464 
MP Ot aly gies i: te ntancecnps onl saad ane sae baer eelas 933,867 253,824 55,340 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 101,127 26,715 

Bess VAMOrtizationicecatacueteutteserencastetens sects 12,198 5,348 


836,657 88,929 19,304 21,367 
RESBRVES Siiiverr ses docsacdcdetescarhinentcn Sieaee — = <= = 
UOMTETEY SEOUL Yarern cen catiunterstneriasan. 422,957 5,183,631 7423's) Vs 794,690 265,911 
EQUITY “IN ONTARIO/HYDRO Ms. 433,932 4,085,431 1,524,241 688,482 225,315 


TOTAL DEBT. LIABILITIES & EQUITY. 


969,259 11,259,586 4,134,246 1,611,968 567,933 
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Dundalk Dundas 
667 7,246 


419,653 5,273,502 
3,304 (95,871) 


Municipalityes. cor: cacsevaccandsiies sss sres0 dovaslemiacges> Dunnville Durham Dutton 


INUMbeTa Ole CUSLOMETS reece caccutersches sdeinde eee et 2,239 1,072 466 
B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Net uncome :forjyeatier.i........4.cneddesueess sees 
Capital Contributions in respect of 
land/street lighting plant received in year 


AGTUSEMEN Sin. : ara ctemacnesic sons eamnedaaine (= sie 


$ 
793,806 250,904 
884 15,007 


2,065,732 
173,520 


6,000 


422,957 5,183,631 2,239,252 794,690 | 268.911 | 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service (REVENUE ate ccs sc ders crest ttoseeceersan 


829 562 


6,947,323 2,348,399 1,042,169 


371,562 


OfhersOperatinge Revenue in. wuss enetss 16,429 207,184 86,424 23,095 T5231 
TODA RE VENUE 203. s0..cncesssdaesee tues scasee 845,991 7,154,507 2,434,823 1,065 264 378,793 


EXPENSE 
ower ghurChnased Bs titss «<<: cccsscsmtenorsenns ssc 
ocala GenenratiOne neste ccconiuesdececaiactwstinncse see 


758,244 


5,912,733 


1,894,762 


862,666 


302,348 


Operation and Maintenance..............:00.006 15,306 429,726 108 ,422 87,350 12,908 
Billing vands@ollecting men seetceovecnsecs reeset 34,218 284,466 88,580 41,245 16,178 
AGministratlOnnnscccsscccuseccedserceckenc sre access 14,415 275,229 67,704 33,065 LS22 
Depreciation Less Amortization ................ 16,867 318,995 92,230 40, ms 14,830 
Financial) EXpensehincsats-csiensstencscosseeseesiesies 3,637 29,229 9,605 — 


OTA EXPENSE arin riicccsmscueeanocsssce 


842,687 7,250,378 2,261,303 see 786 


ve = = lei _ 


37,000 24,000 cet ey 
3,304 (132,871) 149,520 884 15,007 


3,304 (95,871) 173,520 aS 15,007 


Income Before Extraordinary/ 
Winusualpltemsirecccccececes-cacmen case st cae cases 
Extraordinary/Unusual Item(s)................00006 


INES UNCOME ters ccescnnieras aso coenersnereen eras 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCE TIN COINE fo! s. Brees chance seen ines serie seraneccecnmenss 
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Municipality. .ccte.ssceeeewensttowstansbicscceeuese nese se East York East Zorra Eganville Elmvale Elmwood 
Tavistock 
Number Of Customersme:s.c.sceesn ee cinerea 24,986 759 643 681 163 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planteand: facilitiess:.scercseost ener mene eee 31,077,040 682,508 628,907 418,244 
Less: Accumulated Depreciation................ 12,378,665 313,035 313,601 172,369 
IN@ts fixeditassets's eaaseccceeneeee ee are eoee 18,698,375 369 ,473 315,306 245 ,875 45,520 
CURRENT ASSETS 
Cashtand* Bankeerencs. accra eeer ee eta 477 ,398 50,013 67,476 21,670 10,605 
INVEStMEN ES etcetera tee cores eee 1,100,000 = — — 11,045 
Accounts) Receivable mncnencesstersceencece eho 3,869 424 15,571 10,996 32,292 5,166 
UnbilledsRevenuernnaeccsenes eee ree 1,282,538 148,000 84,091 111,369 13,219 
TNVeEnitOLy/ sees pac ba eanaeee sco aren Oneds eonbeeromecs 2,858,387 18,848 9,180 5,487 2,673 
CO 1) 17a gene ors Ghani tice as doGaninncen ocak Obcianonoe 443,116 661 335 422 210 
Total:Current) Assetsisivscck socceenet seers 10,030,863 233,093 172,078 171,240 42,918 
OTHERPASSETS Sieancais cae cenacce econ oer eos 314,217 990 53,479 a — 
EQUITY IN ONTARIO HYDRO............... 23,882,310 693,815 244,722 365,258 82,857 


TOTAL ASSETS criss css cisescioadsassceresivetss 52,925,765 1,297,371 785,585 782,373 171,295 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PRELIM? DED. He. eeasisntyanteas vsacemen eres sani. 2,150,213 
Less Sinking Fund on 
Debénturersivtrerchatn eee ere 1,841,903 


308,310 
Less Payments due within 
ONE Veasanrhcsccna. en tegaeaeaeeencta meet esi 


"Vota ev tae stains paras POnaaa ei eee 255,757 — 
LIABILITIES 

Current: Liabilities sazicwmasaricca er 3,775,326 104,262 79,741 

Other: LiaOuditieses.c7. vtec alee saencaercsouweddinene 454,589 1,600 56,675 


otal sa etactars cert aderors caer eee eee Ae 4,229,915 105,862 136,416 
DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization......id.ccc0cc00ses0 649 ,379 14,961 65,412 
Besse AIMOrtizatlo nitar seer esaa a faree eee eee oe 93,179 1,651 12,642 


556,200 54,570 13,310 52,770 


24,001,583 443,124 S9IRIS7 268,458 
23,882,310 693,815 244,722 365,258 


TOTAL DEBT. LIABILITIES & EQUITY . $2,925,765 1,297,371 785,585 782,373 171,295 
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Statements for the Year Ended December 31, 1987 


East York East Zorra 
Tavistock 


759 


Municipality cient a.t ae pettevacadsdee soccomagessier tee: Eganville Elmvale Elmwood 


INUMbDER Of CustoMmersiaersraccccdcaceecsneetece saa 24,986 643 681 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INCEmncome Or kvear nesses rae caar ete eae 
Capital Contributions in respect of 

land/street lighting plant received in year 
PNGJUStINIENIS was ieacesteee ose catece sees teacemee tenet 


$ 
22,366,619 
1,410,072 


$ 
434,623 
8,501 


$ 
352,609 
38,528 


$ 
274,021 
(5,563) 


224,892 


24,001,583 391,137 268458 458 74,092 
38,619,825 


716,780 121,102 
1,053,692 9,900 1,641 
~ 39,673,517 1,095,721 571,398 726,680 122,743 


33,620,438 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,076,789 
18,932 


559,550 
11,848 


EXPENSE 
IPOWEPSEUTCHAaSCG me nowt. accent eae ter siaes 


970,845 


417,132 655,933 


WocaliGenerattonesracnc coast ae laceeneec ona — _ 27,784 — 
Operation and Maintenance..................6605 1,814,022 19,782 28,262 16,699 
Billing jandeGollecting nen w.ccecsacnaenscerese atest 918,852 23,762 15,907 27,051 
AGMIMIStra llonee.cncncseneees crete see aseehoe canes 785,935 46,775 WIE: 19,633 
Depreciation Less Amortization ................ 1,218,846 25,799 20,593 125 ee 
inancialgi xpense'ees-re peas saeeoeceseos en ares cee (94,648) 2571, 5,419 


TRO DEY EM 2), 0 sd Shc) Dum sanontancsooaodogdcobaneconecc ange 


38, | 38,263.45 | 445 1 | 1,987,220 | 220 552; | $32,870 732,243 117,783 


1,410,072 8,501 38,528 (5, 563) 


1,410,072 ae | aa | a 38,528 (5, 563) | 4.960 | 


4,000 1,745 
1,410, 072 4,501 38,528 (O; 563) 8,215 


1 LS 072 8, ay ay 528 (5,563) 


Income Before Extraordinary/ 
Winustal items cjeamcecnuesese-ctee cee eaeew ener vewene 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGO INCOME. cee niee ten eeun ee atelocen ati eter aaeeeecihaee 
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Municipal Electrical Utilities Financial 


IMMUTICIDAULY.csacemeasaseeeemencededicasdeastternr et aatet «. Erieau i Espanola 
Numbervof ‘Customerssnessccnee cece tet cece 381 2,262 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Blantvand facilitiessscre- accra: comeeermereccere 811,690 1,168,949 124,565 1,068,719 1,664,371 
Less: Accumulated Depreciation................ 324,436 295 ,786 28,652 332,548 690,021 

INGte fixed tassetSte eee tte eee 487,254 873,163 95,913 736,171 974,350 

CURRENT ASSETS 
Cashr and: Banke mrcies, secscnccicc dest himan nate cs 100 127,616 21,753 256,702 109,864 
ANVESTINENES tre tec ence eommeiee a een eee ees 100,000 — — — 111,479 
IXCCOUNTSHINECOIVADICHe eee renee hee eee rene 33,014 25,928 4,862 34,689 216,513 
WnbilledPRevene mee wanes ete eee eee 159,000 177,215 29,000 217,134 155,705 
EDVEMCORVecetswennen cave ce aes oadeces eames ee occa: 27,328 13,688 — 64,306 42,315 
OCHS Tete nee enone at aset tassios cattle eminent 462 769 o 1,362 1,496 

MotalaG@urrentsAssetSasncucecssecesnoccaeseonce 319,904 345 216 55,615 574,193 637 ,372 

OTHERFASSET Sie checccnccss eee eee: _ — _ —_— 7,638 

EQUITY IN ONTARIO HYDRO............... 632,867 452,295 177,745 732,558 1,151,301 


TOTAL ASSETS li Ve 1,440,025 1,670,674 329,273 | 2042,922 | 2,770,661 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erin} Debthe eee ees esiuaceydeaccatmeatees voce ces 
Less Sinking Fund on 
Debenturersisierercme vases tacnieoocatracaaae eter 


Less Payments due within 


ONE: VEAT yas ec esen aaseec es se sneeRERR a ees 
Motale ewe erate nascent tere Ln eee 
LIABILITIES 
Currentaliabilitiestadcnaveeeee eee eee 25,689 204,277 233,978 
Other, Eiabilitiesstes oe ae eee ee 1,765 13,935 137,859 
PLOtaL Eee fea eam ece 0) oot oats Caner see eee 192,322 27,454 218,212 371,837 


DEFERRED CREDIT 
Contributed Capital 


Subject. to “AMOrtization’y..v,.aceessseersensee- 203,941 382,789 14,448 47,356 
ESS PAIMOTEIZATION maienere ton eae ence 14,187 28,232 1,741 4,262 
189,754 354,557 12,707 82,703 43,094 

RESERVES (oe corsets ara etter ieee — aa = = = 
OTE BE OUT Yee en se ceiccens tee teaee mete S252 671,500 111,367 1,009,449 1,204,429 
BOUTTY INJONTARIO HYDRO ie Ac 632,867 452,295 177,745 732,558 1,151,301 


TOTAL DEBT. LIABILITIES & EQUITY . 1,440,025 1,670,674 329,273 2,770,661 


Statements B and C 143 


Statements for the Year Ended December 31, 1987 


Municipalityivc ccs. fimetsseemastnamtes sease savaacepeseeetec Elora Embrun Erieau Erin Espanola 


1,163 


968 


INUIMDE TOT CUSCOMErS tee cecee cess snes ee tedons eee 381 922 2,262 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 550,026 623,176 103,856 


$ 
1,233,371 


968,766 


INethincome® forsyear-ctivcc.cs-osssueeteamee meres 25,206 22,924 Vest 40,683 (28,942) 
Capital Contributions in respect of 

land/street lighting plant received in year 25,400: 
AjUStMeNts:.2.. 200. a. bien 2 .pecieandeeeeacune censors 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,145,763 
35,120 


1,299,550 
20,245 


258,172 
6,541 


2,169,864 
32,914 


2,333,884 
45 366 


EXPENSE 
BowersPurchase dimen tc. 0. ccscstavatesnccer nome one 
IkocalGeneratione ean eoenceeeeech connec seems 


979,098 


1,172,954 


232,329 2,013,647 1,974,325 


Operation and Maintenance..................066 59,926 18,909 5,484 46,879 181,497 
Billingvands Collecting anc. sesecsicecenseeseses 52,874 34,940 9,278 38,469 99,635 
AGMINIStratiOMl were see ceaceae rea serceceen eer aease cee 40,625 40,055 5,983 29,643 89,465 
Depreciation Less Amortization ................ 22,198 29,477 4,128 33,456 60,817 


956 536 _ 1 2,453 


Financial xpense pies. seasccenmenacnetweenees saaes 


TIS | 1.158.677 | | Las6e7t | 296,871 | 257.202 | 202 a, | 2.162.085 | 095 Zs | 208.182 192 


25,206 22,924 Tsyul 40,683 (28, me 


is 3,500 ne aC a 
25,206 19,424 7,511 40,683 (28,942) 


25,206 22,924 TSU 40,683 (28,942) 


ROTA: EXPENSES. cssaeawnassesactnsvciesseesness 


Income Before Extraordinary/ 
Wnusuall Items iiss sseicececce-eeenee ence evens 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE: ERI COMIO tesserae eee tien eeadea ee eealoonioents 
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Municipality: 5..0...c¢s.rtermtsset.ce sau as coeemtmente sels 
INUmbereofcCustomersnms aurea nation 


A. BALANCE SHEET 
FIXED ASSETS 


INetihixedsassetsis ca. cc-ccmre eet en codes 
CURRENT ASSETS 
Gashtand \Bank Geers cscs cccch aacnteae eee ccdaws 


MotalsG@urrentcAssetsiacasaisosecnaacaacosooecee 
OTHER PASSETS Perr iirecticrecs ecco raer ee acai 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm sDebts:. Cement. wucsaccensat tencaies Sonne 
Less Sinking Fund on 
Debenturersi5.cscs-caeaehew-coveondnes tree cred 


Less Payments due within 
ONES VGA, nrc cnsdetes se ciecmaccastuaatanttaes vaanslaes 


LIABILITIES 
Currentalsiabilities sescsccsensacoetecne ces eeeee, 
Otherssiabilities 2.0. eee ee 


DEFERRED CREDIT 
Contributed Capital 
SUDJeCctatOMA MOM zations sausiasdeamase ee: 
ess HA MOntIZAtlOnt tree awcia acanaes sone case eaee 


TOTAL DEBT. LIABILITIES & EQUITY. 


Municipal Electrical Utilities Financial 


Fenelon Falls 


Etobicoke Exeter 


1,083 


92,640 1,864 


$ $ $ 
2,285,254 109,684,028 2,510,921 712,342 2,347,800 
895 ,336 45,140,101 975,958 295 584 920,487 


1,389,918 64,543,927 1,534,963 416,758 1,427,313 


332,097 3,650 124,642 149,045 107,045 


— 21,150,000 140,779 —_ 175,000 
53,915 5,586,877 47,379 29,928 40,281 
326,000 11,700,000 240,639 173,730 513,500 
128,123 3,943,578 2,664 17,439 57,984 
35995 143 ,630 2,224 2,540 1,163 


843,668 42,527,735 
— 4,889,573 756 _ 
1,187,244 86,608,758 1,180,192 455,026 


3,420,830 198,569,993 3,274,238 1,244,466 


EEE = | 
64,000 51,000 
19,000 5,000 
299,808 14,238,802 26,106 
20,388 4,099,171 11,098 


145,759 
320,196 18 337,973 37,204 


558,327 372,682 894 973 


2,648,906 


4,025 


217,082 149,784 


146,717 
12,158 


3,032,097 
535 ,034 


118,567 
11,880 


288,235 
13,851 


134,559 


1,778,831 
1,187,244 


3,420,830 


2,497,063 


91,126,199 
86,608,758 


106,687 


L725 5297 
1,180,192 


4,762 


588,894 
455,026 


274,384 


2,010,698 
2,648,906 


198,569,993 3,274,238 1,244,466 | 4emiase | 


Statements B and C 145 


Statements for the Year Ended December 31, 1987 


Municipality ircciecccsaetceken a denoenieasc ten eenetaeet ss Etobicoke Exeter Fenelon Falls 


INUMDETAOL CUSEOMErS I tance coe. coe sceutaeseinen eee 92,640 1,864 1,083 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGERInCOMEeTOrNVCareaen ni. noua nseemen eset 
Capital Contributions in respect of 

land/street lighting plant received in year 
AXGJUSIMEMtS wen cnraredeewene scsi seon deteemteenenaio as 


$ 
89,819,180 
1,307,019 


$ $ 
1,591,515 535,875 1,888,687 
133,762 53,019 122,011 


1,687,484 
91,347 


UTILITY EQUITY, END OF YEAR ........... 


91,126,199 1,725,277 588,894 


C. STATEMENT OF OPERATIONS 
REVENUE 


SELVICEMREVENUCmer ens. cshacs nee smeetiaeces camer 2,447,567 167,086,420 2,217,445 1,155,101 4,810,747 
Others @peratingeRevenuewisoeec-aee seer 85,411 4,167,199 65,826 20,651 62,112 
LL ORATIGREVENUEMt c.s. cess eee nescsnesseee 29275325978 171,253,619 2,283,271 TAI Swio2 4,872,859 


EXPENSE 
ROWER Purchased Sei sotncccticsecdsaeseee ees bees 
Local Generationiessacasescasecte oasmnccasesons 


2,106,117 


151,871,536 


1,824,096 


1,009,309 4,376,317 


Operation and Maintenance..................6658 108 ,961 7,788,169 90,451 16,096 177,997 

BillmpeandaGollectingpawrascaccsscies.seseeace 45 266 3,026,974 59,247 32,532 84,689 

ACAMINIS tration eerec sce sncer cscs seceneeGn capeedeseoe es. 97,769 2,941,581 76,825 29,328 42,256 

Depreciation Less Amortization ................ 82,462 4,276,561 87,379 29,377 69,589 

Financial ME xpensemen.cismesosemescreccciescoecees 1,056 161,779 TESA 6,091 
TOTALVEXPENS Emkaonaresssnateancecdothawanueav’ 


2,441,631 170,066,600 2,149,509 1225159 4,750,848 


91,347 1,187,019 133,762 53,019 122,011 
(120,000) 


91,347 1,307,019 133,762 53,019 > aa 


— _ 16,000 5,000 — 
91,347 1,307,019 117,762 48,019 122,011 


91,347 1,307,019 133,762 53,019 122,011 


Income Before Extraordinary/ 
Wrusualt Items arte tence datos sat eavseasceestest 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE: UnCOMMe Hs. tis ae Noses tren eater e casos aaa cooks 


146 Municipal Electrical Utilities Statement A 


Municipal Electrical Utilities Financial 


Municipality.....cscstoneetenentes cc's -ocncteMenmatio: 2 i Flamborough Flesherton Forest Fort Frances 


Numbersof: Customersea... ....sgsicscc. eesasiee! 1,102 341 1,186 3,628 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantsand facilities i05.....40-:sseceseteesescenseene 177,358 963,615 218,724 1,105,939 5,441,199 
Less: Accumulated Depreciation................ 79,751 431,871 89,601 472,062 2,011,762 


INGU*EIXEG ;ASSEISice res access dese ncctitecesseneesase 4 531,744 
CURRENT ASSETS 
Cashtand). Bank seta.ctecst.ocsscbcecinseertetn ce cose 7 131,245 
INVEStIMENtS, :seco2 sacceecassoms canna cuheate nseiteeiasein 38,979 


129,123 633,877 3,429,437 


38,239 


120,375 


Accounts Receivable 22,778 19,300 27,072 357,974 
Wnbilled Revenues. sues cccsbecetecscccscese sens : 130,845 47,189 200,100 208,608 
InventOnycce-c cece to etincnnaneereoreeetese traces 7,316 8,844 9,959 308,845 
OMO HE Baocscce sane coh ene aoni eater oe sercceeess: 1,028 178 4,102 — 


Wotal |Current ASSetsicc.ccancesseacinussceneesnecs 75,632 332,191 113,750 361,608 875,427 
OTHERWASSETS ek hee wassscaskoratrceatoenareoess — 3,830 — 1,182 — 
EQUITY IN ONTARIO HYDRO................ 126,388 680,506 203 ,632 834,866 2,288,378 

TOTAL ASSETS ee hee. ceerteekecneess 


299, | 299,627 | 1 | 188.271 271 446,505 | 1831,533 | 


a. i _ = 


18,000 43,000 
1,000 20,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
FRErM DED te eas tstevaciie ssisateacievmdeecdeecies cues 
Less Sinking Fund on 
IDEDERWUTETS Sei sapere aesewetn eee es aasicresis 


Less Payments due within 


ONEUV EAL caesarendet dcclen.cidecaeanesetcaeatncs se 
BE OCA i ashcantrchsnieian iatanney ataiamacsgiias en ieonacartt 17,000 23,000 
LIABILITIES 
Conroe ni sl TaD OS ai. seecpendangakaecaara cocina: 22,758 110,632 41,576 149,771 
Other dbiabilitiess cost sassaccomencameresccesc cs 190 2,285 180 10,400 
EO es oc cantes decease ceases ceoaune tauren eestor ; 112,917 41,756 160,171 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization 


ResspAMOttizallon ne cate naeeto ete 
13,024 39,469 3,014 4 42,516 
RESEIRIMES fi. ne seensie ncaa atannaeita seanaeterae snes — _— = = a 
TIE TTY: HE @ WIT vcs cees. nates tnee ceseaeione nience 137,267 698 ,379 198,103 A 3,813,105 
EQUITY IN ONTARIO HYDRO................ 126,388 680,506 203 ,632 i 2,288,378 


TOTAL DEBT. LIABILITIES & EQUITY . 


Statements B and C 147 


Statements for the Year Ended December 31, 1987 


Mimicipalitvence mccain asrmccheslctivssanaeabearttcodse i Flamborough Fort Frances 


INUMbDersOfs GUStomerstyrssieccs satus suncedesenetece 1,102 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 124,430 ; 203,757 
Netaincomestonsyeatia. cs. .0.-ec.assescmseeecre ce 12,837 é (5,654) 
Capital Contributions in respect of 

land/street lighting plant received in year 
AXGIUSEMEN TS Be, berate nae tea eeueemenmece eh 


$ 
3,437,538 
375 567 


753,862 
39,738 


UTILITY EQUITY, END OF YEAR ........... 


137,267 698,379 198,103 793,600 3,813,105 


226,069 1,149,526 307,747 
1,889 22,124 4,901 
: 227 ,958 1,171,650 312,648 1,441,724 3,887 366 


193,994 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,410,071 
31,653 


3,800,167 
87,199 


EXPENSE 
IROWenePUTChase Gite, saves coasicosce one datarteaest ore 
ocaléGenerationiiercnsec:f.cccet sosesincusee nee 


1,003,875 


292,889 


1,179,790 


2,794,931 


Operation and Maintenance..................6665 3,399 31,217 4,339 66,928 218,316 
Billinegandk Collecting ie sctsenesns aces eens eseover 4,943 47,543 7,189 33,040 102,922 
A diministrationin. cncesscsceetereaccaecveaserssscr ss 5,794 49,902 5,368 69,822 186,170 
Depreciation Less Amortization ................ 6,810 38,806 8, bal 43,646 173,965 
shinancialg@iexpensewes soto cm aesserenceenses 181 1,856 8,760 35,495 


TOMAVEEMPENSE ME. sedecsstcumiedtvorceoss sscias 


| asa | 121 tle | 173.159 | 199 318,302 1,401,986 3,511,799 


12,837 (1, 5H) (5, 654) 39,738 375,567 


12,837 (1,549) (5,654) 39,738 375,567 


1,000 18,000 
12; 837 (2,549) (GS 654) 21,738 375,567 


12: [Wee (1,549) (5,654) 39,738 Miata 567 


Income Before Extraordinary/ 
Wnusualiltems arin. cemaccn..accckecdeieamsuecessene 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Netelncomeve a. cs accesctecwuwscnceeboaiooesoaseorince 
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Municipal Electrical Utilities Financial 


Municipality averse cre ieee aameceee teen te ces Frankford Georgina Glencoe Gloucester Goderich 
INumbervof Customers: ccccarcs eee cnr ee 854 1223 823 30,044 Sore 
A. BALANCE SHEET 
FIXED ASSETS $ $ $ $ $ 
Plant and facilities wac.c.ssceveaesee steerer ee 619,671 1,268,708 710,848 39,596,149 3,787,815 
Less: Accumulated Depreciation................ 210,613 461,070 312,708 10,412,679 1,580,909 
Net: fixed! assetsiv..eccacteeaeeer eens naan 409 ,058 807,638 398,140 29,183,470 2,206,906 
CURRENT ASSETS 
Cashvand! Bankrseratrcseasestieretoeen ena tens 177,473 133,341 43,357 3,220,308 119,008 
ENVEStINEN(S eee eae eee eee — — 65,625 —- 24,888 
Accotints: Receivablemsceeuceeccte een tees: 10,222 84,845 19,848 1,677,994 353,349 
Wrbilled™ Revenue verccnsessecscecsssenn saosin eee 171,204 157,269 135,000 3,853,224 419,000 
INVENTONY coceceesestces sonstowccesssret Wieeenocnalseaeee 2,584 35,704 23,909 1,611,019 113,142 
OME resizer cea ee eset tah eacene canteen owe 503 828 507 — —_ 
Total CurrenteAssetstes.sseesesc teeter ee eee 361,986 411,987 288,246 10,362,545 1,029,387 
OTHERT ASSETS ma teeeeresteues cicesee vend tac enten tere — 1,278 — 271,329 14,731 
EQUITY IN ONTARIO HYDRO............... 381,272 722,244 471,376 11,739,565 2,999 ,282 


TOTAL, ASSETS evcccssccosceet snare seen ene 1,152,316 1,943,147 1,157,762 51,556,909 6,250,306 


DEBT FROM BORROWINGS 
Debentures and Other Long 


erm: Debteiay a. cosssswe cee reeeceess acces serene 2,965,939 
Less Sinking Fund on 
Debenturerseerwetesc meter 1,408,703 
1,557,236 
Less Payments due within 
OME” VEAL sasas avconierecstcuiaweei arin ciesis tanearsires 169,778 
Totalivctea tensa eae eA 87,000 1,387,458 
LIABILITIES 
Currentaliabilitiesteeessvseese- seen tetera 118,077 141,519 125,501 3,397,725 SLS5153 
Other: Ietabilitiessev.ccaaussweseesass cues ooeotee 8,250 7,885 4,780 _ 97,685 


"POtal 2. caccs evn res Ree venguiiedsnese ee eect aoa ts 126,327 130,281 3,397,725 612,838 
DEFERRED CREDIT 
Contributed Capital 


Subject: to: Amortization®escseeecssceroeteee 3,796 28,735 10,186,441 66,034 
BesshAmortization sanacu ness acne seeer ene eee 405 5,058 1,200,560 9,366 
3,391 68,559 23,677 8,985,881 56,668 

RESERV ES’, 5 Sento ees inert oot os — — = mS 
UDIEERYS ROUT Yer care cites cee eae 641,326 915,940 $32,428 26,046,280 2,581,518 
EQUITY, IN-ONTARIO HYDRO ae: .ci 381,272 722,244 471,376 11,739,565 2,999 ,282 


TOTAL DEBT. LIABILITIES & EQUITY. 1,152,316 1,943,147 1,157,762 $1,556,909 6,250,306 


Statements B and C 149 


Statements for the Year Ended December 31, 1987 


IMimmicipality i ccesscaddent ap san'eseesjeceSeetsarcmeseiennertes Frankford Georgina Glencoe Gloucester Goderich 


INumberots GustOmersieess.saceccescacscerenmnorss 854 823 


1,223 30,044 S532 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INCHNCOMEMIOLNY CAT i esc. .c.ccuesctonsnnse mi oneens 
Capital Contributions in respect of 

land/street lighting plant received in year 
ANGJUSEMENtSIS 1.2, cs cnsecamensinscerdeterceomeass esas 


$ 
Sa5l23 
66,203 


$ 
882,355 
33,585 


$ 
495 535 
36,893 


$ 
24,040,128 
2,006,152 


$ 
2,438,819 
142,699 


UTILITY EQUITY, END OF YEAR ........... 


641,326 915,940 532,428 26,046,280 2,581,518 


C. STATEMENT OF OPERATIONS 
REVENUE 
SenvicePReEVenue an i.cs-ccuwseeseecdateeceen oes eee es 847,094 1,363,911 


32,753,965 5,179,735 


OtheriOperating@Revenucenia-mpsnsscecnen eens 24,463 28,643 635,967 78,392 
TOPAL REVENGE® since. conmvdensttorseoenasceccts } 871,557 1,392,554 896,465 33,389,932 552585127, 
EXPENSE 

POWEr Purchased oii. o ans 2.0dscs tetas covaves 729 827 1,171,061 746,101 27,594,253 4,458,186 


TeOCAIRGENETAO Mie sacaascoermanueacmncuotneecanteass 


Operation and Maintenance................6.066 7,072 26,911 35,128 787 ,926 206,512 
BillingepandsColiectingy cy -c.ccssrcoacosessucse 22,825 49,424 20,943 812,536 111,489 
ANGMIDISTALION seen ceses ceases acgennerssenecoWaleclnnr 20,965 59,043 30,806 1,103,798 200,314 
Depreciation Less Amortization ................ 24,448 42,498 26,594 985,383 136,774 
IN ANCIAIPEXPENSerecieeon eee dtds se erie seoeies sects 217 10,032 99 884 2,153 


OTA S EXER NS Baennenscesnasecnssesasecaisesnes 


805, |. 90s,354. 1,358,969 859,572 31,383,780 DLS } $005,428. | 


66,203 33,585 36,893 2,006,152 142,699 


— 6,000 — 168,938 
66,203 27,585 36,893 1,837,214 142,699 


66,203 33,585 36,893 2,006,152 142,699 


Income Before Extraordinary/ 
WOnusual! Items! tere ascctewscssesecteessciseslev erence 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE @IMCONIC Senos ccec ac srutcniee rec ote oak i cebieeain coer 


150 Municipal Electrical Utilities Statement A 


Municipal Electrical Utilities Financial 


Municipality, .si.c: so sun deeaslas odes uw acaees deere 32 Goulbourn Grand Bend | Grand Valley Granton Gravenhurst 
Numberofi Gustomerstarenstcc sectece teen J,175 985 492 134 2,057 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvandstacilitiessstercen ss. .sccunttin eas ccace 1,303,030 718,675 409,775 115,875 2,076,740 
Less: Accumulated Depreciation................ 452,055 294,050 106,488 42,903 809,703 

INEtufixedieassetsy ccs scdercens vee acc ce eeeenace 850,975 424 625 303,287 29712 1,267,037 

CURRENT ASSETS 
Cashvandi Bankers tea eciccite ns Orme teres slkes 163,999 107,054 42,278 19,617 9,023 
INVEStMENt Smash jeercscse na ceat sua rtumcctotioe drsaeuest 40,000 a _ — 15,000 
ACCOUNSRECEIVADION ssc.c cradeiecciisaceuucess 33,936 15,985 24,138 2,345 68,349 
WrbilledbRevenue wine ciaudeencqussecsdseensees Diss), PAP? 69,600 107,391 16,400 346,194 


INVENLOTY Mien tacercesccasusjerdeaccueesteiou sue see PAYS 19,756 7,440 — 63,917 
OU Macshacwete yrds teiiiaascecncatme tee teeta ase 101 465 1,516 1,819 


Motaly CurrentirAssets, sic sesepeoseadsscaccees se 516,845 212,860 182,763 38,362 504,302 
ONMERVASSET Si aera neosssesescatnterne sad: — — 466 
EQUITY IN ONTARIO HYDRO................ 573,797 341,777 100,813 1,192,246 


TOTAL TASSETS (rece arsnteecderaer en onieors 1,941,617 
DEBT FROM BORROWINGS 
Debentures and Other Long 
TOL DEBE a. Weeate, cassis Eaimeataiessacens ; : 24,000 
Less Sinking Fund on 
Debenturerssty cc. cns.saemva-adven ones anedeeneus ! oe 
, , 24,000 
ONEVYEAL cannatrena tat ealentandece areata a co aheas ; 7,000 
ROtall chaseiaiate shitsceeienaatrartaclastetneuttnewade on eaivonetdy 58,000 15,288 
LIABILITIES 
Current, Liabilities semen steciontvidennenresairees 155,657 79,158 1325 ss 13 pe 
Other iabilitiesna nv, sacceameadatie ecer nee 33,401 11,550 


MOTAL age scecdendtee reat teen race aa uaco teem tenants 189,058 : 132,651 289,796 
DEFERRED CREDIT 
Contributed Capital 


Less Payments due within 


Subject tosAMortization sooseree-nser svesivasioss 72,716 128,474 152,703 72,588 
Ress Amortization) ca acncinercesse were: 7,526 10,980 17,621 10,434 
65,190 117,494 135,082 62,154 

RESBRIVIESB sce suites wean ee ere — — = aa 
RUC TYG FOU TMV ee ste sc siti toetnercacaees taaneveds 1,055,572 413,995 221,317 ; 1,402,855 
EOUITEYSINJONTARIOSHY DRO .u oe 573,797 341,777 290,350 : 1,192,246 


TOTAL DEBT. LIABILITIES & EQUITY . 979,262 779,400 212,147 2,964,051 


Statements B and C 151 


Statements for the Year Ended December 31, 1987 


Municipality. (ie ceaete ieiséot otan est s<-bendexooenuccnse Goulbourn Grand Bend | Grand Valley Granton Gravenhurst 


Numberbof) Customersis.s pes :.:c0scecwseeeereeenntes 1175 134 2,057 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Net sinCOMe) LOPSVCatice.c. .cscc.scsecetecn ect ees 
Capital Contributions in respect of 

land/street lighting plant received in year 
ASGjUSEMENtS 65a ce Sslose ots sine lessees Masts oe states 


$ 
SA 207 
144,295 


$ 
112,833 
(16,075) 


$ 
1,475,805 
(72,950) 


210,248 


11,069 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


1,487,313 
27,237 


777,679 518,152 130,582 
20,258 10,030 2129 


2,044,194 
94,122 


EXPENSE 
OWE te RULrChaSe Gia, easect teosse se sttthesreeat eoetes 
WocaliGeneration teccctcee cacceneceacccteksueenbeane 


1,205,119 


620,086 


458,838 


1,770,664 


Operation and Maintenance...................... 34,979 41,683 8,360 162,428 
BillingeanG Colecting wns: ersescs.cssenccseness 36,970 30,169 24,393 120,555 
PNGMIMIStEAON eee ye sass soe nace seacienesotesecus 43,094 34,944 15,195 74,900 
Depreciation Less Amortization ................ 47,198 20,869 9, ty 77,169 
Ibinancial SEXMense fe. n ce caters. cosssnssvens cusses 5,208 2,282 5,550 


SROTALVEXPENS Be Eis cscatedcssecsstteae dosscees se 


1,372,568 750,033 Sig stis 143,835 2,211,266 


Income Before Extraordinary/ 

Minnspal Tieng he. ok. nds .c<c.vehnuseamesvineneve 141,982 47,904 11,069 (10,524) (2, 80) 
Extraordinary/Unusual Item(s)................000008 (2,313) 5.551 
INETOINGOMED ci ceccsscccesuessst sees cesses sonieonasis 


4,000 7,550 6,000 
140,295 40,354 11 069 (16, 075) (78,950) 


144,295 47,904 11,069 (16,075) (72,950) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN@ts InCONIG ceiiccene cc ceoenten cnc kchecoueaesseseussecies 
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Municipal Electrical Utilities Financial 


Haldimand Halton Hills 


Hamilton 


Grimsby Guelph 


Municipality rsccscs.cecersc oe socet eaceee te erecta 


Numbertoft: Customers. soccer ee eee 


6,497 27,750 Sishl7/ 11,994 122,536 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
PlaitmandetaciliticS mermaccscccaet setter aeece eet 5,589,108 37,011,585 2,126,908 18,593,895 119,531,400 
Less: Accumulated Depreciation................ 2,093,798 12,450,517 1,014,865 7,052,125 36,123,144 


Net sfixed 2assets zi. ssiama.teamrerec tema ne ream 3,495,310 24,561,068 1,112,043 11,541,770 83,408,256 


CURRENT ASSETS 
Cashivand Bank ace. eaitess seen eee See 


805,031 2,181,522 428,142 1,300 8,755,975 


INVEStMENtS cH eerstees. seen en cen nae — 2,573,449 — 313 ,802 — 
AACCOURLS HRECEIVADICaneaecaen steeniceaeneneteeee 196,419 867,849 83,450 1,427,164 18,261,764 
WnbiledSREventl eatene sensed Paeeeec ee ee 611,595 6,462,000 378,000 1,269,591 6,454,129 
INVENCOLY saptariacteseas ui aeene erence eee eaeuee ee 219,220 1,557,525 43,432 735 ,396 4,180,761 
O10 Gin scnee ens crcts Gaon ERCOEE RY AeA recs ny et 18,472 97,272 6,232 10,934 217,161 
botale Current sAssets c-ssseseeees-te sence eet 1,850,737 13,739,617 939,256 3,758,187 37,869,790 
OTHE RRASSETS fen seiecst pce ern eerie — 324,466 — 31,131 19,000 
EQUITY IN ONTARIO HYDRO................ 2,755,055 23,427,025 1,646,108 8,336,762 164,195,386 


8,101,102 62,052,176 3,697,407 23,667,850 285,492,432 


1,305,798 1,047,781 Ss 2,820,521 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Mermy DEO Gir esteasursceshieee te erate Akar 
Less Sinking Fund on 
Debenturersss:2 22 peti reer ees 


1,305,798 1,047,781 2,820,521 


Less Payments due within 


ONEAYEAT acne seit de Resse esan ec omens Seen nt neeuts 63,519 112,228 177,404 
Totalsescomeeantnie verdes 1,242,279 935,553 _ 2,643,117 
LIABILITIES 
Current Liabilities a: -acesecrternsrccmartees 745,450 5,057,942 343,211 1,977,421 22,786,139 
OthersBia bilities eri..cceenee os taseee ate ee 23,643 165,168 66,744 298 ,723 TISIRIS! 


769,093 5,223,110 409,955 2,276,144 23,543,890 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization............ccccceescee 


1,171,410 6,415,501 492,006 1,337,099 


LSS -AMOCZALION ic; Galei.ncaldsxautoranonvesacedses 101,504 556,214 82,832 118,662 
1,069,906 5,859,287 49,571 409,174 1,218,437 

RESERVES sctcatewestcivbr i ceeitcaasnaerecereioes: a = = — = 
MICILIT SO BOULT ¥ 8. be cccersbteercivnsy det adie 2,264,769 26,607,201 1,591,773 10,002,653 96,534,719 
EQUITY IN ONTARIO HYDRO................ 2,755,055 23,427,025 1,646,108 8,336,762 164,195,386 


TOTAL DEBT. LIABILITIES & EQUITY . 


8,101,102 62,052,176 3,697,407 23,667,850 285,492,432 


Statements B and C 153 


Statements for the Year Ended December 31, 1987 


Municipality,, iccaeeraeectt: <p 0:0. scatenieeneneens Guelph Haldimand Halton Hills Hamilton 


Numbereof Customersitc .c12c.cnc: ss c0cetternsnenncns 27,750 3,312 11,994 122,536 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 1,886,046 23,764,546 1,394,700 8,885,899 91,261,917 
Neteincome SOrsyeati.n....--.1esteacetonaernee 378,723 2,842,655 197,073 1,116,754 4,912,802 


Capital Contributions in respect of 
land/street lighting plant received in year 360,000 
PXAVUSEMENTS %. secrets esto esincsteneternareteeecces _ 


2,264,769 26,607,201 1,591,773 10,002,653 96,534,719 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service REVenueies. cse..ssedecensteesnccessaniecu 6,461,261 48,091,589 2,657,772 17,465,216 253,051,226 

OthersOperatingeRevenueia....ccsn-s-ceseusen 138,435 1,133,606 112,590 418,380 2,859,440 
TORALORE VENUE ge «.ccsceswstaccnersecnesecadesc 6,599 ,696 49,225,195 2,770,362 17,883,596 255,910,666 
EXPENSE 

POWer PUIChasedit.cesers .ssocceceereeaucereoannnens 5,134,561 41,541,580 2,179,216 14,216,308 234,764,702 


ocalEGencraiOUls.2c.5.csscnastoouasuccumneceesann 


Operation and Maintenance................0600 319,757 1,168,786 103,109 697,802 5,795 ,838 
Billingzands@ollectinghr scenes 156,694 1,079,999 105,794 471,065 3,953,308 
AAGmninistralione mre ceca tcee tnosansasomesesee 278 ,042 1,216,485 106,876 477,188 2,506,997 
Depreciation Less Amortization ................ 190,752 1,202,026 74,914 735,412 3,904,881 
Binancialme xpensen ener aeacsserka seers: 141,167 164,935 3,380 301,974 72,138 


TOTAWIE XPE NS Bie seccoraearssnsmanesesieca tein 


6,220,973 46,373,811 2,573,289 16,899,749 250,997 ,864 


4,912,802 


378,723 2,842,655 1,116,754 4,912,802 


Income Before Extraordinary/ 
Winsualll [temSieee ay eeer coe oeanecineseoemesecien es 
Extraordinary/Unusual Item(s)............:00s00888 


378,723 2,851,384 


8,729 


983,847 
(132,907) 


197,073 


INE TNGCOMBG eee ernnce-esnccisuseenaeeeer cists spit: 


31,770 
346,953 


378,723 2,842,655 197,073 1,116,754 4,912,802 


59,000 
2,783,655 


167,479 
949 275 


4,912,802 


197,073 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INet INCOME 3.5) ccacvassocn teaser sees comsesuvacsenceccnes 
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Municipality cies: vacates tar enes cose uosanecedeoses estos 
INumBersof Customers, mance es eceneetee teerene 


A. BALANCE SHEET 
FIXED ASSETS 


Total Current HAssetsienvie nie aeons 
OTHER SASSEDMS riser eicc te ce aan anekeeehs 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm me Des vecte arerterasadeate ener ener cues ees 
Less Sinking Fund on 
Debenturers: cues iassespen ds Aas tater es 


Less Payments due within 
ONCHYEAaL ta tirsrsact asc sect asestoeeea st aeocuanes 


LIABILITIES 
Gurrentwliabilitiesscaeess ic: esos diessioeneek 
Other Itabilitiesé vac eee eee 


DEFERRED CREDIT 
Contributed Capital 
SubjectstowA mortization sn seeesnemanewee 
essPAMOruzation adeiiacceeaeei cca ite 


TOTAL DEBT. LIABILITIES & EQUITY . 


$ 
2,028,162 
810,003 


1,218,159 


225,913 
61,698 
454,215 
116,461 
8,250 


866,137 
6,450 
2,290,522 


Municipal Electrical Utilities Financial 


Hanover Harriston Harrow Hastings Havelock 
2,673 876 1,000 577 610 


$ 
162335227 
389,523 


843,704 


100 


7,470 
139,000 
57,348 


203,918 


634,656 


$ 
1,165,609 
521,258 


375,109 


742,684 


$ 
536,671 
223,264 


313,407 


59,341 
30,000 
20,718 
67,358 
8,522 
103 


186,042 
25131 
260,403 


$ 
458,982 
208 ,647 


250,335 


21,208 
20,000 
10,793 
100,090 
11,795 
1,500 


165,386 


317,385 


4,381,268 1,682,278 1,762,144 762,589 733,106 


15,000 
15,000 


15,000 


312,633 
103,095 


415,728 


12,636 


1,662,382 
2,290,522 


4,381,268 1,682,278 1,762,144 


40,000 
21,667 


18,333 


127,969 
5,250 


133,219 


896,070 
634,656 


103,936 
39,635 


69,509 


806,380 
742,684 


9,122 


423,043 
260,403 


8,910 


332,079 
317,385 


762,589 733,106 


Statements B and C 1355 


Statements for the Year Ended December 31, 1987 


Municipality. rc: fs-scceueuMbemtee cs wesecasdoansmouaonacanes Hanover Harriston Harrow Hastings Havelock 


Number sof (@nustomersirccescsoce.ocsaserteresecesss 2,673 876 1,000 Si) T 610 


$ 
1,586,620 
75,762 


$ 
315,378 
16,701 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetsincome for lyeaLritesc.s.<.isssseedenteeor ss ee- 
Capital Contributions in respect of 

land/street lighting plant received in year 
PAGVUStMENTS Gocsecoussihe sess: -sserass econ neaewanese ents 


757,418 
48,962 


UTILITY EQUITY, END OF YEAR ........... 


1,662,382 896,070 806,380 423,043 332,079 


548,607 603,515 
15,645 8,059 
3s 185807 985,104 1,297,856 564,252 611,574 


1,063,205 


C. STATEMENT OF OPERATIONS 
REVENUE 
SEIVICE PREVeNUCmrre c.soseiee sams deacon escetsine 
Other Operatings PREVenUe Waseesesteeaenceeesinse 


3,675,788 
43,019 


970,361 
14,743 


1,256,743 
41,113 


TOMAR EREVE NOE cctacscoccnteateatiesscestentt 


EXPENSE 
IROWETH UIC ASE Gis tones sisccoertitees oceat onccans 
MEOCAlGENETAUION en meet oicacosine te osameceviawastensinnes 


832155597 


797,398 


471,409 


520,538 


Operation and Maintenance................c0006 119,364 38,917 50,486 17,499 12,843 
Billing and |G@ollecting t.c:.ncs0eaeseencaseaecsm rene 106,296 23,522 51,028 16,736 13,915 
AAGMINiStration s:-s-1hyslbosaaenacsseeaee saewsasieaiewese 71,896 eh 7/ile2 47,258 14,304 29,363 
Depreciation Less Amortization ................ 69,528 42,312 36,602 21,239 18,016 
inanclalsEexpense my. cescereacemeasser cre .s consoan. 4,543 5,239 315 194 


MOWAT BEX PENS Eiaeannermes snares caasnnnrsicmesioss 


3,585,224 921,100 1,248,894 541,381 594,873 


64,004 48,962 22,871 16,701 


75,762 48,962 22,871 16,701 


38,000 25,000 — —_ _ 
37,762 39,004 48,962 22,871 16,701 


75,762 48,962 22,871 16,701 


Income Before Extraordinary/ 
Winusual@ltemseerescssesesncse wee eniscasscvasnesees 
Extraordinary/Unusual Item(s).............:00ec0e8 


133,583 


198 
57,821 eat 


INET OINCOMB i rnc sacterssscsevicsneicsssocrsessusenetes 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN@t HINCOMEC js5cccecstedaetes seas eat ras tzouscresasetnese eins 
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Municipal Electrical Utilities Financial 


Municipality1.2...5.cteccsceetcas ssa tecasndetdcdsentetor. Hawkesbury Hearst Hensall Holstein Huntsville 
Numberrofs Customers:aaz.navs cnaccsooveeteuchnnes- 4,150 2,267 474 1 1722 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant¥and  factlitiesas.nccsseccres tated ecereee ee 2,783,672 1,887,510 $30,164 86,503 1,694,678 
Less: Accumulated Depreciation................ 1,150,655 908 ,827 283,322 29,598 599,226 

Netrfxed assets csucnecaunnen senna cueeenee sian 1,633,017 978 ,683 246,842 56,905 1,095,452 

CURRENT ASSETS 
Gashtand Bank Becca cinoe ote ade. 208,059 609,917 101,170 4,777 22,435 
INVEStIMENIES seca eee ae ae 20,000 — — — — 
FXCCOUDTS® RECEIVADIC aanaseccei artes caieeseeee eee 132,558 48,443 3,332 2,029 65,455 
WnbilledPReventle secsseccssovcatesoedeteeneatontae 789 ,850 487 ,890 74,700 15,139 295,448 
INVEMOL yee sree nirevesseaavonsnavetheoweddesisacre sere 213,186 125,461 438 —_ 90,523 
Otte can i cpes hiner Noe Reb OsCr ea od On eae CAORErG Ea conaee 17,066 — 502 100 5,806 

otalaCurrent SASSetSjass.asctese seme oe acne e sacs 1,380,719 NOAA TAM 180,142 22,045 479 ,667 

OTHEREPASSE DS iis duce entcovecane erence: —_ — 5,000 — 4,200 

EQUITY IN ONTARIO HYDRO............... 3,715,470 1,967,815 483,751 52,298 1,391,479 


TOTALCASSETS ..iiise.cusccsecwcetesesere seioness 6,729,206 4,218,209 915,735 131,248 2,970,798 


[ onmscandninatenensemieeessssesmmat 


DEBT FROM BORROWINGS 
Debentures and Other Long 
“Herm? Debts. iets.iaes sjatesanssnonataoutionael ee vies 42,498 
Less Sinking Fund on 
DDGDENGUIETS Nake saeiaies ewe erton one seutatestavrestaine stealer — 


42,498 
Less Payments due within 
ONE VEAL oGaG deatistlvadecesnsegeateronseve dives: 42,498 


CR Otallisewsuecimastc sates erate donstaael nein ic aslarseiarmeteiee ee 
LIABILITIES 
Currentaleia bilities i525 ee aeen ce cess aoaes 786,795 489 ,204 215,036 
OErBleabilitiesteesa vrs acecensercnetieecncetenor ses 105,469 8,566 23,941 
Ot al yess: recent mora aaa ceo eo eae aes 892,264 497,770 81,796 9,123 238,977 


DEFERRED CREDIT 
Contributed Capital 


SubjectetOPAMOrtizatione, casesesncwactesss 203 ,974 49 296 10,469 
Ress@A mortizationinan. aamcecctpevemsccselacesaen 30,398 6,037 2,827 
173,576 23,618 43,259 7,642 111,462 
RESERY ES:<.crencrtiniier csc aetmsramcacteeswesceac — — _— — = 
WTTEPRY SE OUIT Virasecatracenteeccases teens tetosoe 1,947,896 1,729,006 306,929 62,185 1,228,880 
EQUITY IN ONTARIO! HYDRO ii...c.c2 0052 3,715,470 1,967,815 483,751 52,298 1,391,479 


TOTAL DEBT. LIABILITIES & EQUITY . 6,729,206 4,218,209 915,735 131,248 2,970,798 


Statements B and C pny! 


Statements for the Year Ended December 31, 1987 


Municipality, c..coueucscstrse scenester cccentanatees Hawkesbury Hearst Hensall Holstein Huntsville 


Number" of CustOMersser.te.2-..osdecewacedeteecnvesee 4,150 2,267 474 111 1,722 


$ 
299 616 
Uyails 


$ 
62,907 
(722) 


$ 
1,114,639 
114,241 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetaincome fOr Veateencs.s..:.s.0scererenseetaees 
Capital Contributions in respect of 

land/street lighting plant received in year 
ANGYUSEMENTS oss piece cen ecc set secon- estes sete teeeec ee 


1,872,198 
75,698 


1,493,967 
237,756 


(2,717) 


750,062 80,550 
15,088 999 
1853985350 4,861,135 765,150 81,549 2,419,728 


7,540,909 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
SenvicceRevcnlcwenrc. nce srsn-csteccecaneres 
©ther Operating eRevenue a7... ccect sess 


8,318,219 
80,137 


4,775,706 
85,429 


2,392,166 
27,562 


MORAWERE VENUE Merrcsccecuctedececcnscnsectaes 


EXPENSE 
Power burchased@eerrrccresccnoc cesta tneredacsss 
WocaleGenerationwmernccocncste acon hececcaee 


4,325,565 


671,376 


70,693 


2,043,303 


Operation and Maintenance................::066 350,657 116,152 15,291 2,504 95,743 
BillingwandsC@ollecting rn csc ecenscssecn sense 83,126 62,300 19,913 3,583 59,394 
ANGIMUMIStrAUON Mere eee eect ecece eon eecn- dene 211,411 54,448 32,742 2,377 46,690 
Depreciation Less Amortization ................ 97,965 62,956 1; ite 3,114 Sik 
inancialMExpenseen.cssctere ss cccasnereesseceeee 8,590 1,958 2,778 


TOTATHEXPENSE ere cents esecsesscctene canes 


8,292,658 4,623,379 757,837 82,271 Z | 2.308.487 | 487 


105 ,698 237,756 7,33 Oe 114,241 
30,000 


29,801 22,000 
45,897 215,756 Uils (722) 114,241 


ieee 698 237,756 T5313 (722) 114,241 


Income Before Extraordinary/ 
Unusual Itemsercseccrs.- cece sites cose ceidesinneaans 
Extraordinary/Unusual Item(s)................0.00+ 


INETOINCOME icc cr tess cenecese scat ta 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCESERCOME Seach cccnvecesi oer cdee cee ooeteccesocceee tes 
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Municipal Electrical Utilities Financial 


Municipality sa-.<s.seeenersrosseathecsecatecti heirs: Ingersoll Iroquois Iroquois Falls Kanata Kapuskasing 
Number of) Customers.id... sci. ceatseescecete ae “oun: 3,474 520 1,829 10,307 2,605 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvand: factlitiess.6..<.2.c2ces os eseoee hes enee ee 3,776,565 389 ,038 1,417,082 21,018,902 2,213,647 
Less: Accumulated Depreciation................ 1,597,045 206,375 124,317 4,580,684 1,012,314 

Net fixed :ASSEtS at ete cane sieeesoeheimenescnasises 2,179,520 182,663 1,292,765 16,438,218 1,201,333 

CURRENT ASSETS 
@ashtand Bank Bee Oe rrtscushs stttetateetes cco: 189,305 181,618 81,762 344,865 169,103 
ANVestMentsie ccs eascaacsthnateoarensueecueoeewaceesris — 10,256 125,000 — — 
MACCOUDTSURECEIVAD OC caecseseesiiseine sects encircle 157,046 6,845 | 10,322 1,091,245 109,294 
WnbilledisRevenue aacca ccnsesncrensmcacccoorsccsenes 662,000 132,599 172,260 1,628,948 327,956 
INVENCORY/ a. cnseen ses cseusasseanemeneaccseinestonecesens 181,772 6,336 $5,186 999 ,280 44,565 
CCD ETI cree cs rok aa tk Somnus pe a nd Satinenas eoaene 1,825 3,479 786 44,072 1,648 

Total Current VASSetS) ccs caicessscsmsoiacacmaaaes 1,191,948 341,133 445 316 4,108,410 652,566 

OBPHERVASSE TS Wire fie cade cesectas dee sence a sles 88,892 5,000 — 103,098 oo 

EQUITY IN ONTARIO HYDRO............... 2,782,636 621,275 76,003 4,175,659 1,473,480 


TOTAL (ASSEVS rer casa ccsecucteroaqueatcees +: 6,242,996 1,150,071 1,814,084 24,825,385 3,327,379 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MerMAWEebtr i eacec ste swarss sen todetee raed cvasce ss 212.55) 7,161,041 
Less Sinking Fund on 
| D YeloYeia Nhe) aeneconanacoscesosac cada porinaronaaeocsoc — 212,701 


Ze, 6,948,340 
Less Payments due within 
ONEMVCAT ce cece hak was ences econ dmmemaeeoaeser 26,821 483 266 


ANGLE ae Ane: accebend dtaronmsnsbonascosecondeccnectedar 245,736 6,465,074 
LIABILITIES 
GurrentslWiaDiNtes ie suewnncascennsucacccedsiascns 469,005 141,096 97,592 3,663,936 207,980 
Other sia bilities ncconeccese sabe ste seeds esses 57,326 8,487 13,900 69,167 75,334 
Otal ere. coerce tas toccseneanoeeateencsscoecere 526,331 149 583 111,492 3,733,103 283,314 


DEFERRED CREDIT 
Contributed Capital 


Subject sto MA MOrtiZation | vadcncnsoissrsseaenee 2,718 1,269,768 8,385,530 

[FESS PAMORIIZALION snes ensicts hanemea herent re 358 99,350 787,758 

156,854 2,360 1,170,418 7,597,772 

RESERVES 8 ye erecta heneiecemcuaisneees — — — | — 
OTE LTRVIRE © ULRY rcs onc. csccesnseseennssureusias 2,531,439 376,853 456,171 2,853,777 1,570,585 
EQUITY IN ONTARIO HYDRO............... 2,782,636 621,275 76,003 4,175,659 1,473,480 


TOTAL DEBT. LIABILITIES & EQUITY . 6,242,996 1,150,071 1,814,084 24,825,385 3,327,379 


Statements B and C 159 


Statements for the Year Ended December 31, 1987 


Municipality rcs mucscneee sic tae un otto Ingersoll Iroquois Iroquois Falls Kanata Kapuskasing 

Number. of: Customerssaveensec. sie ieee ee 3,474 $20 1,829 10,307 2,605 

B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. ZeolZ ok 348,753 2,475,572 1,583,307 


Netincomentonmycaten arn. neat nee ee 219,188 107,367 378,205 (12,722) 
Capital Contributions in respect of ; 

land/street lighting plant received in year — 
PROTUSURIOING esc drnie kes sdeaais eecnpieneasalenacts 51 


UTILITY EQUITY, END OF YEAR ........... 2,531,439 376,853 456,171 2,853,777 1,570,585 


C. STATEMENT OF OPERATIONS 
REVENUE 


SELVICESREVENUCE accuse eet eek seme een ee 4,783,038 1,147,654 1,327,684 13,589,197 2,530,189 
Other Operating Revenue ...............0...00. 108 ,006 13,876 42,148 265,668 74,789 
POTAL REVENUE xen, chic Wau vere 
EXPENSE 
BOWEt AE MECN ASE Cec coke Aa. oso; ds cea HEERS cds ant 4,065,562 1,024,364 1,039,939 11,060,558 2,149,537 
WocaliGenerationgs mares etter _— = = == = 
Operation and Maintenance.................006.. 161,673 36,790 85,006 360,030 144,633 
Billing and Collecting: $$ i027. stviscehliset ies 107,263 15,708 45,646 304,172 132,837 
ZACMINIStrAation cement rere keer ae eee 154,832 24,462 89,311 564,758 106,613 
Depreciation Less Amortization ................ 140,023 10,962 2,304 439,335 81,572 
PINANCIAW ERVONSE Te cctsuat elses as tevccdennatas 42,503 — 259 747,807 2,508 


TOTAL EXPENSE erection srccsnscentenseies 4,671,856 1,112,286 1,262,465 13,476,660 2,617,700 


Income Before Extraordinary/ 
Cnusuar Mtems pre. tare fs ertersenncakecatncmanons 219,188 49,244 107,367 378,205 (12,722) 
Extraordinary/Unusual Item(s)...............0...008 = — = =F 


NET. INCOME o2 oc che betaine 219,188 107,367 378,205 (12,722) 
481,945 


Appropriation for Debt Retirement.............. 18,000 a 10,000 
Appropriation for Accumulated Net Income.. 201,188 49,244 97,367 (103,740) 


DCL PTMCOUIO., Sicoaeteceensaraicteecastemet or cseteneacets 219,188 49,244 107,367 378,205 (12,722) 


(12,722) 
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Municipal Electrical Utilities Financial 
MUMICIDAHtY nev et ec. eecteer sacs ce saenuceestoees chem ons Kemptville Kenora Killaloe Stn Kincardine Kingston 
Number of Customers cin. ssccueec cones ree sone 1,193 5,196 344 PIAS 24,313 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantvand facilitieswemrentcsete reer erceste ieee 1,180,619 4,354,890 280,709 3,226,827 20,094 ,043 
Less: Accumulated Depreciation................ 477,330 2,063,806 112,450 1,090,285 9,146,516 

Net fixed “assets rc ssteeeneesdecares denen senensents 703,289 2,291,084 168,259 2,136,542 10,947 ,527 

CURRENT ASSETS 
Gashrand) Bankweccwe camicetecsterets tem cates 78,560 314,748 49,629 191,837 1,934,606 
ITIVEStIMIETICSttiscase vacescoraenenehaneener este ereserens 45,000 225 ,000 _ — — 
ACCOUNTS RECEIVADIE Maa mn tisenciscemtnacenetet es 167,011 213,294 8,267 245,812 2,509,771 
WnbilledeReventiesssseresoonseee recor eee 114,348 618,366 30,567 398 ,937 1,937,936 
INTRO) B Pocanoasonardidrlactiadkrsonrbactconuceaaccucdadc 52,675 120,230 6,074 189,313 908 ,371 
46S tenodorad enetacern a uesnione than crenreaatrceas 688 6,182 242 7,168 30,845 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Term (Debt ccc cscccescercsssarascenver tee eoete. 
Less Sinking Fund on 
IDEDENUUITEISen eerie teeta eee ere 


Less Payments due within 
ONE VEAL vechorrie ce sic seansnseseaneeecatene shot ors 


LIABILITIES 
@urrenteiabilitiesmaanen tere erect es 
Otherabiabilitiesse:s-ft cae ee ee ee 


DEFERRED CREDIT 
Contributed Capital 
SuDsectstOPAmortizarioneyes. nese tees eee 
BeSSPAMOLUZATION Am eatancacaneret atte tancete atone 


RESERVES tatteeawtrnertagecnenteneiieesseseaertonse 
WEIELTY CEQUUTY ctawescsceotervacscconteeensacnens 
POU SIN ONTARIO ORY DRO ices 


TOTAL DEBT. LIABILITIES & EQUITY. 


458,282 
9,120 
882,484 


1,497,820 


2,151,896 


94,779 


125,859 


1,033,067 
10,230 
1,713,183 


7,321,529 


17,394,161 


2,053,175 5,940,800 388,897 4,893,022 35,663,217 


os ES 


29,000 


162,779 
2,600 


165 ,379 
71,490 
8,605 


62,885 


913,427 
882,484 


427,020 
35,795 


74,338 


3,251,751 
2,151,896 


5,165 


177,653 
125,859 


299 ,000 


507,054 
93,611 


600,665 


58,503 
8,029 


50,474 


2,229,700 
1,713,183 


1,259,000 


1,065,000 


3,258,246 
45,574 


3,303,820 


680,959 
106,854 


574,105 


13,326,131 
17,394,161 


2,053,175 5,940,800 388,897 4,893,022 35,663,217 
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Statements for the Year Ended December 31, 1987 


IMUMCIP ality: saeeaea sea catrass s sotenaciseoaacnbessMbee: Kemptville Killaloe Stn Kincardine Kingston 


INumbersof c@ustomersscea es c.ncksccce someone 1,193 27S 24,313 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetaincomemorayeatnn. cere) .ea mirc 
Capital Contributions in respect of 

land/street lighting plant received in year 
ACIUSIMENES no cearaoateeensoce ccm scene secon es 


$ 
2,248,084 
(18,384) 


$ 
12,167,921 
1,158,210 


885,179 
28,248 


2,802,871 
448,880 


168,761 
8,892 


UTILITY EQUITY, END OF YEAR ........... 


913,427 3,251,751 177,653 2,229,700 13,326,131 


C. STATEMENT OF OPERATIONS 


REVENUE 
SELvice HREVENU CHR i c.s.c0c55ccoh serene eae 1,612,627 5,280,284 258,715 3,165,692 31,971,618 
®there@perating sRevenueler tress. ssa caeeee es 22,914 132,511 2,574 54,042 599,009 
LOTAICMRE VENUE 2, jcrucstesess tee cieensce sate 1,635,541 5,412,795 261,289 3,219,734 32,570,627 


EXPENSE 
POW ELBERT CHASE kas cede cmccce nce taceeet eee oe 
HZOCAIRGENELALON ne Neon uctacce nese tie eueer 


1,364,180 


4,170,080 


214,016 


2,807,357 


27,870,394 


Operation and Maintenance................006008 57,189 347,726 4,835 127,081 1,133,743 
Billingzand i@ollecting pn-a.s eases neeeees 68,353 193,523 13,682 85,602 651,778 
PMMINIStTAtION cmagswsietceraiemeacseertesror oe 71,855 82,422 9,207 58,406 957,528 
Depreciation Less Amortization ................ 39,729 168,242 10,657 104,524 666 ,066 
inanctalpexpenseteran eee reas cers ree 5,987 1,922 39,929 132,908 


ROLAL CE APEDSE: ~ 5c. tnwesichaenntiahons aenOHDE 


1,607,293 4,963,915 2523397 3,222,899 31,412,417 


28,248 448,880 8,892 


16,000 42,000 33,000 183,000 
12,248 406,880 8,892 (51,384) 975,210 


ee 248 448,880 8,892 (18,384) 1,158,210 


Income Before Extraordinary/ 
Wrnusual Wtems aes. aess.n.60-6-5ocdaaen aes aeeceses (3,165) 


15,219 


1,158,210 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCUBINCOME:. oc 055 eens acerca ee ease ee sah 
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Municipalitys..tcccsr st rerinennoes erty. eocetenst = Kingsville Kirkfield Kitchener L’Orignal | Lakefield 
Wilmot 
Number of ¢GustOme rss iac seesicssdescesnessteetene sess 2,285 123 55,817 803 Tl. 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant wand blaciitieseess:. ccc nesadeceectemeedsees con 2,172,788 83,585 81,187,313 733,875 1,397,866 
Less: Accumulated Depreciation................ 879,159 39,561 26,644,656 261,216 528,951 

INEtehiXe di aSSEtS tie. ccties caus sesso ean enmasoenes cael 1,293,629 54,542,657 472,659 868,915 

CURRENT ASSETS 
@ash¥ands Bank 5.20 statin cnscceanet vert ocensesseas 77,090 193 ,009 46,789 124,363 
Investmentsie sas iaecsepareceieanecottnrmaeay wa uttoeenets 50,000 900 ,000 — —_ 
ARCCOUNTS MR CELVaD lO sanasesccsctenecr sees scnniesscoss 61,461 6,768,162 19,973 17,378 
Wnbilled#Reventie keases.cescaccdecssecschesesiseecs 335 ,000 6,222,000 161,171 178,814 
EMVE MOLY cate ara sects ccwsacGe sacle menneneoka sls oaes 98,315 2,727,411 7,548 Pep SP) 
Other tare iis seer t atten ean ace ateseretetcaans 3,775 40,690 $47 — 

‘Lotali:GurrentsAssetsicseessaesieoeseassess sce 625,641 32,484 16,851,272 236,028 348,127 

OPHER ASSETS Bivctteecrcsusedessccdene sare eee a 22,354 750 1,019,031 — 2,610 

EQUITY IN ONTARIO HYDRO............... 1,234,891 62,786 43,609,391 Spey srl 741,836 


TOTAL ASSETS 200108 5.0). docsoasnsnessessea sss 3,176,515 116,022,351 1,063,998 1,961,488 


DEBT FROM BORROWINGS 
Debentures and Other Long 
SiS a aia Deb) Bea docdapnaere aonb ene conéuonacmeEeode 57,354 650,634 
Less Sinking Fund on 
Debenturersar mutta ante ees = 


57,354 650,634 
Less Payments due within 
ONCHEVEAT aieane sensei schlecnemadesareneeseasiss 7,835 138,448 


MOtalcusvente ARH tameecienaacilestacceetonsesat sont 49,519 — 512,186 139,000 
LIABILITIES 

Currents Wiabilitiesmeesaarmasdsencaatinsasece sere 196,127 10,288 7,838,770 121,712 167,538 

Otherelia bilities eee ac cece newer ss optiesads 32,625 750 395 613 6,318 14,197 


MOtaliee atest ance tecs arn ostisaseeseectuacwenas 228,752 11,038 8,234,383 128,030 181,735 
DEFERRED CREDIT 
Contributed Capital 


SubjectstosAmortizationync.tansnewanesoes acer 257,895 132315 4,363,430 
WessmAIMOFIZAtION a crathaccencosusedecencsverseseas 37,865 2,410 310,144 
220,030 10,905 4,053,286 17,347 54,246 
RESERVES Ha. 22 aarca tnsteneahati eee aatiacceck snesees - _— oo a= = 
AS Yer OOTY ist tn ease sae soentomeceeees 1,443,323 55.915 59,613,105 563,310 844,671 
EFOUITAYTIN ONTARIOD HYDRO e2..ces eco 1,234,891 62,786 43,609,391 355,311 741,836 


TOTAL DEBT. LIABILITIES & EQUITY . 3,176,515 116,022,351 1,063,998 1,961,488 


Statements B and C 163 


Statements for the Year Ended December 31, 1987 


VERE AILEY se oo Spee tenis Wayne aatdey ony geared, Kingsville Kirkfield Kitchener L’Orignal Lakefield 
Wilmot 
INumberrof (Gustomerswiat se ee 2,285 55,817 Tega 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Net wncome Tor yyearege/.,..0.. Cae ae oes 
Capital Contributions in respect of 

land/street lighting plant received in year 
PAGVUStMENtS ..eeeee ee chev saaes ORAS eee 


$ 
1,290,583 
152,740 


$ 
54,349,215 
5,263,890 


$ 
830,850 
13,821 


542,583 
19,773 


UTILITY EQUITY, END OF YEAR ........... 


1,443,323 $5,315 59,613,105 563,310 


C. STATEMENT OF OPERATIONS 
REVENUE 


Services RevenUepar st ee a eee 2,438,546 108,358 82,597 ,887 903 ,254 155255702 
Other Operating Revenue ................0..000. 34,122 2,350 882,857 9,875 20,242 
OPAL REVENUE sic tte pee een 2,472,668 110,708 83,480,744 913,129 1,545,944 


EXPENSE 
Powempburchased@an teat. ci .cucsec cess eee 
ocaleGeneravioniecen. a toe ee 


1,984,841 


S75139 69,708,050 


800,042 1,280,249 


Operation and Maintenance................0..... 138,407 2,671,758 22,609 84,366 
Bile Abd WCOMECUNG 320.0. t tare soaavae obaiare 56,802 1,274,272 24,986 20,831 
PHS ETAUIOM serene cs raswreet ty eae akan sak ase ice 61,342 2,032,124 18,915 79,264 
Depreciation Less Amortization ................ 65,979 2,441,594 25,281 50,576 
PMANCIAL ERPS oer tee ays fed teo teeta ncee ct 5,144 89,056 eee) 16,837 


(AGA WGN bel 29,4 of 3), 1S) See car ene Se 


Pig Vey5) 110,653 78,216,854 893 ,356 15325123 


160,153 5,263,890 19,773 13,821 
7,413 — 


152,740 5,263,890 19,773 13,821 


74,000 4,000 10,000 
152; 740 5,189,890 ISK IE 3,821 


152,740 5,263,890 13,821 


Income Before Extraordinary/ 
I Srrasual. [tems choco c) cng n s AIRE ono sas 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCUSINCOMNG ore eee reer aie ee eran Ney Fe 
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Larder Lake 


Twp. 
521 


Municipality... 00... .20 shee scsstacsesssaseosvcaseneecs n= Lanark Lancaster Latchford Leamington 


Number cof (CustOmers.tere cet cnesssn denne eaeeeneees 401 356 210 4,581 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant sand sfacilitiesscnes.cccscceaens sett oneeeeenes 426,786 279 ,037 318,797 155,594 4,747,272 
Less: Accumulated Depreciation................ 136,494 101,838 150,742 84,214 1,851,513 


INGtHfixed eaSSC(S to araeeetomance rere eset src= 290,292 LTEISS 168,055 71,380 2,895,759 


CURRENT ASSETS 


Gashtand = Bank sess: are sssasnceenceraeoe nee tec tes 31,024 28,694 44,289 11,450 192,270 
INVeStMENtSecasyet cap seceenes aad ensareeeeecacameinsiet 10,000 -- — a 699 ,083 
ACCOUNTS BRECeIVaDIe ses... sais esta eenconeeenesr. 19,681 11,636 16,482 11,027 91,240 
Unbilled *Revenuiesa..s00¢scaeescsceentasntoesessen 55,300 67,449 57,979 29,524 838 ,446 
HINTS11 6) 87 caceadesaoenadenca ceoGnano Gono danpdeoneanoddhe 11,504 3,916 —_ — 254,759 
Others hs each cies etac yeas eee me eit 1.2311 240 — — 4,372 


Motalk Currents ASSEts eeaicse seo ensseseesow sew nene 128,740 111935 118,750 52,001 2,080,170 
OTHERZASSE DS tence scte. sasctnaactceetneeeseusecte 2,841 — — — 2,200 
EQUITY IN ONTARIO HYDRO............... 211,852 185,774 252,639 85,313 3,302,023 


TOTALPASSEDS .verecc..susesc certo steornsesss 


TE Otal sssescwsh vateie ndevestavs tate re nnuonteanesasiien 
LIABILITIES 
Current eLiabilitwes sacs sapaoe sepesesseemececracmateorneres 45,890 51,087 91,952 17,153 
Other® Eia bilities asccssscaveevocsewconseccse caedesv 6,262 1,509 5,440 1,795 


ML OCAL! ef rstedae ewanacedeseetesuedsasteuladeecuaes eas ales ; $2,596 97,392 18,948 
DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 271,972 
MESSPAINORUZATION a secgereditoneeave ss sates danwonse ; 24,962 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MermeMe Dt rersnaeccsc cect enacts se 
Less Sinking Fund on 
Debenturers:; ctccissiecwssvigaersecieevensaeees 


Less Payments due within 
ONEPYVCAL on seep tects cdiecnlmaciacseseanessaesels 


538,921 
132,133 


671,054 


78,450 


291,271 
211,852 


633,725 474,908 


225 


234,013 
185,774 


6,473 


182,940 
252,639 


539,444 208,694 


247,010 


4,060,065 
3,302,023 


RESERVES iar nana acre cceaniectacnanasieseedecsenoaem sets 
LO str) HM OS) LO) OW IA Ce oe ere Bnoccdodedeccancronocoonben 
EOUITIMIN ONTARION HYDRO ieee sseece 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1987 


Municipalityccnwres nasecctse netteuitcecdtaaieoes Lancaster Larder Lake Latchford Leamington 
Twp. 
INUmDermOt Customers sien Riseree staat eee 356 521 4,581 
B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. 275,703 231,204 : ie 3,909,556 


INGtBINCOMC SOLsvealenucectscs succes wee 15,568 1,995 : 3,305 150,509 

Capital Contributions in respect of 
land/street lighting plant received in year 

PME ESSINOIS, Ses cecaiic sspears Warr usage cesnaeramereaun ou 


— 814 ans 
UTILITY EQUITY, END OF YEAR ........... 291,271 234,013 182,940 99,483 4,060,065 


C. STATEMENT OF OPERATIONS 

REVENUE 
DEIVICE ROVENNOL Go. ci: fastonescatepun ere reed eas 407,412 390,886 456,882 174,112 6,019,805 
Other Operating Revenue .5.02...c-00000<000500 7,830 6,068 4,098 2,018 135,287 


POD AL MRE VEIN <255,s0sanntderigunes teosdecnnsee _ 415,242 396,954 460,980 176,130 6,155,092 


EXPENSE 
ROWeTEEUrChasedwa nat..nceen eae cea eecee eee 345 ,348 352,904 380,509 152,932 5,427,522 
ocalmGeneraonimre ens ner ee ene ees — — _ — — 
Operation and Maintenance...................... 10,332 7,294 26,596 3,609 168,302 
Billing rand (Collecting... jr. c1ssiesstves cadena nro 14,698 127213 19,148 4,132 95,113 
ANGIMUNIStTAtiONlersdeccenacersacteetteheosese esc cn bce: 15,742 11,008 13,576 5,109 150,351 
Depreciation Less Amortization ................ 13,554 10, pe 18; oe 6, es 162, a 


Financial we Xpenseprer-ca cence s scacreneenc creas: 


OT AL, CN PEINGE 52? cys, sarnaneraterssecoen es 399,674 394,959 453,681 172,775 6,004,583 


Income Before Extraordinary/ 
Wnusual stems) csc aucnsce conc se ene wancteeece eer 15,568 1,995 7,299 35399 150,509 
Extraordinary/Unusual Item(s)...............000.005 


NET INCOME $).00 oc cuisine cu saci) 7,299 3,355 =a 


Appropriation for Debt Retirement.............. 4,000 
Appropriation for Accumulated Net Income.. 15,568 1,995 3,299 3,355 150,509 


Beet I RCDING ore cesescountenseounve ciesketwas sei beee 15,568 15995 7,299 33995 150,509 
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MuUnICipality:ceacsmseo-restesrarenesm iinet codec 


Number Of (@UStOMETS a dacqeceusencnte ss wsiesise cise 


Lincoln Lindsay Listowel London Lucan 
1,846 6,046 2,099 98,711 661 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Planteands facilities s:... css sccesstesenseulrteaen ents: 1,284,834 6,950,931 2,562,430 128,214,161 542,521 
Less: Accumulated Depreciation................ 511,892 2,728,868 900,312 47,191,694 224,737 


772,942 317,784 


INetatixed Rassetsic mus teaatmmosscmsccuec sere. 4 222,063 1,662,118 81,022,467 


CURRENT ASSETS 


GashwanduBankscorc a vonenwencdmoocie seawn ance acres 151,645 887,433 11,819 1,129,131 38,150 
Investments icra case cea enceice cana toaboioteoacinees 148,734 — 124,097 9,756,500 — 
FANCCOUNTS PRE CEIV ADI is. cacecinscrmucses oswairetosieeieces 80,740 98,583 17,056 9 225,090 10,157 
Wnbilled@Reventie si aicescccrsasenecasear saeseaenas 199,000 1,451,873 393,000 7,662,208 110,500 
| FeNe)01 £0) G47 Gacae sonnedoncbaocanasaoacauee cAdseoncabecnads 3,885 238 ,292 58,781 4,650,517 12,847 
(Qi Ui ae adh amet oann ce Geel Ocenia een cae paROnase ee eatoueen 6,577 9,205 3,133 111,697 1,825 


TotalyG@urrentwASsets .veaue ce cccsacece secece 590,581 2,685 386 607,886 32,535,143 173,479 
OTHE RVASSETS Fics acnanesaceceasna cree deses — — 1,200 996,847 ao 
EQUITY IN ONTARIO HYDRO............... 803,913 4,801,594 1,971,908 63,888,017 386,599 


TOPAUPASSHIUS Uicccdercsencleneneetarerreste.« 


2,167,436 11,709,043 4,243,112 178,442,474 877,862 


232,200 17,000 44,000 1,266,914 


232,200 17,000 44,000 1,266,914 
19,200 4,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
eri ebte re ee csp erp essaacacasaeapens canecau 
Less Sinking Fund on 
DD GDENUIETS nana nasaee torn eet tar squeac eens 


Less Payments due within 


DNERV EAL amneenea scr seeeceieploaemese sites sence’ 193,311 
MOtalecesee cacse stcantomectteraccaenessonnencete 213,000 13,000 1,073,603 
LIABILITIES 


193,374 
7,931 


1,017,093 
378,115 


12,040,967 
11525192 


Cuirrentyeiabilitiesenccsacssvcennseeeconseneneress 
OtherPMEiaplitiesiesa asc eee con wseaceneneacoeeee 


201,305 


1,395,208 13,193,159 
DEFERRED CREDIT 
Contributed Capital 
SUDJECtfowAMOrIzZationssrcnntencscuseccme: 


BESS FAIMOMIZATION I: sacasiecssitis mavemadnascamecu sents 


127,434 
8,680 


494,801 
46,472 


103,197 
14,167 


9,743,248 
831,710 


118,754 


830,464 
803,913 


2,167,436 


448 329 


5,050,912 
4,801,594 


11,709,043 4,243,112 178,442,474 877,862 


89,030 


2,097,010 
1,971,908 


2,477 


424,777 
386,599 


8,911,538 


91,376,157 
63,888,017 


IRIESERM ES ara seca sma era tense anmeswociaceeie’ 
NOPE ETRY SE OW TON irae seas cecseccaspiceseren deuce 
EQUITY ANFONPARIOPAYDRO Wi on.2-s-ccnes 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1987 


Municipality tiie. c.nnesereeatitrd sis acs Stace PaGeR 


INumberot: Customers cs .cet eas eee eee 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INCUMNCOMEHIOLnVeaneemest cs eee aoe 
Capital Contributions in respect of 

land/street lighting plant received in year 
ANGIUSEMENTS fore cemmenetete cst cates sae eoktnectenes 


4,533,976 
516,936 


745,612 
84,852 


1,890,095 
206,915 


85,997 263 
5,378,894 


367,969 
56,808 


UTILITY EQUITY, END OF YEAR ........... 


1,587,556 


C. STATEMENT OF OPERATIONS 
REVENUE 


9,197,036 3,317,867 122,654,235 736,296 


Other Operating Revenue ................00.00+- 37,330 221,472 58,996 4,038,070 21,557 
LE DES MR EY EAU ES 22585 stccsat oietersqiovoetaaset - 1,624,886 9,418,508 3,376,863 126,692,305 757,853 
EXPENSE 

Rowers rurchasediy.sseat -. cadens Midetehs sense 1,287,524 7,898,961 2,805 ,880 108,745,672 595,793 

ocaluGenerallongean aapasco rene teenie _ — — = a 

Operation and Maintenance...................00. 82,041 330,904 102,943 3,882,078 35,659 

BillingeandsCollectingmnces cy. stcces aerscese 64,158 275,177 59,778 2,143,101 19,486 

AAOMINISEration weasewe. otc en oe ieereer ie 37,898 133,895 104,210 2,417,538 30,711 

Depreciation Less Amortization ................ 47,014 255,591 89,576 4,014,381 18,922 

inancialpexXpense manent teen eens 21,399 7,044 7,561 110,641 474 
POTAT UB XRENS Egor ce notes ieeneredearases 1,540,034 8,901,572 3,169,948 121,313,411 701,045 


Income Before Extraordinary/ 
MMsale Ttems tise cs .scoatacnteeeinhes vaxeaees 


84,852 516,936 206,915 5,378,894 56,808 


84,852 | $16,936 | 5,378,894 56,808 


12,300 4,000 11,000 187,010 — 
T2,952 512,936 195/915 5,191,884 56,808 


84,852 516,936 206,915 5,378,894 56,808 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCE INCOME cae ioeccc aero ORE eae es tees 
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Municipal Electrical Utilities Financial 


Muinicipalityaiaca. conswcumanconettes.Waetrestestedensesiene tal Lucknow Madoc Magnetawan Markdale Markham 


Number of (Customers esn.e an cmoesonnce ee sten ees 549 704 155 661 41,638 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planttand*facilitiess.tncccrcccssseneseoten ee eaneectos 432,613 753,412 162,759 642,245 94,970,934 
Less: Accumulated Depreciation................ 167,207 341 ,362 71,316 252,602 19,899,838 


INet.ofixed JasSets scizwaccaccwssenneteden teluincieam sina 
CURRENT ASSETS 
Cashikand tBaik.)6.c7 eins ce tnancteas se eeeet deneancaia. 


265,406 


412,050 389,643 75,071,096 


295793 995335 91,016 1,665,258 


TRVESEMICIIES fo.fe cacttint watantqaatela ne dobemtes eee seeseneetes 35,000 — — — 
Accounts Receivable vccesncescuesseecnconecadssedets 33,487 23,318 25,294 4,584,785 
Winbilled yRevenuwe tecxcsesvadzccneocessasseuannetess 85,890 114,900 142,409 4,870,661 
INVENOLY aaraaerecsceecetdossnenaaunceadonsnsgrassas 3,480 6,700 32,499 2,433,604 
Other saswastae ci seo rot av cohaeaa on vadearatw cence ss 607 898 2,154 68,997 


Motal@@urrenty ASSetSimscodseesnacssaccencescces re 188,217 205,151 335972 293,372 13,623,305 
OTHER VASSETS ritasccrs taste nseastasrnaescnacea tts 4,240 600 — 728,071 
EOUITYGIN ONTARIOMHY DRO iexcere ens. 392,485 440 304 54,374 454,168 17,836,609 


MOTALZASSETS wraccsrmecsceerncmnmrnerese tac. 


1, | 10se.108 | 105 179,789 1,137,183 107,259,081 


ine be be 


34,000 25,906,978 
— 

30,000 

HN 420 B?; ‘970 10,715 


91,074 113,156 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PERM DED: car orenee tees pscate downs enantamacncr ss 
Less Sinking Fund on 
De DE MUUTETS seer somone nase Saves» ahareasresieneatanteae 


Less Payments due within 


ONES VEAL cmaimactrvabeaoesaacemnctnecuattes ts oteions 3,060,718 
ETO CALA ars: Aesiosrsttticietec tac taicrak marae tae etelmore eee 22,846,260 
LIABILITIES 


9,422,305 
1,144,699 


GCurrentyerabilities.ccnese ccancoraiauwaatwemoneseenives 
Other seta ilies sore ecdace seee aoe mask sees tes 


10,567,004 


DEFERRED CREDIT 
Contributed Capital 
Subject to PAMOLtiZattOn ae wecaewes veaicsensenvns 
WessPAMOFiZation ere. aneccsceiesuee neue cenesesete 


19ST 7. 
1,421 


34,101 
5,625 


43,904,052 
5,705,336 


18,156 


357,049 
392,485 


21,261 


505 ,466 
440,304 


T5959 


92,222 
54,374 


28,476 


511,383 
454,168 


38,198,716 


17,810,492 
17,836,609 


850,348 1,058,105 179,789 1,137,183 107,259,081 


RESERVES tiscaiin atacienaessanecseoiieesanccecesauess 
(8/9 1) 4 Cd 310) U8 Ml Py ee cara ncan soeateacondascooariaaganae 
EQUITYTIN ONTARIO) HYDRO Fees. sincsres 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Statements for the Year Ended December 31, 1987 


Lucknow Markdale Markham 


Mumicipalityasisiirscs-wseseonaeet sows ezsaecadetee eters oak Magnetawan 


549 


INumberrotsGustomersase ccc: sts. coerce eee 155 661 41,638 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INeteincomenfornyeaterccsc.cestseee eaten cote 
Capital Contributions in respect of 
land/street lighting plant received in year 
AIGIUSTMIENtSH ss. cenet uae eituesencss ters emtoeeses seeks 


$ 
358,614 
(1,565) 


$ 
488,157 
23,226 


$ 
13,739,762 
4,070,730 


469,953 
Spi Ie 


87,062 
5,160 


357,049 505,466 92,222 $11,383 17,810,492 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


549,370 
8,136 


765,492 
14,283 


1233253 
1,800 


927,914 
10,348 


61,387,512 
1,438,704 


EXPENSE 
IROWETAPULChASEd Me aateccsoscccs oyscaeencon tet eceaes 
ocala Generation srnrcuwenccmncuatwacosc ey annoueaces 


496,291 


663,207 107,507 823,392 48,636,365 


Operation and Maintenance..................005. 17,228 19,030 1,815 31,037 2,746,460 

Billinggande@ollectingweccs-scnsscssee-tneeie 7,763 19,816 2,110 13,041 1,122,380 

A AMINISCTAONS aesreesaarere set cesrereiacs sesetcanees 22,610 13,880 2,150 21,177 1,335,745 

Depreciation Less Amortization ................ 155153 28,251 5 i 23,138 2,015,187 

Pumancial’ Expense, 655.24 socisc casera sean isoees 26 78 35251 2,899,349 
Per NL A ELAR IN OS ici cian wed trduininsnwannouasidien 


| ssaon | 071 744, }7aas282_ | 119,893 915,036 58,755,486 


(1 368) 35,513 23,226 4,070,730 


(1,565) 35,513 es 23,226 4 | Beer 730 


1,000 3,000 
(Ee 565) 355513 4,160 20,226 


(1,565) 353518 [ea 160 235 eee 4 ae 730 


Income Before Extraordinary/ 
I BUSUAL ACEIDS LotiPhstice cbesseduste. ietuaseiiass 


2,846,067 
1,224,663 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGER INCOME 5388s sdaee eae e ce oen tvs Bae Th Gee moaceebenees 
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Municipal Electrical Utilities Financial 


Municipality..: 2: cas ccmesensenees son etemmeedademeecsosaes Marmora Martintown Massey Maxville McGarry Twp. 


INUMDE TOL OUStOMETS cetiasreenctosceuscetsesiseste 683 122 svi BS 411 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planteandetacilitiesjamiesarcusesuecteetsses.s sees 528,477 84,565 425,663 275 024 223,221 
Less: Accumulated Depreciation................ 261,839 48,507 192,882 140,007 131,681 

INetufixed|-assetsic.:.cccdeaeecsaencttendacse oes eise 266 ,638 36,058 232,781 135,017 91,540 

CURRENT ASSETS 
Gashrands Bank pa tetareecascnsesonstaerooncecs sss 87,281 10,234 16,872 36,186 23,420 
AMVESEMENtS ec areuosetdentsnamacnadsalestene sessile cede _— —_ 35,000 a —_ 
Accounts Receivable...........scccscssseresceeeenes 8,499 7,588 9,723 17,401 2,020 
Winbilled Revenue’s.ccasteisevceesetuscadecasonies 116,675 13,048 88,428 76,138 53,536 
IMVENtOTY nutes ccitescsendcrnsersarencoscesaeasinese ces 6,294 514 26,834 6,065 — 
OP ST eo eae reer cree eacitae ee cater anoaehl terete 1,870 100 — 251 3,692 

Motala@urrenteASsetSis. asc ateturecses accuser 220,619 31,484 176,857 136,041 82,668 
OTHERPASSETS Paes eat nica tence cree tsnepehiecsntet 1,760 — — =~ _ 
EQUITY IN ONTARIO HYDRO............... 346,458 62,494 269,007 259 383 218,569 

TOTALWVASSETS Past. cccsustceatemedtteeseeee 


835,475 130,036 678,645 530,441 392,777 


DEBT FROM BORROWINGS 
Debentures and Other Long 
‘Aiaee| DL o ese aa rap saceergnseoradcuerhococamesesnanc 
Less Sinking Fund on 
PVEDEMUUTE TS asacaaesanaddamancecstonate ste cassemesies 


Less Payments due within 
ONE VVeaT wa cetensatan eesceacteseae rate seacres 


LIABILITIES 
Currents liabihittes.cca.i a scoses can waseesicelesereciases 
Otheribiabilitiest-rscessssasasscereseaeeceseensce ssc 


96,707 
6,293 


60,854 
5,314 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization 


RESSCAMOLUZATION Niaces nen centre euanenecsiones ce 
5,550 
RESERVES ieee na conconiancadeneamecseusaesceasacsn — 
OID VRE OUTTY Merce tides ates teense se anatecs see SVEN oul 327,927 221,810 139,050 
EQUITY IN ONEARIO® HY DROW ee nae 346,458 269 ,007 259 ,383 218,569 


TOTAL DEBT. LIABILITIES & EQUITY . 835,475 


130,036 678,645 
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Statements for the Year Ended December 31, 1987 


MUMICIPAlitynercce eer seeasun teat assehal 5 eoseeee as Marmora Martintown Massey Maxville McGarry Twp. 
INUMbermois Customerssentere see serene 683 122 511 373 411 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 366,285 324,921 
INCEMINCOME) LOL MV ealncas). cau ie aeerceem me eete 8,866 3,006 
Capital Contributions in respect of 

land/street lighting plant received in year 
XCIUStINENTS 2) eeces Make tc ere celeceeen UAeee eee 


218,231 141,901 
3,579 (3,022) 
691,956 


565,761 403,367 338,671 
15,694 13,472 7,790 5,190 
707,650 105,821 579,233 411,157 343,861 


501,538 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


EXPENSE 
ROWETERUTCH ASE G tame asks sce see eee eee 
ocaleGenerations semen tes keris eee 


613,179 


367,403 


295,403 


Operation and Maintenance...................00. 17,528 25,356 7,043 8,069 
Biltingeands@ollectingesnacen ieee 18,089 7,547 15,902 19,099 
IXGmumistrationteresecsas tescsse sree tesa nese tel ean ence 26,874 25,929 6,194 14,544 
Depreciation Less Amortization ................ 21,228 15,778 11,036 9,670 
inancialkMExpenser esteem esceeecneae eaters 1,886 79 - 98 


698.784 | 784 101 } 100,308 | | sre.zat | 227 ees 578 eet 883 


- - i = 


4,000 
4,866 4,516 3,006 3,579 (3, 022) 


Peo TrA LD EXPENSE civ ralitessinehicndes seca nts 


Income Before Extraordinary/ 
Unusual ltems tear secscosccscieesesee. eoeeeca see 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCE IMCONIE S55 be ees cae saat dale Pater ee hahaa ane sti eg ous 
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MUNICIPAL serene secs ane Samtesea rer coarse? 
Number Of Customers. cccsceceet reenter es 


A. BALANCE SHEET 

FIXED ASSETS 
Planteandtacilitiestecn acts seumiatesseresecetccens 
Less: Accumulated Depreciation................ 


INetitixed cassetSrcessmsosenercrehennecacaterens cnr 
CURRENT ASSETS 
G@ashtand ‘Banko era cae eorse tas reer emeseneas 
INVESEMENES Taco cant ecec econ tomatoe ee eeenestee 
Accounts Receivables: s.ccimsccscssesscsctance cess 
WnbilledRevenve:eeesaccr ue lame croc meee 


MotalsG@urrent@AssetSne.ccteesete eee ree 
OTHER SASSETS Srcrccasctrcsasacsic cede seer dessa 
EOUITYSIN* ONTARIO HYDRO Se--:. 


TOTALTASSETS Vrcrencsctaseen screet sneer te oe 


DEBT FROM BORROWINGS 
Debentures and Other Long 
RermeDebtrn .cecccrcseccsasrcnetsscesteencees 
Less Sinking Fund on 
I DYS oY! STIRS ts caciscantisonnonnnacsdosnonerandBiccode 


Less Payments due within 
ONEMVCALMomastncsce cetera aatececcerer anaes: 


LIABILITIES 
Currente liabilities seeviie ce cccancerancemee oetee 
Othersliapilities waite cen cseccae co cson mene 


DEFERRED CREDIT 
Contributed Capital 
SubjecetowA mortizationersstie. contents 
PessPAMOLIZatlollac.crcassseascssananeeactse eee 


RESERVES tiatesrssiansnuestattaatecssnereeemnenseaen 
(Ojai) OSG 1200) UI Eh accheterneecnenabndeheecenesapecae 
EOUIE YIN ONTARIO THY DRO Gitar 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Meaford Merlin Midland Mildmay Millbrook 
2,046 289 5,019 455 505 


$ $ $ $ $ 
1,592,757 169,838 4,577,932 391,243 492,135 
688,035 118,158 2,083,031 109,045 151,626 


904,722 51,680 2,494,901 282,198 340,509 


448,077 S375 174,399 31o79 19,334 
— 10,000 749 588 — 20,000 
45,001 Baril 13255717 3,686 10,281 
2395115 18,450 944 329 63,263 88,328 
115,773 2,646 181,760 5,808 10,038 


310 9,855 846 2,444 


848,014 
6,971 
1,371,956 


2,192,508 
3,341 
4,569,469 


3,131,663 291,004 9,260,219 


105,182 150,425 


218,132 


215,423 


41,000 


24,000 


167,245 
8,450 


762,320 
26,394 


175,695 


788,714 


24,963 
2,601 


S571 
4,678 


22,902 


1,520,650 
1,371,956 


24,175 


3,853,861 
4,569,469 


54,893 


276,763 
218,132 


335531 


392,936 
215,423 


3,131,663 291,004 9,260,219 | 60s.s12 | 706,357 


107,910 
164,666 


Statements B and C 173 


Statements for the Year Ended December 31, 1987 


Municipalitytncscirrmatradaas-tncoss scotects-nsaratosrs Meaford Merlin Midland Mildmay Millbrook 


INumbennot CustOMmers:fe cro ..ss6.sscecaesoetirr ene. 2,046 


5,019 455 505 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 1,530,736 3,756,362 257,211 367,035 
iINetBincome forsyeatan-nc.cc onsen cenonee) as. (10,086) 97,499 19,552 25,901 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments... tusacserst-sorasersseareocemar aimee 


UTILITY EQUITY, END OF YEAR ........... 


107,910 3,853,861 276,763 392,936 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service: ReVENUC Ha. sense oo sveceutcsh ouesionee cerns 


1,922,675 223,947 7,089,461 410,109 496,958 


Other Operating Revenue! rcs. .2 cases 63,186 12,437 151,178 4,051 11,367 
POTAIG REVENUE irccsrccs sees tentieuse. 1562s - 1,985,861 236,384 7,240,639 414,160 508,325 


EXPENSE 
Powers Purchased yy 2:4). daens3000-cenceccmeasaeres 1,724,639 195,854 6,493,929 353,043 426,634 
BocaliGenerationnasc.ssccae ent astcaseeatasseae _— = — == = 
Operation and Maintenance..............::00666 88,347 6,504 244,145 5,519 6,245 
Billingrvand| Collecting as csav-euesoe andes 40,416 7,620 102,603 8,373 17,034 
Administration ssa: sc.c0-5 spe cdence cc Ptensoctee tems 75,968 18,556 120,090 12,610 11,808 
Depreciation Less Amortization ................ 60,627 4,049 176,838 12,431 18,968 
ingncial Expense asscasteoatenssnssasscesteceeese 5,950 5,535 2,632 TEE) 


TOTAL SE NPENSE anon ccc ueeaenieca once 


1 } 1.995.947 | 5947 232,583 7,143,140 394,608 ee 424 


(10, see 3,801 97,499 19,552 25,901 


8,000 21,000 5,000 2,000 
(18,086) 3,801 76,499 14,552 23,901 


(10,086) 97,499 ee 552 enue 901 


Income Before Extraordinary/ 
Winusual Wemsieeccncsnce- cos -oeoerte eerie oatesie os 
Extraordinary/Unusual Item(s).............0.00000 


INEDTINCOMEN sarscciscrenaeresssch oseunnsuinoncdioes 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


IN@ts LTICOMNG Fs. srres coum he cases. tectotenne cs caencoumdaeiss see 
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Municipal Electrical Utilities Financial 


Municipality. ..........0.2scccrecenessacseneccnsecsassecnse Milton Milverton Mississauga Mitchell Moorefield 


Numberiot iGustOmerseliacdscnsececues eeeesaetsee sec 10,461 S77 105,219 1,324 181 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantyana taciitiesiay cca ctedenssm ca sne sat 20,553,993 455,720 194,840,075 1,596,860 137,659 
Less: Accumulated Depreciation................ 6,512,597 190,667 51,617,583 STi us) 64,116 


14,041,396 


INGthixe GASSES ae ntoecu cious clieme cass seiessnet 265,053 143 222,492 1,019,745 73,543 


CURRENT ASSETS 


Gashvand Banka dees cast reese teetenser 430,823 35,556 700 8,301 14,351 
Investments eect economies ener: 400,000 40,000 36,983,049 — 31,000 
ACCOUNTS MRECEIVADIC airy cecedenpaseseetesiecsecmrect 1,079,613 6,806 15,180,483 32,088 825 
linbillodWRevenuerancciersccn set eececenstecscine 1,988,675 74,000 16,728,378 227,100 32,500 
INVENTORY qucceanconec acca snoneensscnmssenescins inascen 744,147 5,710 4,813,943 109,861 2,449 
(OVS 3, we RR ESCORTS entia NaLAte bree ce mBaetaneia igaeqreror 35,388 50 258,083 1,058 plilat 


Total Current Assets ......:.2:..0ss0ecs0e 00000 4,678,646 162,122 73,964,636 378,408 81,236 
@OUMPIE ROASSEMSiaey i tecearseruesstet cceere tana 78,646 — 184,577 9,967 — 
EQUITY IN ONTARIO HYDRO................ 6,696,242 482,269 79,079,231 1,044,518 138,313 


TOTAL ASSETS...........::.sccecsecdsresdeeeeees 


25,494,930 909,444 296,450,936 2,452,638 293,092 


pe = 


108 ,338 


DEBT FROM BORROWINGS 
Debentures and Other Long 


METIN ROSH O aR eee taiehexseocsirerece ne .aesees DTSohio> 13,914,000 
Less Sinking Fund on 
DEbENtUTErSe eee eee eee eee 8,734,044 


PXIBEWIES, 


5,179,956 
Less Payments due within 


OYE! WEEN O panceodotindonansa Sonn nodageMdoséoonesoonadens 220,454 895,576 8,058 — 
#170162 | enn nonce Br eenercncnencac remanence tcrer Pace 2,533,301 4,284,380 100,280 — 
LIABILITIES 
Gurrenteliabilities ee eae eae ee toeee eee 2,140,456 27,654,093 178,800 17,525 
Otherslsiabilities seco teeavehe weate cere tee see es 228,051 3,655,590 7,807 200 


2,368,507 31,309,683 186,607 IGI25 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization...............:0.eseees 
ess BAIMOLIZAUON i seemice sangeet essere rs crem aan 


2,325,849 
381,766 


10,018 
893 


48,443,710 
6,020,095 


1,944,083 


9,125 42,423,615 27,388 


RYERSS IRA Ea gun peounes a anenaadnn sobnadad asdeoaresseenGdr _— =F == == 
WTIEVRY PE OW TRY rricccae. sasansneeccgasss ec antees 1159525797 350,205 139 354,027 1,093,845 136,433 
EQUITY IN ONTARIO HYDRO............... 6,696,242 482,269 79,079,231 1,044,518 138,313 


TOTAL DEBT. LIABILITIES & EQUITY . 


25,494,930 909,444 296,450,936 2,452,638 293,092 


Statements B and C 175 
Statements for the Year Ended December 31, 1987 


Milton Milverton 
10,461 Sy/7) 


10,456,565 
1,496,232 


Municipality c.. an.ccssneanemeebste seeds desanees meme Mississauga Moorefield 


Numbers Ofs CuStOMe:nsierrce..cc tics ase eee 105,219 181 


Mitchell 
1,324 
$ $ 


130,692,143 1,020,203 119,939 
8,661,884 73,642 16,494 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetaincome sforayealier te: ..s-s-s0 cee cecesctese tos 
Capital Contributions in respect of 
land/street lighting plant received in year 
AGIUStMENES 4. ccaesiac esas dc coeavase cietnaintee vests 


342,292 
T5913 


UTILITY EQUITY, END OF YEAR ........... 


11,952,797 350,205 139,354,027 1,093,845 136,433 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service PREVener mac scsscctsanmerstmecacmacesaes 18,488,159 597,509 213,674,635 1,760,893 19252 
Others @peratinpeRevenucuer connate 548,682 13,615 6,079,324 32,184 2,200 
FLOWAT OREN BE NUWEG IES v.ccccncsnentteeacnecevnc errs “19,036,841 611,124 219,753,959 1,793,077 194,752 


EXPENSE 
BRowermburchasedup.teteats.o..<tocvtetereencerocc: 
HocaleGenerationin accrue castes onaecautne 


15,554,956 


548 ,006 


191,926,701 


1,431,464 


92,884 


Operation and Maintenance....................4 732,024 5,993 8,554,746 

Billinggandy Collecting pariasccesccs-ccceerc corer: 379 852 20,559 1,846,863 32,688 
ACministrationsuseataiastc cre css ceccmac sateen 398,289 12,342 3,070,853 83,517 
Depreciation Less Amortization ................ 726,213 iS; pie 4,989,948 55,030 
Binancialeexpense m.ssccseqcitesssercecnrecevenses 311,053 702,964 125725 


WOMAIES EXPE NS Ba eee coca ss stops son snse.stssisiones 


18,102,387 603,211 211,092,075 1,708,308 178,258 


7,913 8,661,884 84,769 16,494 
— — 17,127 — 


1,496,232 7,913 8,661,884 73,642 16,494 


— 1,820,190 7,900 — 
7,913 6,841,694 65,742 16,494 


Income Before Extraordinary/ 
Wmusuall Items rmeree. sncsces <suecsenesosicossniss 


934,454 
(561,778) 


207,621 
1,288,611 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ING Ge INCOME 2h terrae sero apc ete cence come eea eis 
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Municipal Electrical Utilities Financial 


Municipalitye.cis..2c0ssoemoete dr. enact seeyureesetet nes: Morrisburg Mount Forest Nanticoke Napanee 


Niumbemror CustOMmersstesancecentsee cores renter cte 17 1,803 3,701 ju pHs, 


A. BALANCE SHEET 


FIXED ASSETS $ $ 
Plant land facilitiessetcs-.ccs-dee cart eenoesseee rs 1,129,526 470,142 14712325 3,468 ,462 2,385,920 
Less: Accumulated Depreciation................ 438,616 157,391 525,017 1,284,198 891,571 


INGE FIX MASSELS: o. saat verse cinwe tee reeset oelalslen siete 
CURRENT ASSETS 
Cash®angd ‘Bank Soreiiirtecesccscusa ocsatectunaeesats. 


690,910 SIPLIBS 946,308 2,184,264 1,494,349 


64,999 99,568 173,182 250,610 228,171 


INVEStMENtS ixcconecnanasarseaeencae et eUaeatlaaiee rene 120,091 35,000 — — — 
PNCCOUMES HIRCCEIVADIC ccnases tease eceta: ee daete rane 164,306 8,548 31,911 211,361 74,669 
Unbilled Revenue’ snc cccracce es ecscsece seuss ea 90,801 58,600 279,649 204,052 373,541 
| SoN (2010) 9 o8aauachnabe tboceenentiobprD cpnecrcAdH aensnonrar 73,787 — 218,426 67,787 75,138 
CO ii ot) eae ner SEE a acts ick BERBERS SEARO CRT icn eae eres 665 — 3,986 2,203 18 


Motalg@urrentwASsetse sade wceesemaetes 514,649 201,716 707,154 736,013 TENURE 
OTHBREASSEDSE ssetetoasssa cuneate oredee 438 — 3,600 14,400 6,000 
EOQUEEYSIN ONTARIO) HY DRO Zi -ccnceses 690,690 225,957 1,054,905 1,647,328 1,621,687 


TOPVAE ASSETS i ossmr sn ssc tee. occttecdsnaaen ean 


1,896,687 740,424 2,711,967 4,582,005 3,873,573 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Ferme Debti. ctweescessona ume arta sete ita: 
Less Sinking Fund on 
DDEDENTUTETS saiicacenesendacacsteniaissinraseseteter 


100,816 
Less Payments due within 


OMCs VEAL ca. boc Ma wake sano ntnarveeceeeomecear ates 39,985 
LO tal A seat monavaanaccnatetycbi deacon iadoteaotont ds 256,000 60,831 
LIABILITIES 


G@urrenta eiabilitiesic saci edsconcesnanescecenc atta 
Other [Liabilities ccc cc eas consent eeeseae: 


138,671 
31,035 


292,679 
31,013 


390,984 
73,165 


304,998 
73,999 


SOA oes tiah cc eee bot tease oatakoaseneee sae atsiees 88,810 
DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 118,701 
essrA MOTtiZatiOn’ suc car icsvcuceccsavieceserseaeseees 12,024 


323,692 464,149 378,997 


38,127 
5,729 


162,640 
21,769 


142,408 
24,616 


106,677 32,398 140,871 117 192 


RIESE RVIESS 3:8 sveecnsasesmasesuucteansiosena draconian = = =a = 
| B/G Met BSG ERO) i i Bh GAR AS Ropatenre consenerd incline nator 1,026,434 318,980 1,300,972 2,073,657 1,694,266 
BOUDIYTIN. ONTARIOTHY DRO Tea ecsaa: 690,690 225,957 1,054,905 1,647,328 1,621,687 


TOTAL DEBT. LIABILITIES & EQUITY . 


1,896,687 740,424 2,711,967 4,582,005 3,873,573 


Statements B and C EF 


Statements for the Year Ended December 31, 1987 


Municipality: :3.c#<anenasiyan ess. chtec hee as Morrisburg Mount Forest Nanticoke Napanee 


Numiberrofs GUustOMerstticsssckscssccsnts meteeaeees 1,171 1,803 3,701 2225 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Netaincome? foriyea ret aec-.s. sacs cs toneee teehee 
Capital Contributions in respect of 
land/street lighting plant received in year 
AA CHUSEMENIS 27 37 Sears detons saosaecvavee tense te cbs ee 


$ 
1,927,073 
146,584 


$ 
1,510,795 
183,471 


932,969 
93,465 


297,618 
21,362 


1,233,808 
67,164 


UTILITY EQUITY, END OF YEAR ........... 


1,026,434 318,980 1,300,972 2,073,657 1,694,266 


C. STATEMENT OF OPERATIONS 
REVENUE 


SELVICER REVENU Chee ics sasces nasioeret eho eae 1,506,085 485 ,983 1,829,439 2,939,571 2,941,540 
Other @peratingg Revenuew-. anne 21,612 6,263 21,895 164,107 73,658 
OPAL ERE VIENUWIBS 2 <5:. ccc, sernccneeeessene reser - 1,527,697 492,246 1,851,334 3,103,678 3,015,198 


EXPENSE 
Powetmbirchased tm, cis. <..<cctessae teettemne tees 
ocalhGenerabioninsnnsncnisssedises snare snniescks 


1,256,052 


431,754 


1,613,297 


2,266,278 


2,470,381 


Operation and Maintenance.................06065 40,245 3,618 57,114 140,710 83,222 
Billingeanda@ollectingies-cs:-ssrscee eons 48,204 10,180 23,682 166,797 74,487 
NGmMIMIstrationersmesscccetcsarnssneersoseemseternaees 45,786 11,330 37,981 234,432 99,264 
Depreciation Less Amortization ................ 41,246 14,002 50,605 128,355 90,866 
inanclal@isxpensem sratcancsesstcn ss seca semsnasserece 2,699 — 1,491 20,522 13,507 


LAO LN NB Db, ¢ 32 Sn) CUE ns Oe 


1,434,232 470,8 1,784,170 2,957 ,094 2,831,727 


93,465 21,362 67,164 146,584 183,471 


93,465 21,362 67,164 146,584 183,471 


2,200 —_ — 
91,265 21,362 67,164 


93,465 21,362 67,164 


Income Before Extraordinary/ 
Winusnallltemsterrmsuemecssccsesccseestees coeteee 


38,836 
144,635 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE INCOME eee e sac tn ectecaaatecensaece ea saneoeres ok aeaes 146,584 183,471 
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Municipality..........::ccccecsseeeeeneseeaeesseeeeeaaeees 
INtimbeTy Of | CUSLOMEIS Hasta ceo nacsan neste ststemee reste 


A. BALANCE SHEET 

FIXED ASSETS 
Plant and facilities..............0..sceecscasecoeseess 
Less: Accumulated Depreciation................ 


ING talixe Gi asSetSienccerseaeanccee ccamen setiieeisene se 
CURRENT ASSETS 
Gashvand. Bank eee tes ee se voceccahasenanteclese ses 
INVESTMENTS eee ee eda ou iaeclatsiosacmmerseenesisate 
Accounts Receivable ci... ccssectecssesosssescinecess 
Wnbilled Revenuielccsniccccscsctescseecsuieesescace 


otalu Current eASSCUS maen aes centone sect intaestesoriecte 
OTHERUASSETS arosistecc cc capoeccntetetescdsetece. 
EQUITY IN ONTARIO HYDRO............... 


TOTAL ASSETS..........0.:0:cceecesrseseoeeees 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Mermy Debtaeneeese mest senesoeeseetearmec cuss. 
Less Sinking Fund on 
DeDENEUTETS srr. aeecensccow eee seems es cstenaiclieae vine 


Less Payments due within 
OMEN VEAL ceeag seeracstcenosesnessteesMeseeesnaste+= 


LIABILITIES 
Currents iabilities tcc sscsscesasmegecrescecavaectciew ate 
Other Wlaviltesc- ee eneies costes crnenaner statis 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization.........scecceeceees 
Tess mA MOmiZavlon,.ccsscsuactenarsnsecseteser sai 


RESERVES ie. caccccneesstapeccedecodenaenence ar vet eine 
ROM TIE DRY GE OWI aga ae oxtepeaatacaaen sends sores 
EQUITY IN ONTARIO HYDRO............... 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Nepean Neustadt Newburgh Newbury 
33,081 263 283 178 


Newcastle 


6,034 


$ $ $ $ $ 
45,136,101 156,019 414,073 112,657 7,739,167 
12,733,854 68,123 180,660 59,013 2,605,438 


32,402,247 87,896 233,413 53,644 5313353129 


691,062 27,850 8,133 2,088 282,400 
1,748,361 = — 19,836 — 
2,091,791 4,473 10,800 1,433 142,150 
5,600,000 34,119 33,346 16,600 1,294,061 
2,717,434 4,616 5,428 200 336,338 


58,609 iN 191 _ 


12,907,257 TEI 57,898 40,157 2,054,949 
883,742 — — 635 
16,836,209 128,783 114,956 93,474 4,328,477 


63,029,455 288,854 406,267 187,275 11,517,790 


Se 


EEE a 
101,469 
91,889 
" 104 1 "380 


14,325 


ci 


6,732,523 
1,286,690 
5,445,833 


613,072 


4,832,761 


6,011,893 
362,542 


852,049 
155,710 


6,374,435 1,007,759 


8,629,337 
907 ,537 


447,085 
48,750 


7,721,800 
27,264,250 
16,836,209 


2,109 


140,596 
128,783 


21,039 


247 ,287 
114,956 


63,029,455 288,854 


398,335 


5,691,330 
4,328,477 


187,275 11,517,790 


Statements B and C 179 
Statements for the Year Ended December 31, 1987 


Nepean Neustadt Newburgh Newbury 
33,081 263 283 178 
$ 


25,039,174 131,652 238,246 
2,089,609 8,944 9,041 


Municipality sy cares ecame oem tarsaue oi ade sccataoacm arate Newcastle 


Numbersofa Customersesancsese neces 6,034 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Netéincomestorsyeatane:..0:..4..-2e0 shen 
Capital Contributions in respect of 
land/street lighting plant received in year 
AVALMASEMICNIS), o.:5 ay nus sp Thes csenesi acu sehen waebigeane 


$ 
D122, 952 
568,798 


135,467 


27,264,250 140,596 247,287 71,601 $,691,330 
45,260,569 


185,660 246,865 168,052 
1,025,550 2,536 7,016 1,639 
~ 46,286,119 188,196 253,881 169,691 8,055,593 


150,602 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


7,893,778 
161,815 


EXPENSE 
Rowenburchasedses ster: c.tccscacsae tooo. 
WocalaGen eration ccc. s.hacccsateesen suchen eee 


38,348 ,468 


162,810 


202,789 


6,512,930 


Operation and Maintenance..................0... 2,080,519 2,416 10,474 2,469 296,296 
BillingsandeCollecting furesns,csccsseskeceseronces 773,493 2,695 7,291 4,389 179,258 
ZACIMIINS tratio mp macce we cat nslaemaraie)nouasat cements 1,031,155 4,500 8,545 6,308 197,863 
Depreciation Less Amortization ...............5 1,318,626 6,209 15,699 4,351 271,126 
Einancial@e xpenseimncsa-csnietcsaesseseeees aeons 644 249 622 42 — 18,292 


POP ART ERE ENS cab ceiussniannsiehacasssaantas 


44 } 44196.510 | 510 | 179.282 | 252 244, ea | t6a.t09 | 119 7,475,765 


— Eee - 


8,417 
9,041 1,572 560,381 


Income Before Extraordinary/ 
irusualltemsery ccm utse au iteecen. taseecst cane hiee 


579,828 
11,030 


737,140 
1,352,469 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCERINCOMEME. oe cacpece akc caeacenc a terucee a oroniohaees 
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Municipal Electrical Utilities Financial 


Municipality.............sscccssseccssseesenecsreneeceanes Newmarket | Niagara Falls | Niagara On 


The Lake 
5,419 


Nickel Centre | Nipigon Twp. 


Ntimbers OL CuStOMersies en eenancececmas mises ane ene LITT 27,830 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant: ang fachitiesst.cecss eect eeaseeestnenswnneee 19,315,124 34,149,538 7,011,791 559,302 771,620 
Less: Accumulated Depreciation................ 4,337,295 11,867,488 2,584,986 237,484 358,793 


INGt) f1XEC ASSCLS oceeece tcnee econ cleseentenscrcnats 
CURRENT ASSETS 


14,977,829 22,282,050 4,426,805 321,818 412,827 


G@ashtand! Bank. 1: sere cnecencernesceneooes 1,030,263 396,738 56,699 16,829 110,780 
TnivestimenitSic ene crtac cece eeicesencnescanersesenes — 2,500,000 — 10,000 — 
Accounts Receivables: .ccssssscssecessessee cece ses 1,412,951 1,148,015 436,887 17,095 12,235 
WnbillediReventierec.ccscaecsess aces eres ease sen 1,056,751 2,636,727 536,200 136,629 140,846 
ERVEMEOLY cacao seeeeoae toes eens syaceanece strtrearascunes 920,814 1,591,661 72,374 22,472 30,156 
Od tO age daaee aan eanenCO adtGadadecenacn canbe dachandice — 47,028 9,682 4,651 7,220 


Total G@urrent vASSets sete cere tees eens 4,420,779 8,320,169 1,111,842 207 ,676 301 ,237 
OTHER@ASSETG ives ctaesccslees sams teteeme de tescsnls 33,419 440 ,660 33,790 — 8,799 
EQUITY IN ONTARIO HYDRO............... 5,817,413 16,873,533 2,607,229 396,767 606,818 


TOTAL ASSETS .i 0. 0). cceeesnsdemseesesessenee st 


25,249,140 | 47,916,412 8,179,666 | 926261 1,329,681 


ne ic ie ee 


DEBT FROM BORROWINGS 
Debentures and Other Long 
AU Sa0ty I DYSLOLte Ssencecedeorcagdsbaco conpodedonbodscdosc 
Less Sinking Fund on 
Debenturerss aw eee teeta eece sae 


465,378 1,128,361 1,987,397 


1,902,595 
677,119 68,432 75,683 
93,714 9,344 16,084 


770,833 91,767 


Less Payments due within 


OME VOAT fain aaiegie ae sdekc sank gen cn evade hiiscnies 227,378 110,526 
EL Ota rare re eae sae ea Nae 238,000 1,017,835 
LIABILITIES 


@urrenteliabilitiesssteecte eee oes ec etee 
Other Biabilities, os ccse-cenceewe ee ceatescceeseceees 


2,164,748 
431,944 


2,996,899 
714,819 


2,596,692 3,711,718 
DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization..........:..ceseeeereee 


Bess CAMOMtizatiOn rac ccceneseccerosscaete matte states 


6,390,012 
688,116 


876,104 
90,292 


314,947 
31,617 


5,701,896 


10,895,439 
5,817,113 


785,812 


25,527,514 
16,873,533 


283,330 


2,615,679 
2,607,229 


21,408 


430,310 
396,767 


25,249,140 47,916,412 8,179,666 1,329,681 


eS SS a | 


67,248 


563,848 
606,818 


RESERVES tnieecriicdse desc aceessiaencenasesee se 
{Oi ETS BNE) BO) UN WDB Go pars pancaecobooonnoacbonntecasione 
EQUITY IN ONTARIO HYDRO............... 


TOTAL DEBT. LIABILITIES & EQUITY . 


Statements B and C 181 


Statements for the Year Ended December 31, 1987 


MUnicipality-ceo.n-tuntessecnesases ate ccserasesersunsase Newmarket | Niagara Falls | Niagara On 


The Lake 
5,419 


Nickel Centre | Nipigon Twp. 


INUMDER.Of CUSCOMETS a. cee ss .ess sence eneee nese es LOTT 27,830 


B. STATEMENT OF EQUITY $ $ $ $ $ 
Utility Equity, beginning of year .............. 9 227,665 24,266,216 2,420,933 409,900 524,374 
NeteINCOME: fOr VeaTnessnnescst-neeatenheneeers 13505512 1,261,298 194,746 20,410 39,474 


Capital Contributions in respect of 
land/street lighting plant received in year 
PROATUSEONOTNES 3 Nope aces vine Vente Souiarontent 


317,262 
UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SErVice’ REVERSE o5..isicvsacksnoxsben einen 16,201,949 31,919,389 6,357,650 972,967 

Other Operating Revenue .........0..2.se0+-00s. 301,313 476,494 164,995 25,647 
POGAE, REVENUES biptadevsudsp ede ursesecniouener _ 16,503,262 32,395,883 6,522,645 784,915 998,614 
EXPENSE 

Power Purchased 128i Geckos sel RAL ace 13,496,356 27,104,545 5,100,913 641,627 788,875 


Teocal Gene atiON acre cveiasinsis wateatieiainlosiocsileigoeselsies 


Operation and Maintenance.............:0.ce0ee 466,826 1,561,672 350,345 37,641 56,768 
Billing and Collecting ....:d01..bs 00... scveswesenes 371,449 733,549 116,488 24,255 41,390 
/Nabrehievici 521310) Won canatasscanccone, eaceneaguser o60s0n0e 289,274 S32 299 ,202 38,576 44,967 
Depreciation Less Amortization ..............+5 481,602 1,081,146 250,985 22,135 27,140 
Financial EXOG0B6 ficcicwwsntesctwisernsete sosvesert 84,103 135,941 209 ,966 271 


TOTAL) EXPENSE. ie .cccsee ssvcnnesessensenvensienes 


Income Before Extraordinary/ 
Wynusuall Itemistinsssreccessecscostseeresaseesclaiews 
Extraordinary/Unusual Item(s)...........:.000ceee 


15,189,610 31,134,585 | 6327.859 | 327,899 764,505 959,140 
1,313,652 


1,261,298 194,746 20,410 39,474 
(36,860) Ee 


1,350,512 1,261,298 194,746 “tl ia 39,474 


INET ENC OMB ie cites ac actenie ster aeiecetetcinestereela oleae 


79,285 
115,461 


170,107 
1,180,405 


1,350,512 1,261,298 194,746 ae 410 i larest7a 474 


44 888 
1,216,410 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


20,410 39,474 


INGE. INCOME: fa dsce 5 wssceeue sce aien snreie gia eon dawiale esters 
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Municipal Electrical Utilities Financial 


Municipalityieec:. curanwsotr one cnasseses sameeren ce Norfolk North Bay |N. Dorchester] North York 
Twp. 
Numbernof: Customerss.taersccnes-teseassenrcratnnse 428 20,324 531 142,911 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantiand ‘facilittestsrs..cs.ceanuecstt ornate ee ceses 239,765 25,925,058 421,947 267 439,999 1,073,308 
Less: Accumulated Depreciation................ 134,531 10,612,783 163,120 86,718,962 446,839 
INGthfixed faSSCtSi.c os <hesosnses ce saree oreacecnuasee 105,234 1533122275 258,827 180,721,037 626,469 
CURRENT ASSETS 
@aShitand. Bank Wi siects.cus.acamanewumeneeeacees os 60,183 704,780 41,463 986 ,387 70,649 
ANVEStINEDS trrsscaeoaneanotweseunetew amen seaneo rae — 397 ,020 — 15,508,504 a 
Accounts: Receivable: ccccc.cathenstoncsscnceccsene 12,688 1,137,264 41,527 13,851,162 14,310 
WnbilledwRevenueitscc..cecec castes csnessseeroscnte 28,650 2,700,077 50,300 29,500,000 151,151 
INVEMCORV neces cscs eu recesmnne eee eran 7,395 608,530 1,766 4,825,555 — 
Other eA deimsces cocetas omraite Mivtaee eos — 151,034 261 7243 795 
otaliGurrentsASsets wer.espumeveeeeewoutaectens 108,916 5,698,705 13523107, 64,678,821 236,905 
OTHERGASSE TS tics see rave neues etecesonna aster esreres sm —_ 292,336 5,775 2,744,407 2,250 


EQUITYGIN:ONTARION AY DRO ieee vnc. nswces 1525522 12,900,999 220,662 122,976,352 674,381 


OTA ASSETS iniisc.:sascsdasacan rasan. ss 366,672 34,204,315 620,581 371,120,617 1,540,005 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm | Debtscidsccscasdesasmcaaendecdeastssiienes 
Less Sinking Fund on 
Debenturers seciaasasevesccsesanmearseceetsescoemesies = 
3,886,928 
Less Payments due within 
ONEE VEAL ecm sdnasncavesmncem var easly nas 380,372 
Dotal accasvychwavadnontiause acca niuncdearenmaaacunotstia 3,506,556 — _— 
LIABILITIES 
@uorrentaloiabilities:. pacesattunereacsandennaseiacet 2,969 946 63,037 23,684,840 
Other Liabilities... ...c,acccstomeccsancsngneresecss 137,006 SIT: 6,909 407 
POCA Beat kesant aerets cians dave mena ote ease 54,098 3,106,952 66,812 30,594,247 93,425 


DEFERRED CREDIT 
Contributed Capital 


SubjectatowA montization: ..ocaasnnasneess see 982 1,533,994 4,314,918 12,382 
MESSSAMOTIUZAtON vers cusaaces miter at naaueseeners 476 174,260 594,856 897 
506 1,359,734 60,121 3,720,062 11,485 

RESERVES oie ne eee saree en race Oczna — — _ — —_ 
ALG GU A 70 SHO) 09 1 RS Cape anal atch eecncneacce 159,546 13,330,074 272,986 213 ,829 956 760,714 
EOUITYs INV ONTARIO! HYDRO} co.cc. ences 152,522 12,900 ,999 220,662 122,976,352 674,381 


TOTAL DEBT. LIABILITIES & EQUITY . 366,672 34,204,315 620,581 371,120,617 1,540,005 


Statements B and C 183 


Statements for the Year Ended December 31, 1987 
Norfolk 
428 


$ $ $ 
158,691 11,959,406 272,280 
855 1,370,667 706 
= al oe 


| 159,846 | 13,330,074 272,986 213,829,956 


Miinicipalityces:esssccsstaacded totcs aes sue vlaaeetngsaes 


N. Dorchester} North York 
Twp. 


531 


North Bay 


Number Of CustOmersseisssssasetecan eo beeenee 20,324 142,911 


Norwich 
1235) 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 202,220,761 703,733 
Netsincome® for. yeaty.<.ssc:3s:2.<cereuetaen sare 11,609,195 56,981 


Capital Contributions in respect of 
land/street lighting plant received in year 
AGjUStmenitsi 5. aise nsec esses sssescencmcemeeeceans 


760,714 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


257,160 
9,372 


26,882,692 
765,265 


439 205 
9,681 


266,727 ,356 
5,259,603 


1,078,374 
24,715 


TOMAM-AREVENUE! 22 kiccctitceseteenseeeaeeenes 

EXPENSE 
BowenyPurchased pe itiers.....c.ssseetacanieese ees 21,680,072 397,735 226,965,245 858,719 
ocalt Generationun nc secu a ceeateaseaiee — = = = 
Operation and Maintenance....................4. 1,391,456 7,649 10,330,773 82,746 
BillingeandiG@ollectingeva..sec.sasescesseesseeneees 924,130 11,019 4,540,848 38,956 
AGMINIStravlOMeiseterd-taceteeanceesaeceessesscleonee 808,236 18,021 7,250,314 45 386 
Depreciation Less Amortization 968,934 13,756 11,187,340 38,750 
BinancialMiExpenseysnprescssctsscs-eeos ecoescceren 504,462 103,244 WB 


THONG, JSG SINS, “aqnosoesononesanopcononanndhasdone 


265,677 26,277,290 448,180 260,377,764 1,064,732 


— 789,749 _— _— 2,000 
855 580,918 706 11,609,195 54,981 


Income Before Extraordinary/ 
Winusual@ items enceckh sc. cecreaccs ete ores cece 
Extraordinary/Unusual Item(s)................08000 


38,357 
(18,624) 


NET INCOME Resco scrccsnsacvadchsect eet oriiscacies 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCU Income! cee e eve ces casein oak cc vane eawneebaas 
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Municipalityc.cssc-ssstuseseeencssascenecnsereeccntiectss Norwood Oakville Oil Springs Omemee Orangeville 


Number: of (CustOmers carcen.sasccsceoseeneseenane sven 586 31,234 339 415 5,538 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant? and! facilitiesssresrssecsocce se erties sees wees 605 ,660 69,679 ,922 176,908 387,924 5,436,678 
Less: Accumulated Depreciation................ 259,076 18,650,117 110,083 163,492 1,876,987 


Net tHixEd | ASSETS. seis. bec serceecens aoae ean tenes 
CURRENT ASSETS 


346,584 


51,029,805 66,825 224,432 35,999,091 


Gash and: Bank sestcearec te ttes sesceees soneinetinesnss 25,417 8,318 12,948 45,916 381,071 
Investments) ci ctreieeerae eee eas — 12,685 ,250 5,000 40,733 — 
AXCCOUNTSA RECEIVADIC.enacecscaseeueareoss ce secs 20,278 4,109,488 UM 20,138 473,180 
Unbilled: Revenue cisccssesssicaeonteemiscseecscuers 96,337 6,013,789 28,577 52,610 532,182 
INVENtOLY tzesncscos sede cst acta themceai iss ecesiceeneuanes 5,782 2,581,591 — 9,267 199,719 
Other sek hs ee eases ace ete ooo 190 97,750 178 1,520 14,324 
Totals Current: Assets ications nee on 148,004 25,496,186 53,820 170,184 1,600,476 
OTHERPASSETS Wate setitan cede eea ee eeasees 1,600 670,846 —_ oo 78,399 
EQUITY IN ONTARIO HYDRO............... 302,102 26,323,770 173,992 207 ,662 2,880,508 


TOTALVASSETS fecriccretecusr er eteseseoave nines 


798,290 103,520,607 294,637 602,278 8,119,074 


DEBT FROM BORROWINGS 
Debentures and Other Long 
RELMWIDED tH crraraer ences ssacass screen ete tn esos abi 
Less Sinking Fund on 
Debenturersserc.carcsmeecu snes isaiiccas veces ees 


94,000 2,039,403 5,000 


Less Payments due within 


7,000 


bs 
94,000 2,039,403 Ee 5,000 


ONGEVOAL Wa dain. Sotmccsronen dation st autre a ehtuabiewralsess 259,999 1,000 
Total vestarccyete ease cece hanna torenc ian 87,000 1,779,404 4,000 
LIABILITIES 
Current. Liabilities cs seacaea cyclers iinenmaaeuase vers 103,103 8,133,977 44,192 651,526 
Others liabilities ...,-csaesceedessrecses tees sores 1,290 715,073 30,988 129,204 
OCA Credence tee Ratan aates Sew ae bd owoateeel 104,393 8,849,050 780,730 
DEFERRED CREDIT 
Contributed Capital 
SubJect- to: AAMOrPtization Aiyedccteneeweadowesrs oo 16,758,504 815,818 
Mess PAMOIZATION:«usearanene stints acca ae wararsen — 1,557,342 73,665 
-- 15,201,162 742,153 
RESERVES i vwccecsitte avscad ce veseaestecsuneueaaes ereds _ == = 
WIDER SE OUI Y raancecrem ctosatcavssaseoetcesseac 304,795 51,367,221 3,715,683 
EQUITY IN ONTARIO HYDRO............... 302,102 26,323,770 2,880,508 


TOTAL DEBT. LIABILITIES & EQUITY . 


798,290 103,520,607 294,637 602,278 8,119,074 
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Statements for the Year Ended December 31, 1987 


Norwood Oakville 


Municipality. >. <cnoacnmens onsemesees cess acesuunaveashoore Oil Springs Omemee Orangeville 


Numberzofi@ustomersites.cs.-ccacc eee ete 586 31,234 415 5,538 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetHincomefor iveanierce... son .-senee eee eee 
Capital Contributions in respect of 

land/street lighting plant received in year 
Adjustments) 4.c.tcek natok css. seo ataitssearens eae 


$ 
292,558 
12,237 


$ $ $ 
47,999 442 ; 301,248 3,643,905 
85367109 8,489 71,778 


UTILITY EQUITY, END OF YEAR ........... 


304,795 $1,367,221 | 99482. | 309,737 3,715,683 


583,625 59,492,684 226,728 429 668 6,762,643 
13,484 2,899 926 3,051 9,741 114,563 


i 597,109 62,392,610 229,779 439,409 6,877,206 


C. STATEMENT OF OPERATIONS 
REVENUE 


EXPENSE 
BowermPurchased iu. ccdenaia. «codec. seteeceeee ence 493 ,099 52,732,913 196,206 373,620 6,047,493 
ocalaGenerationn....c5.05. 0.0 te-osetaseeemerncs —_ — == = = 
@nperationeandeMaintenancecn.c-c.ccsteseeseenee 20,451 2,029,918 7,796 9,072 284,146 
Billinguands@ollecting saneshe acu eseercesee se 13,626 1,416,789 6,338 20,917 202,238 
AGMUMIStEAtlON aeecraacerosveareesasennes secoemetes 20,573 703,909 13,168 9,779 108,180 
Depreciation Less Amortization ................ 27,950 1,852,887 7,046 15,653 163,068 
inanclalwExXpense pease cimtesecessseceres es oes 9,173 288,415 1,879 303 


LL OJRATE EXPENSE Soncccs.sorcnnstscc seston sens ne 


| se4872 | 872 59,024,831 230,554 430,920 6, } 608.428 | 428 


125237 3,367,779 UP) 71,778 


| 13237 | 237 3,367,779 (775) ml aus) 


6,000 1,095,325 oo 1,000 5,000 
6,237 2,272,454 (775) 7,489 66,778 


125237) 3,367,779 (775) 8,489 71,778 


Income Before Extraordinary/ 
UI nustial Items) meas. cers c-shne ee tseh es asinjess 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCESINCOME) ote chee tect merce Rercns mete eete antes 
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Municipality. ..2...<.2iiveccwvsserssccssenusincsvecnsoesee 
Numbercof \GustOmers ioe. cc ecet accsesesessowsnavcces 


A. BALANCE SHEET 

FIXED ASSETS 
Plantwand facilities:-ve.1.. 0... ocssrsnsensees secede 
Less: Accumulated Depreciation................ 


Net) fixed assets <cas.sekcvescincsce ce neswateedosme se 
CURRENT ASSETS 
Gashitand Bank 20 h.ceechesiecseecsusstacsenenans veces 
INnVeStmentsiasavacioe cesses naa een mnienaaenates 
INCCOUMIS RECEIVADIC ve nuarctctaaates cen sisertieenes 


TotalsCurrent dASssetsissvacieuwwsssseversessoees 
OTHER@ASSE TS Sts sice ablseegestuestes eaten 
EQUITY IN ONTARIO HYDRO............... 


TOTAL ASSEES ae siicccssvaddessnedeutenter teas 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MermDeDty: rsers ak sicessevaenarceseseaceve usec 
Less Sinking Fund on 
Debenturersssrsdcesaartisavteadvatate see detent tees 


Less Payments due within 
ONCHYCAR eceeesrenenstcens vance seesweuueme scan dtse 


LIABILITIES 
Current! Liabilities sss csesteareeeees eeee cacee cases. 
Other Wiabilities 24 Jes dace coshuks aoe sees wanes 


DEFERRED CREDIT 
Contributed Capital 
Subjectito Amortization cccwsancoecscuses 
ICESSUAMOTUZAUION vanmenees caramaradscedeseijeeae iasisiec 


RIESE RIMES ee sieeccsccae sane se mensagateaaeaescaesncie 
WET TY BOUT Yee scicawentectonccesdessdessswests 
EQUITY IN ONTARIO’ HYDRO...........:... 


TOTAL DEBT. LIABILITIES & EQUITY . 


Orillia Oshawa Ottawa Owen Sound Paisley 


9,624 40,565 126,711 8,111 473 


$ $ $ $ $ 
20,792,532 47,295,110 168,022,188 8,213,971 462,611 
8,689,337 15,742,482 51,778,121 3,210,434 182,562 


12,103,195 31,552,628 116,244,067 5,003,537 280,049 


520,701 1,348,744 192,878 779,104 35,428 


1,466,198 8,190,631 21,214,544 — _ 
1,078,764 2,701,616 13,520,538 1,380,490 15,170 
524,910 4,647,000 12,680,000 654,708 82,378 
749,182 1,365,960 4,183,911 320,720 9,856 


7,836 8,319 233,673 25,844 244 


4,347,591 18,262,270 52,025,544 3,160,866 143,076 
524,971 13,487 845,508 206,161 _ 
4,837,587 37,289,887 93,701,156 6,714,935 309,615 


21,813,344 87,118,272 262,816,275 15,085,499 732,740 


3,037,500 538,649 2,800,000 377,941 Ee 


3,037,500 538,649 2,800,000 377,941 
360,500 184,547 400,000 54,528 


2,677,000 354,102 2,400,000 323,413 


1,720,276 
200,206 


6,220,810 
1,767,194 


20,586,003 
1,949,010 


1,360,237 
315,904 


1,920,482 


7,988,004 22,535,013 1,676,141 


97,232 
7,963 


3,843,979 
419,945 


12,980,979 
1,567,416 


215,612 
20,351 


89,269 3,424,034 11,413,563 195,261 


466,780 — = ws 
11,822,226 38,062,245 132,766,543 6,175,749 
4,837,587 37,289 ,887 93,701,156 6,714,935 


21,813,344 87,118,272 262,816,275 15,085,499 732,740 


Statements B and C 187 


Statements for the Year Ended December 31, 1987 


Orillia Oshawa 


Municipality. .: cqcsanrnn ates senten tease snc cnsehoebeene nas Ottawa Owen Sound Paisley 


Number Ol CUStOMes ein esate sodeosse coe teemieecee: 


9,624 40,565 126,711 8,111 473 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetnINncOme MOD years. .:+-arc-eratee tence: 
Capital Contributions in respect of 

land/street lighting plant received in year 
Adjustments :.s. ince veet cers s<ccscsemeeseteteneeecs 


$ 
11,765,002 
57,224 


$ $ $ 
36,647,419 128,610,091 5,665 847 
1,414,826 3,624,839 509,902 


$ 
347,452 
14,414 


_ _— 531,613 — — 
11,822,226 38,062,245 132,766,543 6,175,749 361,866 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


12,975,835 53,257,776 188,789,580 12,347,334 519,195 


OfhermOneratingsRevenve sacs rer neaees: 220,487 1,132,032 5,244,342 256,372 7,291 
TOMA REVENUES OF ccccoties tere ccisecotens _ 13,196,322 54,389,808 194 033,922 12,603,706 526,486 


EXPENSE 
eloyvitcte Webi cel yl ol6 de ae A i ea Le 


47,420,017 


9,514,415 168,120,174 10,914,820 446,770 


MeOcalEGenenratiOn ccs nccasecmoncensneconmannqats 1,025,065 — 915,802 — —_ 
Operation and Maintenance..................0665 941,642 1,949 282 9,807,818 400,610 10,598 
Billingeand Collecting ....-14.4--csesrsseees BESIA) 1,314,453 359575213 256,939 16,035 
FNGMINISETAtlON esiansis con cenecsieneoaslseenaaonin eats 313,847 775,608 1,979,799 167,320 21,405 
Depreciation Less Amortization ................ 658,640 1,515,104 5,534,905 308,755 17,144 
Binancial@expense arr a-nssess-simecsane seen aecse ens 307,314 122,989 493,372 45,360 120 


OT ATER EX RENS Beaarcrst in tiorisoclsa(eiieiseiseeiseiecoemel 


13,114,098 53,097,453 190,409,083 12,093,804 512,072 


82,224 1,292,355 3,624,839 509,902 14,414 
25,000 (122,471) ea = ns 


57,224 1,414,826 3,624,839 509,902 | opie 


40,000 aS 
469,902 14,414 


57,224 1,414,826 3,624 839 509,902 14,414 


Income Before Extraordinary/ 
Wrusual Items) teeacds ss scsss.sdeasetenes tasesdaseel 


291,500 
(234,276) 


171,350 
1,243,476 


400,000 
3,224,839 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE se IMRCOMC Res ees rosso ceivabitdec cee an ann oeee ovaoees 
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Municipality.............scsccsesccsecessccesccenccseeeeens Palmerston Paris Parkhill Parry Sound 


INUMIDErsOL CUSCOMETS caters nceeaenecsnensdesese ces 916 3,027 622 DOT2 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ 
Planteand tachiticsssees,.ccccrsa-seaeenseesneteaes 928 ,379 3,738,721 679,989 5,085,009 950,930 
Less: Accumulated Depreciation................ 386,897 1,370,921 295 ,306 1,845,389 477,695 
Net: fixed “aSSCtS .....nscccccenesnesestengeenonsss. 541,482 2,367,800 384,683 3,239,620 473,235 
CURRENT ASSETS 
Gashrand Bank Merceresncehcges cass seeenecen cements 71,739 379 ,568 77,836 35,205 28,847 
TAVESTIMIEMtS eres eene nese cecasccctevm es wa cieceare ne rece —_ — — — 17,000 
IACCOUNTS, RRECCIVADIC. sa .ccac cue cseseescsesoevecsseese 17,080 100,093 30,859 97,262 205,192 
Wnbilled Revenue nec. ceteercenaresstssceasonssneeets 112,000 448 ,000 81,000 621,376 86,115 
TRVENUOTY oeccev ese evsesnnsscsapndtnoesceawacanen sess af 11,276 143,140 7,779 159 ,467 25,599 
CHET esc ooe et ortetiies Pirasa te caberseeceitegeetseatetas 277 5,315 1,861 12,542 1,228 
MotalCurrent -ASSetSiecenceatecceessnseansunsaces PVE PA 1,076,116 925,852 363,981 
OBHER  CASSEU S tienes tecccaas sacatnees aosmercle« — 43,221 3,000 
EQUITY IN ONTARIO HYDRO................ 1,892,687 1,740,104 495,971 
TOTAL ASSES Bie dics cccncceste sete se cect 1,336,187 


DEBT FROM BORROWINGS 
Debentures and Other Long 
berm De Dter:setecr sites no -aee cssedeseereedaes 3 
Less Sinking Fund on 
IBIS ofsia Abe) hasereon aeoaunetoatocdiccusuobapcocoatce: 


113,202 


113,202 
Less Payments due within 


QUE YOAT ..1..ckensecvess cqcascaensbaswanenceracase 27,000 
f Wo) FeV keeper sce emceprcaenbcaane casricsernscarccemct: 86,202 16,000 
LIABILITIES 
Currents tabiithesi.sn.ccn ecatnanecsacsnenns Smartest 320,732 475 827 198,424 
Otherslciabilteseesteac. sc acca akerernes<o<ceeenaean 37,867 42,556 7,025 
LOtal ect. chan ea reese ree ta ee stonabereataes cs 358,599 89,998 518,383 205,449 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 34,832 

MesseAMOrtizatlOne, a rinncrsss eatenee svete cien 4,640 


242,929 
S732 


64,237 


30,192 205 ,602 2241S 


RESERVES crc tectes favieceeeratasenonesaenenre = = — aa 
MMT Ve BOUL: cer.cccccaavetacness-cerseocsosaer 3,021,080 403,635 3,398,506 595,992 
EQUITY IN ONTARIO HYDRO................ 1,892,687 451,040 1,740,104 495,971 


TOTAL DEBT. LIABILITIES & EQUITY . 


1,337,927 5,336,603 1,035,865 5,948,797 | 13687 | 


Statements B and C 189 


Statements for the Year Ended December 31, 1987 


Municipality ..o.cs disse eonieitaivaed ssisvovseacclasticupesess Palmerston Parkhill Parry Sound Pelham 


INUMbDeT Of CUSTOMERS maces soncescennadtotomrnner 916 2,972 1,139 


$ 
589,236 
36,370 


$ 
389,798 
13,837 


$ 
3,237,541 
160,965 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetaincome fomsyeater.dsc-+s.contecrsaemeteere 
Capital Contributions in respect of 

land/street lighting plant received in year 
AGustmentsict. stercesn eee ects eee tame 


2,733,073 
288,007 


UTILITY EQUITY, END OF YEAR ........... 


625,606 3,021,080 403,635 3,398,506 | $95,992 | 


C. STATEMENT OF OPERATIONS 
REVENUE 


876,554 Boaz. 22 773,877 


3,689,829 936,236 


Other, Operating Revenuel a. .u.seceoespaceaees 46,201 83,162 22,836 136,417 22,907 
LORATC REVENUE? seiwsaosesusttcneterenecdenate : 922,755 3,405,884 796,713 3,826,246 959,143 


EXPENSE 
ROWermeburchased its. me. tea.c-wacsues cee eueesatctis 
WocalaGeneratione nunc nceccctsassionsmactanesmeeer 


725 ,242 


2,730,691 


670,901 3,078,663 762,061 
_— 56,604 — 


Operation and Maintenance...................66 49,448 119,275 31,927 145,138 47,165 
Billinggand) Collecting: ssc. jcceoseaca-ceedesece. 33,534 59,230 19,432 89,246 31,201 
ANGMUMIStE ATION waenece adressen senna dedesessenes 47,869 106,393 21,110 102,125 42,333 
Depreciation Less Amortization ................ 30, pe 124,933 24,504 178,112 38,139 


8,325 15,393 3,139 


886,385 3,140,522 776,199 3,665,281 924,038 


36,370 265,362 20,514 160,965 35,105 
(22,645) 6,677 


_— _ 8,000 160,719 8,000 
36,370 288,007 5,837 246 27,105 


36,370 288 ,007 13,837 160,965 35,105 


inancialy EXpensernnecscncsceaccnenrs <vene satcniesne 


LOTAL VEX ENS Biosci cacpiccautionisaivelteptaoenie tie 


Income Before Extraordinary/ 
Wnusuali Wtemisinnnemareavasies si vractes ceca ateseaiectseles 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGEY INCOMES eee eiire aackitocesoasosia tne ecnereteciouns 
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Pembroke Penetang- Petrolia 
uishene 


Doe 


Peterborough 


MUNICipality.......scdsscesesetsedsbveaseeeaeereneereoses 


INUMBETMOE GUSTOMETS 2 etwe casaenine mea sene eens oetee 6,353 24,852 TPT) 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantsand facilities: secs..caesacene unites tees cscs 9,324,767 2,240,517 3,141,979 43,141,238 2,116,668 
Less: Accumulated Depreciation................ 4,558,354 860,090 1,368,843 18,324,115 931,481 


4,766,413 1,185,187 


INGt*fiXEG. ASSETS au, canececenceunnste meee taesestentles 1,380,427 1,773,136 24,817,123 


CURRENT ASSETS 


Cashvand Bank Paeitycecucc desecrate cunieent dott 207 ,420 209,152 582,010 250,334 25,937 
TNVEStMe Nt Sviceeeu ese cies aioe anata ieaat aap terse — —_ — 2,246,650 104,799 
Accounts Receivable esi sceausaec taste ciate 208,881 56,063 504,725 22321922 95,569 
Unbilled VREVEMUe esc ciasush secure se cele eel euniete ee lsa 951,148 558,654 301,000 3,688,906 206,100 
J No\K23 9120) 8 dor ccncgeuncscncdobacHercand ce soccobAsaenaasedas 371,686 24,373 119,058 832,478 116,124 
ther eh eee arco eu Reach aman 6,705 2,835 27,207 — 4,151 


552,680 


1,164,649 


Total. Current sASSCts ciscdic cok cttevanciswasiciaciee’s 
OTHER TASSETS Geass aiiinicstecdeecstevuna east s 
EQUITY IN ONTARIO HYDRO................ 


1,745,840 
130,706 
2,423,247 


851,077 


1,592,161 


1,534,000 
4,391 
2,333,042 


9,251,290 
59,902 
18,701,734 


MORAL ASSEUS vacscuesewsanacceie scent steers 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PET UD eDtes rae cee race ae cia assets eaeractae case’ 
Less Sinking Fund on 
DEDENTUTEIS sou\soosseeck tec sauiedentsetstembiadecinratas 


867,781 
Less Payments due within 


ONES VEAL sachreseateee tans <cisscksulen caratorede see sies 211,262 
TO tealsectedapcics oe edapectaea selcetce capioni tulontrlols ste 444 452 656,519 
LIABILITIES 


929,400 
136,800 


488,299 
115493 


3,466,176 
726,293 


225,595 
79,039 


Gurtents Piabulitiespeaearcseceedstccdcecter oeecerees 
Other Tra Diitves- 2c aiensiwete sem ves ease cwaucmaeles 


499 492 304,634 


4,192,469 
DEFERRED CREDIT 
Contributed Capital 
SUDIECE OPA MOTIZALION Scene ciamn-toserinnioore 
EeeSS VAMOTHZATION boa. c wasvenacanaessnaeswoesmaurtse 


478,359 
52,346 


233,482 
25,622 


372,969 
56,343 


2,134,322 
195,941 


426,013 


4,706,294 
2,423,247 


9,066,206 3,823,665 5,644,569 | 52,830,049 | 902.816 | 


207 ,860 


1,649,311 
15592; 161 


316,626 


2,495,409 
2,333,042 


1,938,381 


27,340,946 
18,701,734 


69,278 


1,363,955 
1,164,649 


RESEIR VES we conc saat tectum haahiesbea swans astiestht 
WTR Y BO UTD NY aiwacncredern das sesesieaa ses siaaice 
BOUITY IN ONTARIO HYDRO ttc iiecencncss 


TOTAL DEBT. LIABILITIES & EQUITY. 


Statements B and C 191 


Statements for the Year Ended December 31, 1987 


Municipality: triscdstesh odes teede se s-aceqenmeneecenee, Pembroke Penetang- Petrolia 


uishene 
2227 


Peterborough 


INumbersot Customersti tc c..cedn. sc. cect ten neers 6,353 24,852 727 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INetaincomestorsyeatirmns.o: s.deacceetenc ee ene 
Capital Contributions in respect of 

land/street lighting plant received in year 
ARGJUStMENtS 2h. peter css saute ate ae meetin 


$ 
4,526,644 
179,650 


$ 
1,546,246 
103,065 


$ 
26,087 ,666 
1,253,280 


$ 
1,303,285 
60,670 


2,347,178 
148,231 


UTILITY EQUITY, END OF YEAR ........... 


4,706,294 1,649,311 2,495,409 27,340,946 | 1363985 


C. STATEMENT OF OPERATIONS 
REVENUE 


7,570,417 3,244,566 4,289,229 32,563,765 


1,842,285 


Other Operating Revenue ..............:0:000005 198,583 36,826 89,965 1,972,946 50,510 
MORAT ORE VEINU EES, cescccs scndecnsriosnceceee 7,769,000 3,281,392 4,379,194 34,536,711 1,892,795 


EXPENSE 
Rowen Purchasedian aise ha: sats esos 


6,328,360 2,870,391 3,890,576 28,191,089 1,513,437 


Moca leGenenrationne neciatcccdiaccarcatsueeeee — — — 1553227) —_— 
Operation and Maintenance....................55 362,752 123,850 111,799 1,530,325 112,965 
BillinpsandiGollecting vin ....cdsc-ssccercesteene 185,975 46,587 54,277 763,378 33,825 
PN CTIMIStrAtlON Gannon eascsencnisarenscoeee nents 249,980 43,886 69,791 884,626 102,792 
Depreciation Less Amortization ................ 340,941 i pm 103,019 1,713,776 66,355 
Financial@expenserarc-naeaisee ecentecustsecaaes 68,562 1,501 12AeI73 2,751 
TOTALCEXPENSE Sete eee 


Income Before Extraordinary/ 
Wnusualy ltemsieeccacsscnsaassbeesteeee ares sscenes 


232,430 
52,780 


120,186 
Wei 


148,231 1,177,117 


(76,163) 


NETWINCOME fg so Pec innecnccnls 179,650 103,065 1,253,280 60,670 
Appropriation for Debt Retirement.............. 216,278 — —- 248 ,288 — 
Appropriation for Accumulated Net Income.. (36,628) 103,065 148,231 1,004 ,992 60,670 


INGESINCOME Sortie cree tentnarec onan e ee Des crac ee nama 


179,650 103,065 148 231 1,253,280 60,670 
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IMUMICI PALLY aoccy tear ternemtanerecnascannerttaes ce Pickering Picton Plantagenet | Point Edward | Port Burwell 

Number of: CustOmers.catet swcarseesedes cutters necces 18,901 2,089 383 1,025 410 

A. BALANCE SHEET 

FIXED ASSETS $ $ $ $ $ 
Planteand: facilities: ttre. ances ccoeteter sence 25,701,855 2,490,620 361,251 808,352 271,262 
Less: Accumulated Depreciation................ 4,940,697 1,051,083 157,478 418,981 158,288 


Net: fixed assets: .ccvccsssssececeentnetesritanase ante 20,761,158 1,439,537 203,773 389 ,371 112,974 
CURRENT ASSETS 
Gashitand’ Bank Witecessne.ctvescsdesashernseer estan 56,411 247 ,824 49,622 65,567 24,687 
INVESTMENUS 2 de deamcciontaasras maces toeerean ato iea eee a 650,000 — 5,000 $2,500 — 
ACCOUNTS RECeIVaDIC aire ceccanesdssetwadecesessect 1,198,744 33,128 7,168 31,492 4,798 
Wnbilled “Revenues ccc .catacesnsdevesssacbewcadeesees 2,735 ,480 242,014 68,759 248,942 26,534 
INVENtOLY Elecercas dec snes. -cslesaseectesceseresewaiewanaes 1,353,989 131,474 4,430 2,551 9,024 
Other ete... sv eea sce ba seein adaeaiswe ane teetee tes. 69,400 6,554 1,254 1,191 —_ 
otal: Gurrents ASSCtS 4.6.4 uaeeuceseecteonseoncrcs 6,064,024 660,994 136,233 402,243 65,043 
OTHERPASSETS (iracet rareck ss auccastneunessereecses 45,345 12,678 _ 2,678 os 


EQUITY IN ONTARIO HYDRO............... 6,859 824 1,503,394 232,274 1,889,988 118,861 


TOTAL ASSETS iicccisneecsndsesscsorsratieseans 33,730,351 


DEBT FROM BORROWINGS 
Debentures and Other Long 
sherm, Debts. Seugisnecascscssiaseosanesoe cease vasans ,095, 375 ,000 
Less Sinking Fund on 
Debenturers a .cusvaserawsesactateraceommesunwescees 


8,095,016 


Less Payments due within 
ONE, VOAN Ac easne ter toraeen so ensbacenenertreencesos 834,408 


APOE A lice ace tetesdt wesc balcruiewan deat anevtareenecnreee 7,260,608 HI 
LIABILITIES 
GurréentaliaWiitlesicoransesesnateresciineseseewa es 3,513,114 249 145 : 196,892 
Other iabilitiess 5 ctessasproscootetwesscuseses 625,725 40,864 ; 3,704 


OTA ssid shexan eee oe inew ase vicha Penner sninas 4,138,839 
DEFERRED CREDIT 
Contributed Capital 


BUbjects (A AMOLIZALION or wmoseteanoeneuaesktest 8,127,570 : A 91,212 
WeSSEATNOLUIZATION Ss acsueaece dc cucsueacaeerceemannene 904,395 b : 21,780 
T2223 1I5 : 11,420 69,432 20,210 
RESERVES pecvccs: ecsstpicecrersAd a ccanaihiccte tesen = -- — — = 
WTB EE NSE QUIT Yo ceregercverenss setactaerassagaaet 8,247,905 1,444,814 239,955 524,264 133,079 
EQUITY IN ONTARIO HYDRO............... 6,859 824 1,503,394 232,274 1,889,988 118,861 


TOTAL DEBT. LIABILITIES & EQUITY. 33,730,351 3,616,603 572,280 2,684,280 296,878 
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MiG ALY fe isc tee sBlatatdss sands dau suiee RAR exawebtes Pickering Picton Plantagenet | Point Edward] Port Burwell 


NumbermofiGustomersacecs1..cs-cse4 eee 18,901 2,089 1,025 410 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INE! ARBOMEC HOT WERT cia cow. iesss siete ce eaedeseee 
Capital Contributions in respect of 

land/street lighting plant received in year 


$ 
7,340,899 
906,535 


$ 
1,259,942 
82,917 


$ 
492,191 
32,073 


$ 
121,358 
121 


Cie SHEN tse ane eanity. 4. hee ee 101,955 vat 
UTILITY EQUITY, END OF YEAR ........... 8,247,905 1,444,814 239,955 133,079 


C. STATEMENT OF OPERATIONS 
REVENUE 


SERVICE ARE VENUE ees. accndeceteihecads eon 22,542,953 2,223,149 478,430 2,673,172 257,796 
Other Operating Revenue ................000000 616,234 42,172 5,417 15,629 3,448 
POM REVENUE: «.y.ss0iciord 90% ois ood 
EXPENSE 
POW SLOP UTCHSSEO I. 5.6 0. .006ds SRA 18,794,202 1,810,303 433 ,906 2,490,085 195,427 
EA ea CS CHOTANON gi 3.8 snk cing ds casas Sashes ede — = _ — —_— 
Operation and Maintenance................0066.. 819,872 98,727 11,409 33,688 18,296 
Dialing ARG Come cting | ...0s0p3bicsesseceservsesees 413,094 76,287 11,223 44,273 16,190 
PRCAM IST EREMON teers Nos oot ooduses svzsanantuk 791,963 74,430 17,253 57,357 9,673 
Depreciation Less Amortization ................ 649,935 90,256 135717 B1325 9,744 
FUBONCIal: EXPENSE as 02osvccseasyiseaccusevdeedscrss 783,586 32,401 1,210 oo 193 


OAL BENS Eerie beck cadens cn Sostceacsnoabis 


22,252,652 2,182,404 488,718 2,656,728 249,523 


906,535 82,917 (4,871) 32,073 11,721 


906835 | 82,917 (4,871) 32,073 11,721 


Income Before Extraordinary/ 
Waiiaiial, Weems see ree scare te Seretcap ie hecesswaes 


587,885 
318,650 


906,535 82,917 (4,871) 32,073 2k 


19,000 5,000 ily oat 
63,917 (9,871) 32,073 11,721 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCEAINCOME snc pracsenn rsh sacisg Rae antes ene, 
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Municipality: ©. 2....c+nsd-ccssecessassunsnteceser esses ne Port Colborne} Port Elgin Port Hope | Port McNicoll} Port Stanley 


Number OL. CUStOMeTSiaces cre susccssqasereeatceses 8,153 2,501 3,987 926 1,163 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant? and: facilities tcsssc0secqscnee dss oeeees ses oc 7,667,295 3,347,464 5,139,749 392,141 507 ,826 
Less: Accumulated Depreciation................ 3,667 ,684 1,151,344 2,082,944 192,434 215,281 


INGti fixed asSetS:scnscces. toda taveccs eosin awsevenes 
CURRENT ASSETS 
GCasheand: Bank treme. ccessecmecsdoehaemettaaes ess 


3,999,611 2,196,120 3,056,805 199,707 292,545 


1,068,724 325,254 1,084,864 9,463 54,816 


Investments o-Sesrchacvasuea tench ameamesaeeeac assets — 496,255 —- — — 
ACCOUNTS RECEIVADIC. +... ccscanmsesseniiescementesetes 231,067 PBS) 82,286 62,725 21,234 
Wnbilled@Reventie seccrcaw-seaceue<conescesietesescss 931,000 520,696 1,134,387 110,414 107,697 
INVENtOny ee eeetarcerasenes sentnostentsccers cess 240,110 78,622 148,006 14,664 21,585 
OTRO Tres cacee eae Pear chanwice meter ace ston sine 5,301 6,613 —- 1,267 1,661 


Total UCurrenteAssets canesesscnseaveesesessat a 2,476,202 1,450,565 2,449,543 198,533 206,993 
OTHERGASSEDS Geareceide: scspccscssnwee ceernseoses 835295 gly 2,550 _— 11,250 
EQUITY IN ONTARIO HYDRO................ 4,866,666 1,664,541 4,439,856 444 295 533,073 

TROTAL ASSETS iter. ice sscenscesesnteiene ses 


11,375,774 §,312,943 9,948,754 842,535 1,043,861 


DEBT FROM BORROWINGS 
Debentures and Other Long 


1,527,294 


193 342 
Less Sinking Fund on 
Debenturerssrqaccscescncitsestsace dso stece stanton 


1,527,294 
Less Payments due within 


60) EN AI(SE dea hop aonicr enpeeree debnobbocdcbaccunn: 80,640 
Total viv avis twccsnerertecor emia ds Meaaeeedn rs 1,446,654 179,957 = = 
LIABILITIES 
Gurrenteletabilitiesacyatewseeescnretassacatennes 885,299 418,830 994,692 28,328 73,538 
Other Liabilities: ssss..cc.srccaray ooeees eeesnmssoeeos 316,955 11,235 9,790 2,148 


1,202,254 


430,065 1,004,482 75,686 
DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization..:....c0cs..scseewn-.e-- 


Teess) AmOrtization cas .as.sdceranseacsscncencssec ces 


306,289 
50,853 


326,341 
27,887 


286,425 
67,145 


37,135 
5,540 


255,436 298,454 


2,739,926 
1,664,541 


219,280 


4,285,136 
4,439,856 


3,238 


362,774 
444 295 


315595 


396,507 
533,073 


11,375,774 §,312,943 9,948,754 842,535 1,043,861 


RESERVES wasraacerc nee nen ttagess tence pena 
ODT R Ye ROULUINY wird cssercnascaances <senae-tensts 
EQUITY IN ONTARIO HYDRO................ 


3,604,764 
4,866,666 


TOTAL DEBT. LIABILITIES & EQUITY . 
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Municipality :c...2. <.ceaacehintandts «sa ssncuie ie csemenete. Port Colborne Port McNicoll} Port Stanley 


INUIMDE THO faKCUSLOMETS el nnsscssaccesscns teen once 8,153 1,163 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGURINICOMC HOLBY Calane na: s.<0 tae dares commeene eee 
Capital Contributions in respect of 
land/street lighting plant received in year 
PAGUStMeNtS Cy sree ce AMcaasccesee csr eee esta aetees 


$ 
398,276 
(1,769) 


3,377,345 
227,419 


2,734,349 
S507 


4,292,677 
(7,541) 


363,180 
(406) 


3,604,764 2,739,926 4,285,136 362,774 


UTILITY EQUITY, END OF YEAR ........... 


396,507 


C. STATEMENT OF OPERATIONS 
REVENUE 


SETViCe MREVENUC Re sn ssicsace savdvcu Mae cembenes 10,549,276 3,282,749 9,407,875 758,367 828 ,062 
Others@peratine Revenue: canss-ssnccases eee 174,611 67,126 128,578 20,570 19,665 
TOMA OREV BENGE o.ccscsceanteocconceeetertecen 10,723,887 3,349,875 9 536,453 778,937 847,727 


EXPENSE 
IROWerte Purchase dik fake sosdsicaace cc deeeeseeenen ssehe 
Macale Generation, ccc sesees scausticsouececeasacnaneons 


8,753,724 


2,999 563 


8,702,864 


690,385 


686,624 


Operation and Maintenance...................00 605,228 48,997 278,222 SYAI/TA| 55,060 
BullingvandgC@ollectinges..25o%..eereaccscsen ates 303,796 84,844 156,198 17,592 36,360 
PA GMLUMMIS CAM OM aruseceesticisecadcocnserne oe ncaterasete 376,709 88,491 165,251 23,426 43,641 
Depreciation Less Amortization ................ 282,878 101,261 172,984 15,169 26,520 
Financial@expensemnncin sate ereseeretere re 174,133 21,142 293 — 1,291 


PROS NIE OD, 4 8) OR eee anne ae 10,496 } 10496,468 | 3,344 3.844.256 | | 97s.812 | 475,812 | 7988 | 343 ees 496 


227,419 Sarl) 60,641 rise (1, a 
68,182 


75,000 12,996 3,000 
152,419 (7,419) 7, 541) (406) (4,769) 


Income Before Extraordinary/ 
Wnustialaltems meee scns sacar osce actors 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Neto IMCOMe saa tee sericea wick nck ton he oes re ae ee cidactnnas 
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Municipality.............- 


Number of Customers 
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eee e eee eter eee eee eeeeeeeeseres 


A. BALANCE SHEET 
FIXED ASSETS 


Plant and facilities...... 
Less: Accumulated Depreciation................ 


Net fixed assets...... 


CURRENT ASSETS 


Cash and Bank.......... 
Investments .............++ 
Accounts Receivable... 
Unbilled Revenue ...... 


Total Current Assets 
OTHER: ASSETS ¥2.-2-..: 
EQUITY IN ONTARIO HYDRO 


TOTAL ASSETS..... 
DEBT FROM BORROWINGS 


Debentures and Other Long 
(erm *Debtcsscnscse<« 


Less Sinking Fund on 


Debenturers............ 


Less Payments due within 
CMCC VEAL <isavn tres ttawee 


LIABILITIES 


Current Liabilities ...... 
Other Liabilities......... 


DEFERRED CREDIT 
Contributed Capital 


Subject to Amortization..........:s:cerseeeeees 
Less Amortization...... 


RESERVES sce een canene 
UTILITY EQUITY....... 
EQUITY IN ONTARIO HYDRO................ 


TOTAL DEBT. LIABILITIES & EQUITY . 


eee weer reser seseseesesene 


errr eerre ee eee eee ee eee 


Prescott 


2,156 


$ 
1,368,822 
155,319 


613,443 


201,400 
179,988 
312,975 
79,912 
1,366 


232,239 
33,761 


266,000 


21,547 
1,829 


19,718 


1,103,366 
1,494,054 


2,883,138 
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Priceville 


107 


35,763 


6,155 
2,746 
8,424 
1,500 


45,803 
31,670 


Rainy River 


495 


$ 
334,791 
190,099 


144,692 


37,007 
10,035 
50,524 
20,970 

1,105 


119,641 


259,131 


221,312 
2993131 


Red Rock 


400 


$ 
241,336 
130,308 


111,028 


29,790 
30,000 
8,977 
33,870 
1,748 
219 


182,660 
252,068 


Renfrew 


3,696 


$ 
5,976,225 
2,270,603 


3,705 ,622 


503,800 
163,715 
804,817 
154,690 

3,682 


1,630,704 
5,303 
1,936,970 


111,000 


431,773 
11,185 


44,002 


4,743,669 
1,936,970 
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Mumnicipalitysyrc css. cence otutess+0sh- cos sxendaratte ers Prescott Priceville Rainy River Red Rock Renfrew 


NumbemotuCustomerseay as. +.: acs ose oscteeics ese 2,156 495 400 3,696 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INCLEINCOMC MtOTRYVCAl aa. wascecus seertitabenes sours 
Capital Contributions in respect of 

land/street lighting plant received in year 
A IUStMENtS @. .cteeusincete aces sian. osdecen ened ewere 


$ 
1,082,372 
20,994 


$ 
225,367 
(4,055) 


$ 
177,630 
5,030 


$ 
4,393,294 
350,375 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


2,218,971 
84,845 


4,606,680 
108,581 


EXPENSE 
POWSTHEUICOASCGER, Sites ccc scien. caeitt maces ct ces 


2,004,256 


389 ,662 278,100 3,503,135 


WocaleGeneratiOniassccc.cse.chcosssesscasneeseanees — — — 166,702 
Operation and Maintenance..................666 81,690 24,278 15,546 231,353 
BillinogandeG@ollecting es, -s.cscerecec.sc2es-sne eee 88,809 30,844 17,430 92,380 
PNG MUINISCrAUOM ere races aatne sche: seal wbaccomneeeees 65,358 20,396 17,915 158,550 
Depreciation Less Amortization ................ 42,709 13,861 10,019 178,454 
Kinancialmexpense yen csas.<cestteenesntsessesnsesene 36,412 


OTA SESE ENSE serious snsatssicssescecsasncss 


2,282,822 63,536 479,041 339,010 4,366,986 


20,994 1,776 (4,055) 5,030 348,275 
= a i nash (2,100) 


98,000 
20, 994 1,776 (4, 055) 5,030 252,375 


20,994 1,776 (4,055) 5,030 once | 375 


Income Before Extraordinary/ 
RU nusualieltems ceeescte cso ress sam vsswiee sates ss se oicer 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCLEINCOMNEG 2h 4. cc cea tens tconnenccotte sent cies cies 
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MUunicipality....c.0..0.cccessccvssecesaenseanecesscrorees’ Richmond Hill} Ridgetown Rockland Rockwood 


19,122 


INDIIMNDEENOL CUSTOMENSe se sae a cancehsiose siemiestsieencstaecies 1,351 2,023 576 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant-and) faciliticsins-c.1ccescsccunees tect ace cclnataane 45,527,828 1,050,921 176,278 1,664,540 597,175 
Less: Accumulated Depreciation................ 9 337,097 497,940 88,398 530,431 150,757 

Neti fIKEGASSEtS eeacnene chest aceeecdedcomnonsoeet 36,190,731 552,981 1,134,109 
CURRENT ASSETS 

Gashitand uBavk ere taettacnscess spaces reece nae 373,665 169,799 210,752 
May(scin ates iccorarnnnnqesonoragnarocaocmaeocooueamesaco — — 116,100 
IN CCOUNTS VRECEIVADIE actanascaenciesierstelsiidaaendcaiiecois 2,908 ,368 24,173 307,455 
Unbilled IREvente cieccsewosenedes-swescesoscweeosee 1,462,000 180,364 326,000 
PRVETNOLY dicacterscnnnaccuneavstiavddastencnnanyansestiesine 2,723,708 153232 57,604 
(OHS erat aon PRE poo tise hucoueannc onatpucsnacasoaaccoons 15,601 785 — 

Total’ GurrenteAssetSwsassseiveneacosssonececens 7,483,342 388,353 119,619 1,017,911 159,405 
OTHER TASSETS Sorniase sustained gees sanietisele salneienter's 210,809 — — 8,000 i 
EQUITY IN ONTARIO HYDRO................ 8,785,610 805,722 210,892 835,790 257,620 

TOTALVASSETSiaitesGscscasns scenester tacicwones 52,670,492 


DEBT FROM BORROWINGS 
Debentures and Other Long 
J RSS p11 B Yeo) Pane oasoraNedeenon saoduodagosHcoccse 
Less Sinking Fund on 
IDEDENtUTEIS seca essencmetee sea tazeasendee asso ete 


85,000 44,720 


Less Payments due within 
AOTIG) VEAL sede coves es). teiia iomiecem esas erdettonsisans ss 21,120 
Wotallixtocsans gress Capes en Seen ae 6,894 087 77,000 23,600 
LIABILITIES 
@urrents Eiabilitiesisiemnane.-osesente css seceisasons 4,672,378 350,460 120,212 
Other shia DIMES sac. ctassveecseiae-docaoe sare creopseln 377,449 55,598 4,450 
C2 RR, 57 NP PES ct 5,049,827 406,058 124,662 


DEFERRED CREDIT 
Contributed Capital 


Subject to Amortization.........c.::ccceeeeeees 20,251,897 12,749 457 ,065 113,735 
LESS CA MOFEZACIONA ee calnans ens te toon aneateliiaae ct 1,943,901 510 38,396 7,770 
18,307 ,996 12,239 418,669 105,965 

RRESER VES. casssacnaneesausekic wasn acne seen metaateolewae — —_— _ —_ —_ 
RUC Y ROUT Y sicccz ceeurgnenn aroecenenemesenes 13,632,972 809,691 179,173 1,258,293 351,596 
EQUITY IN ONTARIO HYDRO............... 8,785,610 805,722 210,892 835,790 257,620 


TOTAL DEBT. LIABILITIES & EQUITY. 


52,670,492 1,747,056 418,391 2,995,810 863,443 
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Municipalityanscs--che neta ents oss ctacse anes: Richmond Hill} Ridgetown Rockland Rockwood 


INumbersot (CustOmersetesrssccccssscsccscetetdnenceene 19,122 1R35i1 2,023 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 12,705,150 811,476 899,055 335,516 
Netincome: fongyeares. fencssocs.dercesenessnessas 927,822 311,130 16,080 


(1,785) 

Capital Contributions in respect of 
land/street lighting plant received in year 

PNG TUStMEN Sis. cupcsatce eat ss sews semteceten cosas 


UTILITY EQUITY, END OF YEAR ........... 


eee | eres | 809,691 179,173 


C. STATEMENT OF OPERATIONS 


REVENUE 

Service: REVenue mashes. ci oc.sctoucimnailiaensjeiacinaasine 23,165,099 1,305 ,034 289 622 2,599,976 631,465 

Other: Operating Revenue. oo ..esasspsnesiecssnmae 1,507,160 35,307 3,961 52,861 14,672 
TEOMA ARE VENUES sc occsssccecdeconceevsercs devas 24,672,259 1,340,341 293,583 2,652,837 646,137 
EXPENSE 

Rowersburchasedey ut bash. .s. sess ceeasetneeaceser 19,645 ,347 1,101,981 263,714 2,110,514 553,461 


Wocall Generation: circ cacowssabcosesesennsseeeuens 


23,564 


Operation and Maintenance.................066+ 1,079,393 76,369 8,147 ES 32 
BillingrandsCollectingee.n..contsadaceeseascsescnre 665,271 43,451 8,473 45,076 21,118 
Adiministrationte.nagscusc eerste nsccewenccasoe ses 683 ,869 TAessh 8,674 104,858 20,203 
Depreciation Less Amortization ................ 945 ,728 39, a ae si 47,940 18,990 
Binancial@EXpense mc sescscake dace orcene athena 724,829 9,755 4,753 


TMONUNE, JEU SNES 8) sonaicoscbhonnssorenoconsansdncnoe 


23,744,437 1,334,037 296,058 2,341,707 | eaiese | 057 


Income Before Extraordinary/ 

Wnusuall- Items eed cesneee-se oe tteeastedcesesec 927 822 6,304 (2 le 311,130 16,080 
Extraordinary/Unusual Item(s).............:0e0s000 8,089 
INEFE INCOMES creeci nce cecee nae suhepaseaieeeriasesiles 


3,000 5,280 
(4,785) (2, 475) 311,130 10,800 


927,822 (1,785) (2,475) 311,130 Pie 080 


556,555 
371,267 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGt> INCOME us. creck cosioatcee ites oeiselveteew aes ieiseo erections 
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Muanicipalitys::...ncaectiestesve- +. sc-2-eseetrers ts ores Rodney Rosseau Russell Sandwich W. Sarnia 
Twp. 
Numibersof"Customerscvt....<0cd.-s0sces settee ease ee 498 166 $32 4,863 17,873 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planteand facilitiesia.c-ee. csc aee eee ne eee 196,658 173,951 4,557,253 16,922,394 
Less: Accumulated Depreciation................ 120,647 66,179 1,524,889 8,856,454 

INet fixed TASSCUSE Naira deo sccec sae tea ce cece neta 76,011 107,772 237 ,462 3,032,364 8,065,940 

CURRENT ASSETS 
Gash wand’ Bank Snnceectscccsacchenaeer ares ccae 6,176 5,062 $2,508 122,892 812,188 
INVESTMENTS seats cossounsmateenehueuenanennossmnees 7,000 — — 297,711 _ 
ACCOUNTS H RECelVablesc.c reeatetesccseuce accents 7,062 2,285 26,163 68,013 1,305,316 
WnolledBRevenuec.s:scccstccecceeten acces 48 ,300 22,360 104,609 676,000 1,964,822 
INVEDCOLY te ccecestccaisssnecscescucmecmoscesencn sec teas 210 2,748 3,007 114,982 848,756 
COUNTS © pian ere hen halo ROR eR AAA istics fA: 236 198 498 2,426 52,006 

otalaGurrent cASsets, nccceatesesetiecas encenece 32,653 186,785 1,282,024 4,983 ,088 
OTHERPASSETS Peete ren oicne acerca eee ena 500 -- 405 582,104 
E@UIEYSINCONTARIO“ HY DRO iiascece 273,561 2,000,199 21,216,558 

TOPAE* ASSETS isso cscs caecsteteciaiise seetae 


389,254 218,964 6,314,992 | 34,847,690 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merm* Debtenwerctiveccossnssenwedetescsncdsecsess 
Less Sinking Fund on 
DeEDENCUTETS 2325. cdba Mee sehions cee atneeensiceide vos sat 


998 ,938 


998,938 
Less Payments due within 


ONE, VOaL 5. gus dteecsvetsvecsteecboass dceattavss eee 143,958 
TOtal sree meee ene ce ce ean ae ads 854,980 
LIABILITIES 
ClUTentA Ee laDEtieSieee he ecacecccn crmeracccae teat 77,165 2,178,106 
Others Hiabilitiess sec cerca eee ee ee once eenen 2,845 130,525 
1500) ERP Pe, ¢. oars CSO BOER SEDC a CO CCDR APES 369 847 2,308,631 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 1,308 ,092 351,193 

ReSSZATNOLUIZANON eatemeeete eats eetereecee 146,240 43,215 


11,567 1,161,852 307,978 


ROR V ES. coat saeueten camerterccadceemeencet te — — = 
RIES BO ULE Ye it tecccatecuerts creatures 92,065 332,670 2,783,094 10,159,543 
EQUITY IN ‘ONTARIO HYDRO... ee 244,259 273,561 2,000,199 21,216,558 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Statements for the Year Ended December 31, 1987 


Municipality... co ccesrecnsecuens essere + crmiareusseenes Rodney Rosseau Russell Sandwich W. Sarnia 


Number: Of Customersie: cos. cs cncs-csecesemeecss scene 498 166 532 17,873 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 113,118 309 657 2,521,626 10,200,279 
Netmncome? for yyearine..-...-5<00.nesenestscesieen 5,726 40,258 261 ,468 (40,736) 


Capital Contributions in respect of 
land/street lighting plant received in year _— 
PLGIUISTMOMES 5.2.02 sebsennecesnsasanravesmeetensaas=- (17,245) 


iene | 118,844 332,670 2,783,094 | 10,159,543 


405 ,873 135,995, 
6,167 1,915 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service REVENUCH ie ices se oasse sacs tee mecmenses since 


662,227 4,343,117 25,432,934 


Other Operating Revenue ............:6.csseeee 10,636 83,987 284,739 
MORAL ORE VE NOES arecotestesesosecnaeeserascns 412,040 137,910 672,863 4,427,104 25, TOTS 
EXPENSE 


352,067 


117,201 


587,491 


3,612,986 


22,044 ,988 


Power burchasedits ase cass se cuiep coe te sinetiiss esis 
WSOCATGENETANODG sansceccscccentescusnneceeiscaienes 


Operation and Maintenance...............000+++ 8,119 1,622 5,843 272,750 1,762,873 

Billing and Collecting .............:sssssceneeeeenes 14,187 2,683 11,858 81,133 559,185 

Administrationiacsccscaucscecccseteoceecnooecnsanacces 24,366 2,793 11,791 76,727 684,130 

Depreciation Less Amortization .............++ 7,970 Is a 14,831 119,691 580,618 

inanctalwEXpenseiss.-ccssteomseveccr serene — 791 2,349 126,615 
MORAL EXPENSE wire cece scat scocoaiaseee uses 406,709 132,184 632,605 4,165,636 25,758,409 
Income Before Extraordinary/ 

Aonusualisltems eeeeateeetavecccetecoseeerese sence. Suck! 5,726 40,258 261,468 (40,736) 


Extraordinary/Unusual Item(s)..........:.000-see0 


NET INCOME...............0ccsccsccsecesesseneenaeees 40,258 261,468 


63,200 
(103,936) 


1,250 7,500 
5,331 4,476 32,758 a ae 


Sesieil 5,726 40,258 261,468 (40,736) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Neto INCOMEG 5. ecco nadsase en cae deeeesseswacaniesaces 
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Municipalitycsassctescvectoscedeeseraassreattreceasy spies: Scarborough Scugog Seaforth Shelburne 


Numbberof ‘Customers.viitscva snccsseveneceeeacecsses 121,597 1,948 1,041 1,243 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plant’ and) facilitiess.ctse...c.cccastseetauert enon seuss 177,910,631 701,609 1,745,506 965,861 1,295,471 
Less: Accumulated Depreciation................ 57,904,949 287,017 666,238 363,018 545,876 


120,005,682 


Net f1XEd: ASSCUS 4. shana sacteneeetetne rece asnes 
CURRENT ASSETS 


414,592 1,079,268 602,843 749,595 


Gashand) Bank Sirsa iieciarsaeremucmaecetdosmeans 2,788 38,258 104,210 11,995 120,927 
INVEStMENES sescicicinisaieselousasesaesnieteeeaatiasss 17,350,813 2,000 100,000 — 75,945 
Accounts Receivable ..c..cveassesacavsnewnesease eee 12,813,937 18,293 40,401 23,747 45,919 
Unbilled Revenue scsscccssacceccee ertcessiones exces 16,528,800 189,969 277,000 145,900 207 ,473 
INVENCOLY 3.22 2-25-.cceencentassceereusannececestirstonen sa 5,828,150 36,782 71,363 22,414 32,883 
Othe nde cron Pac eae eade veal aaeav tend abaete aces 513,625 3,077 1,318 709 1,419 
otal. iGurrent Assets ciscescessseaaaxsewiyeceaes 53,038,113 288 ,379 594,292 204,765 484 566 
OTHER ASSETS Ait oativorain ees teeewnsace 5,776,324 ~- —_— 2,208 _— 
EQUITY IN ONTARIO HYDRO............... 86,547,067 $32,126 1,006,279 722,822 694,325 
TOTAL) /ASSETS con vctvehesteoterenieoneaens 


= 7 - 


2,488,567 80,000 45,000 
104 464 6 ,000 4,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 


MEL DED cadieeweiaesacnacsts cae ocss aeons owe tiers 11,012,996 
Less Sinking Fund on 
DeDenture#s .ccecieedeteuwieraneowereeustencesiest 8,524,429 


Less Payments due within 


ONES {VEAL siaerc seve tae cwsce capactianetnieaeeeaeecet ae 
Total: augstdanwsnsahiteeneactadhwoteneiailaiiee doekeveossts 2,384,103 _ 74,000 41,000 
LIABILITIES 
Current: Liabilities 7. sgecaxsndnecraseunceuceoaser ies 17,671,523 98,929 224,120 133,557 166,236 
Other: Eta bili] scic voces eeds oct dersoneleae tee deers 7,499 286 810 40,130 3,763 45,773 


25,170,809 99,739 264,250 137,320 


DEFERRED CREDIT 
Contributed Capital 
SUDJeCtHstOPAMOFUZATION Gs Acoraseatecsnenaee ante 
BESS VATHOLUZATOI Nc ardenseiininsleich/<b oveslectevaste' 


20,296,614 
2,562,431 


143,425 
17,788 


17,734,183 


32,473 125,637 6,998 66,290 


RESERVES sorcccs sme smeisttsea acne ay sie ceawacly Maleate — — =< _ <= 
(Oy BH 5 6) Bi got 23 O10) Wb Core ras bec coccsocncacac 133,531,024 570,759 1,283,673 591,498 914,862 
EQUITY IN“ ONTARIO HYDRO... cicncrece: 86,547,067 532,126 1,006,279 722,822 694,325 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Statements for the Year Ended December 31, 1987 


Municipalities rrosss.ctaenathnce- nese sacbieact osamtscune. Scarborough |Schreiber Twp. Scugog Seaforth Shelburne 


INumbe reo fe CustOMersweensiccsssiecss soatetmeckearene 121,597 


841 1,948 1,041 1,243 


$ $ $ $ 
122,638,786 532,710 1,246,417 ; 859,702 
10,892,238 38,049 37,256 ‘ 55,160 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGtsINCOME fOLPVCATic.a.c- 0.0 pear eneicnaceene 
Capital Contributions in respect of 

land/street lighting plant received in year 
PNGJUSEMENS 7.2 sscep theca arcadia svatamern dec cetcess 


UTILITY EQUITY, END OF YEAR ........... 


133,531,024 570,759 1,283,673 591,498 914,862 


C. STATEMENT OF OPERATIONS 
REVENUE 


201,751,428 


1,045 ,093 2,059,891 1,051,800 1,406,808 


OthersOperatingpRevenuel! wens dtc: 5,158,306 16,049 37,255 21,508 59,741 
TOTAL TRE VENOEN ec.cccccsssbe.sievspassecensees 206 ,909 ,734 1,061,142 2,097,146 1,073,308 1,466,549 


EXPENSE 
POWCHERUICNASCO ES. Shree .cwiccsance deems eteencece: 
We OCA GENETANOD Un a Geccnevcuscitcess snc maeniees 


173,912,216 


913,096 


1,810,851 843,230 1,218,407 


Operation and Maintenance...................64 7,618,292 29,474 56,612 84,983 47,691 
Billing, andi Collecting 2i..s0as-e.ssessscisakeneeeses 4,107,467 30,098 58,009 813222 46,105 
ACINIDIStrAtlON G svescicrescser eee cnsicareessersear 4,096,709 2229 77,437 61,893 46,818 
Depreciation Less Amortization ................ 5,815,506 27,696 56, sie 35,566 46,650 
BiNanClalMEXPENSe eter ateaccecsee acess see sees 467,306 8,320 5,718 


ROTA L SE XPENSEAS. ccnnsdssshecncosnssesugscne 


| 196017.496 | 017,496 1,023,093 2,059,890 1,065,214 1 Lai 389 | ,389 


_s “= ie 


10,892, | 10,892,238 | 38,049 37,256 8,094 Dos | aaa 


— 7,000 5,000 3,000 
38,049 30,256 3,094 52,160 


Income Before Extraordinary/ 
WnusualwItemsy: gan cascctssessss cs stcpuansescesies se. 
Extraordinary/Unusual Item(s)................000008 


INE INCOMETE sco. iaccnnansescacthissssecnnenncescns 


743,292 
10,148,946 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGta INCOME isc ccticciincesten cacsaebedorcn caw e neon neue nee 
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MENICIPAlitys..cidesspcseece se cncwnvcahesn stot sateensscsan Sioux Lookout] Smiths Falls South South River 
Dumfries 
INumbersot CUStOMEeIS.cn anaensecccrsameece rss ac 1,379 4,223 426 533 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Planteand facilities. c.c:.c.cceecscestteceecatonees TOZIZ2 2,037 ,283 4,073,991 407,789 405,519 
Less: Accumulated Depreciation................ 2,625,913 651,850 1,878,701 137,847 227,037 

Net fixed assetS:tuscc.cocecerteaccore soseseecasees 4,399 ,209 1,385,433 2,195,290 269 ,942 
CURRENT ASSETS 

Gashtand Bank *oncrrscccctics naceacteeee sass ose 1,140,989 43,461 966,166 23,621 
INVESEMENtS sae esececscrans facencbetiiasececesecdecncs — _- —- — 
Accounts Receivableiccn..ccscsecccrccseecccsesaces 346,924 91,611 479,351 24,418 
Unbilled| Revenue ..iitcccccecsseeseececcseecnse sees 614,000 326,307 382,700 74,000 
IPRS 8 Gocemarmcbendoscasqsdnoba ss cocniockidnandagcnota 327,146 89,405 113,374 17,313 
OTN E eee eo cc ree n erode te en dceiccummeene atone ewes 13,023 3,844 8,854 — 

Totals Current “ASsets ceesacceosates secs ese sees 2,442,082 554,628 1,950,445 139,352 148,982 
OTHER ASSETS Ror iaareseecnec teen ieeredaraoes — —_ 7,639 — — 
EQUITY IN ONTARIO HYDRO............... 4,599,549 830,593 3,319,699 284,251 234,431 

TOTAL, ASSETS 22-o cccncescnesovcieeterdesesees 


11,440,840 2,770,654 7,473,073 | 693.848 | 561,895 


’ ’ 
DET RESETS SPORE SS 


wl es 


347,407 
44,714 


DEBT FROM BORROWINGS 
Debentures and Other Long 
© Term Debt.......ccccceeeeeeeseeeeteeteeeeeneans 
Less Sinking Fund on 
Debenturern steeds witwnwuenws 


Less Payments due within 


ONE VEAL iwi carateduatrivteciseroretverteeutdens ss 
Total ib Ae cee ese bake eS 302,693 — — — 
LIABILITIES 
Current; Liabilities seco 1,078,494 348,157 709,281 65,544 43,273 
Other: Piabilities.;--e nto tkeece eee meee 120,521 12,875 54,243 — 3,953 
PPotal 2 tance ene eres nck eet ceiomeene tet ceees 1,199,015 361,032 763,524 


DEFERRED CREDIT 
Contributed Capital 


Subject to Amortization ...200.....00..0s0s000ss 353,228 
LESS) AMOTUZALION aioe cersecnsersacceanetess cane a> 34,340 
318,888 422,255 112,792 93,351 14,595 
RESERVES terete cerca cose — — — — = 
TIE Y EQUI Yerrcrcccccstcccect es tescencoeeneces 5,323 ,388 854,081 3,277,058 250,399 265,643 
EQUITY IN ONTARIO HYDRO. -----2-...-- 4,599,549 830,593 3,319,699 284,251 234,431 


TOTAL DEBT. LIABILITIES & EQUITY . 


2,770,654 7,473,073 693,545 561,895 
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Smiths Falls South 
Dumfries 


426 


Municipalityscs...snkeseateeetnases.ue ots saneemetanerseses i Sioux Lookout South River 


Numbers!  CustOmersistnesarcccnercsseveaeteneseess 1,379 4,223 $33 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 5,030,808 735 ,640 3,146,795 252,598 277,360 
INGtHInCOMe fOr Weal csc: .i ase esemesbaile coe seee 292,580 118,441 130,263 (2,199) (11,717) 


Capital Contributions in respect of 
land/street lighting plant received in year 
ACG VUStMENts Sy ccesoce tacace aes skoeteveese esses ees ent 


UTILITY EQUITY, END OF YEAR ........... 


5,323,388 854,081 3,277,058 250,399 265,643 


533,064 470,874 
12,412 7,568 


422,384 


C. STATEMENT OF OPERATIONS 
REVENUE 
SERVICE SIREVENUC Mien shcans es oenhecneerercraccenee 
OthereOperatinggRevenue wc.ca.sc--nssen serene 


8,450,263 
353,239 


1,815,940 
37,010 


5,180,292 
107,796 


TOMAT URE VENUE ies cuss sce aiiiessoecsess cues 
EXPENSE 


POWEREEUTCHASed Brees. scckane susp cadencesteecancnens 
PCal eG ENeTAHON wrewesseee we o's cbeinasicisiseeaneenenes 


7,388,832 


1,425,689 


4,591,342 


Operation and Maintenance................::666 350,418 79,807 122,291 14,600 
Billing and |Collecting ccc.ssssssnssnccwcwesaseseene 393,955 57,631 167,989 25,768 
ACministration eecece esas sees coincides nee scnseceenease 207 ,039 66,924 118,968 11,701 
Depreciation Less Amortization ..............+ 223,915 57,068 155,025 15, pa 
inanciall EXpense nisin. cccresvepcn=soetoaseescieews 3,147 47,390 2,210 


INOWTANE, 13),03 BINNS) oo upogecugee don oocosdacneaneace 


Income Before Extraordinary/ 
Wnusval stems cee sees cecscee- eGo eseusconieee 
Extraordinary/Unusual Item(s)..............0.00e00 


8,567,306 1,734,509 5,157,825 541,214 490,159 
236,196 


118,441 130,263 4,262 (11, n) 
(56,384) 6,461 


292,580 130,263 (2,199) (11,717) 


31,297 
292,580 87,144 130,263 (2 (2,199) (11 7) 


292,580 118,441 130,263 (2,199) (11,717) 


INE LINCO MIB caer geste eiericleerse eats steetisleowiete elec ore 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE SUNCOINEs ccc ce suciouesiaiocomeaeemenenapmmiaiceunentecis 
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St. Clair 
Beach 
1,147 


South W. 
Oxford 
363 


IMumicipalityrrn.sncareteerseticasecess-seecm se ccetetet Southampton Springfield | St. Catharines 


Number-of CustOmersitccics.sesccrcsecescsenseat sci. 1,842 216 45,991 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Planteand facilities! er.cscccscsececestmectndnns sees 373,547 1,732,651 $6,212 52,029 ,286 1,580,282 
Less: Accumulated Depreciation................ 196,959 640,743 30,493 17,825,265 461,457 


176,588 


INetutixed assets eramsncesderscsdsanast tect 1,091,908 ZI s1L9 34,204,021 1,118,825 


CURRENT ASSETS 
Gashrand) Bank iioiinerecs ce sccstegslestenecs cat eteecies 


91,342 130,293 6,946 2,806,317 154,881 


Investments::cocccoverai race seascan eae essessiaty tone 50,000 — on — 
TACCOUNTS HIRECELVADIO ccs sererasenea cen ccecsenscie(r 8,051 59,198 4,313 6,348,623 78,837 
Wnbilled Revenue... c.cccesnsscnacaceacsesee sessnass 92,470 262,461 18,100 2,601,068 171,900 

I BONES) BY nemenche toad Sarcadececbbopeoceogahsnaonsandeo ae Wil 49,706 —_ 1,991,070 5,852 
COURT Seo cecce sl eratnah ere aclacesarncateet teste dece som 1,296 4,469 838 as 623 
‘TotaleGurrents ASsetsn sasactaca dew amputictaer cay. 243 ,936 506,127 30,197 13,747,078 412,093 
OTHERVASSE TS oi rctts cn ccsertcccercarmenoitecies — 10,410 — 393,714 — 
EQUITY IN ONTARIO HYDRO................ 822,746 115,424 43,831,099 445,195 


TOTAL, ASSEDS ii iccrceschoesennvetesaveeeses 


1,243,270 2,516,489 171,340 92,175, | 9275.912 | 


a oa Es =3 = 
| ket = ae 
131,556 
3,020 


134,576 


DEBT FROM BORROWINGS 
Debentures and Other Long 
PRELI EDU cre prens tee seatas sire seaeins Creasesces 
Less Sinking Fund on 
Debenturersiersaceretecnveswaseneneewamnssoremecaes 


Less Payments due within 
GIRS, NERV 85 Jeno iooncesboanabot Hesctote oudsooroprbpee ; 10,000 


Totals ccoavicdedwanovananitincuantervaerwene ssnesaee 4 ; —_ 
LIABILITIES 

Current Liabilities s 204,301 16,453 

©)ther: Liabilities: ? ccc: .cccecsees erotics ctor ctniaales 10,410 935 


POCA cence eae treet otenite necceconeeerertesocsesie2 : 214,711 
DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization 46,425 
PeSSe A IMOLUZALION cance sraseencn amtmeceeatodrenens 9,119 


182,868 


2,829,965 


6,730,750 
824,811 


7,555,561 


1,796,806 
167 ,363 


3,202 


319,058 
822,746 


1,243,270 


37,306 


1,231,428 
908,044 


1,629,443 


36,329 ,844 
43,831,099 


2,516,489 171,340 92,175,912 1,976,113 


401,709 


994,633 
445,195 


RIESE WES cargioassesseetstanstacsceneeeusasecrostee aan 
(Wi UAL Fy Go tO LUI YD eberacee cans seckenotadalccorooaunece 
BOUILY: INSONTARIO HYDRO i.ce..s seen 


36,228 
115,424 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Municipalitysce.4.-..sasumistessasss cuss sseeastenoosces South W. Southampton Springfield | St. Catharines St. Clair 
Oxford Beach 
Numberjiof Customers ian. sccc oes -0n-atestsescsene 363 1,842 45,991 1,147 


B. STATEMENT OF EQUITY $ $ $ $ 
Utility Equity, beginning of year .............. 330,576 1,242,277 33,862,544 991,496 
INetsincOme fOr veaters.acc-css0.ccsen scence (11,518) (10,849) 2,467,300 SH187) 


Capital Contributions in respect of 
land/street lighting plant received in year 
ANGJUSEMENTS se. sdeaatewetee becesosnas rcenesemee sats 


UTILITY EQUITY, END OF YEAR ........... 


319,058 1,231,428 36,228 36,329,844 994,633 


C. STATEMENT OF OPERATIONS 
REVENUE 
Service wReVvenUemtssaissasctecedessackeraeestonenses 
Omemoperatin gprevenuernransae usenet. 


941,197 
13,316 


1,607,311 
30,954 


78,928,447 
892,927 


1,088 317 
15,673 


MORAIRE VENUE ier ccc-.ccsneeenceonssntc ess 


EXPENSE 
POWEGPRUICHASEG Era ter aaceccccscessceteeeare tees oses 
Mocals Generationgc.occa:sdean once svescietenesslgacs 


897 ,887 


1,424,056 


959,692 


Operation and Maintenance................:06+ 11,528 63,692 2,435,131 55,363 
BillingeandsGollecting rn. ncsstencscsecnesessanns 17,585 43,446 941,585 DieSS5 
MNGINITHSETATION cuss ctor rece estes cc oeeok cre setae ILD, pap 46,621 961,894 25,454 
Depreciation Less Amortization ................ Syl 55,495 1,708,723 38, a 
Bimanclale EXpenS@ eeeerecenccosstsncsetasnacdter cose: 1,138 15,804 81,364 


TOWN by 12),4 3 BINS EH pp. sek eacuinpandeeonodopbdraepnden 


966,031 1,649,114 Ree Sy) 77,400,882 1,100,853 


(11, 518) (10, 845) (1 463) 2,420,492 3,137 
(46,808) 


(11,518) (10,849) (1,463) 2,467,300 3,137 


1,000 9,000 108,582 a 
(12,518) (19,849) (1 463) 2,358,718 3,137 


(11,518) (10,849) (1,463) 2,467,300 35137 


Income Before Extraordinary/ 
Mnusualsitems aes tessatcsoeeecrises sncaecs 
Extraordinary/Unusual Item(s)............:.0s00006 


INEST INCOME esc cnectesrececsncncrress teeewsecesense 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCE INCOME he Pecces ce erctonoceeetteeeneseereretrnacte 
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Municipal Electrical Utilities Financial 


Municipality. c..) a titecsas star sntescs, csetanedereene tect St. Marys St. Thomas Stayner Stirling Stoney Creek 
P 


INumbercott Customersetcset s+ cdechoee do oeaeerier ences 11,236 1,435 810 14,656 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
RlanteanGbfaciitiess.:comecscosd.severstnedcserce tes 2,427,123 9,487,656 1,224,340 758,151 19,054,526 
Less: Accumulated Depreciation................ 1,089,381 4,683,697 376,433 295 ,138 5,579,490 


1,337,742 4,803,959 


INetefixed SASSEtS.. co nacccsde ss care ceateeoneeasescess 
CURRENT ASSETS 


847,907 463,013 13,475,036 


Cashtand! Bank: eit, ernawinss ced ttectntte sco ssens 111,099 446,700 27,528 173,384 1,679,117 
INVESHMCIS secrets adaaccenesiceetaanesncsuemacces —_ 400,000 —_ — a 
ACCOUNTS PRECELVADIC®. 0. sacsnacdecereces ssenestnse 129,043 1,318,412 16,836 39,739 1,326,709 
Winbilled FREvenueicecccssctssctbesceseussaesseneecs 439 ,000 737 ,804 182,945 145,263 1,020,261 
INVENLOFY coer sieaesces csecceaochths destagceaeadsaaes 59,236 429,722 34,485 2,410 898,315 
Other F. caciecsetereme anes poenoee sa ketenoeete beens’ 4,192 8,652 3,202 — 17,254 
Totalf@urrentiwAssets). ha posnecascesssancedanen 742,570 3,341,290 264,996 360,796 4,941,656 
OTHBREASSE TS ad iicecsheccc sas oars e atte scne 2,594 463,708 2,540 — — 
EFOULEYSINEONTARIORLY DROS rap nesaree 1,956,878 8,488,861 564,487 464,227 8,065,581 


ILO PAL SASSETS can oectccas .ccocerteen seas 


4,039,784 17,097,818 1,679,930 1,288,036 26,482,273 


DEBT FROM BORROWINGS 
Debentures and Other Long 


Term (Debt. eee ee cncsncc cece toee noone 5,000,000 
Less Sinking Fund on 
Debentutersts seo ee 208 ,384 


4,791,616 
Less Payments due within 
ONELYEAL cm. acct tertoame secon seb eaete ea depose 216,865 


Otel icevenanasseesasenscesaspoeesndarsancasasaes 192,198 81,000 4,574,751 


LIABILITIES 
Current Liabilities 1,718,749 163,631 141,276 1,843,421 
Other Liabilities 2755 seca veswesseeo'asiesievoqeseexose 287,569 4,000 7,655 629,980 
HOtal ci csyanaaecdenenserachawasesdpedeeae att sae siack 2,006,318 167,631 148,931 2,473,401 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization...........:.cscceceeees 
eSSBA MOIIZANIOR ee ncnensnenensidtne <r canons 


100,559 
7,666 


337,291 
24,897 


2,807 ,333 
252,478 


92,893 


312,394 42,921 26,102 2,554,855 


RESERVES i jscsnasssencusaiee susamanvosscnenbapersissames = ss — — = 
UTI TREY GEOUIDY:. Sine -ccnssacasensesedasencae scans 1,609,823 6,098 ,047 823,891 648,776 8,813,685 
EQUITY IN ONTARIO HYDRO............... 1,956,878 8,488,861 564,487 464 227 8,065,581 


TOTAL DEBT. LIABILITIES & EQUITY. 


4,039,784 17,097,818 1,679,930 1,288,036 26,482,273 


Statements B and C 209 


Statements for the Year Ended December 31, 1987 


Municipalityan..c-5. 2st ert -..0s .aesioen serrate St. Thomas Stayner Stirling Stoney Creek 


NumbensofsCustomersigenes sac. ccccsnsosctetedtovssns 11,236 1,435 810 14,656 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 1,472,240 5,668,867 737,125 626,070 7,776,947 
Neteincomestoriveatiac:.1a:....d0-.cestaseeeestences 137,583 429,180 86,766 22,706 1,036,738 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustmentsit....ccee pene sn cae erm sasses: 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SEnvicePREVENUCH cate. soccer deca vaneasacaenacetats 2,539,441 14,543,350 1,168,410 835,117 18,888,379 

Others OneratingeRevenve iit. cciccacsonsequsae 61,405 170,009 18,563 28,222 443,771 
TOVATE IREVENW Eta atcrcstnssteerecontsassenss _ 2,600,846 14,713,359 1,186,973 863,339 19,332,150 
EXPENSE 

ower Purchased tsi.2.24. «<.,.<. Spee ta rane 2,050,910 12,419,010 966,554 743,206 15 637 ,203 


Wocale Generation ian, cs ncncacoacterccsnsacnarapaccess 


Operation and Maintenance..............:::0600 135,961 939,333 42,020 18,458 621,397 
Billing ANGE CONE CtIN go o5 052 enn risnnsesengnnny ane 63,572 211,245 23,562 22,498 400,830 
FAGministtationea. cere. ccescisieessesearessidnesses 93,484 340,451 17,617 28,865 402,671 
Depreciation Less Amortization ................ 93,908 336,821 40,661 27,606 605,913 
FinancialBEXpenseyccavessssascticceseuses uasacwens 12,716 37,319 9,793 566,583 


TRO AUN GABA SI NES Es. ggsannnbonnopsoononsoeadenseoboer 


2,450,551 | 14,284,179 1,100,207 18,234,597 


Income Before Extraordinary/ 

Wnuspallbltemsp are eee. os nots cateeeescscsaseses 150,295 429,180 86,766 22,706 1,097,553 
Extraordinary/Unusual Item(s)...............cs00++ Vs Ihe 60,815 
NETRING OME Ses cccc.scaccnanenscdssesssssenretnesese 


137,583 429,180 86,766 22,706 1,036,738 


7,000 15,061 14,000 110,874 
130,583 414,119 72,766 22,706 925 ,864 


137,583 429,180 86,766 22,706 1 i ovasteas 738 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


ENCHRINCOMECS cco tac cen. ce sacneaaener dosewonsacenenGlakacce 
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Municipal Electrical Utilities Financial 


Municipalitye 2. soecosted on vsecoessecaseansstaecentinrs nese Stratford Strathroy Sturgeon Falls Sudbury Sundridge 
Numbervot rCustoOmerssecrcncencecdecncsnccsosemenseoite 10,471 3,486 2,427 35,980 456 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Piantvand stactlitiescecesscessccstecceracceeee sees os 19,073,327 3,518,968 2,249,016 50,316,724 470,307 
Less: Accumulated Depreciation................ 5,968,240 1,525,858 884,560 18,763,254 161,713 

INE HfIXEG FASSELS ccc -s-cataeesaneoce to eseeeeseceaes 13,105,087 1,993,110 1,364,456 31,553,470 308 ,594 

CURRENT ASSETS 
Gashiand ! Bank Aencriiie.csheseaeocte et enneces eatincs 370,546 149 449 119,481 — 29,091 
Investments )dacesuisteieedsscnseeermeptdaae vatencneter — a — 4,279,400 10,000 
Accounts Receivable 5 ..i...5.crtesesesanes sasacsenee 1,236,271 90,380 39 ,660 2,986,069 9,350 
Uinbilled PRevenue c...1.c.ssccssdecccssonssevesethecs 1,298,674 681,800 435,550 4,895,902 74,948 
ENVENCOTY acer eatane co oeanemersatesencnesectsstnasen 1,165,637 195,106 51,914 1,256,428 17,554 
OTT CS BH Rarer SACO BA RBREHG R Specastice idacee aeoa 36,024 2,437 —_— 37,136 1,661 

MotaliGurrent#AssetSy sjcaqsee. decors severe cheese 4,107,152 1,119,172 646,605 13,454,935 142,604 

OTHERUASSETS Witicaites sscscentet drcnacsere cease sia 152,812 _ 530 216,260 os 

EQUITY IN ONTARIO HYDRO............... 9,723,993 2,255,952 1,302,817 20,292,207 249,708 


TOTALWASSETS hiss sscre.sstherenererespirsicasen. 27,089,044 5,368,234 3,314,408 65,516,872 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MermyDedt.cccuswamicscencacsoscaveaeedeses soca se « 492,438 50,000 16,800 11,428 364 
Less Sinking Fund on 
Debenturersiiessersvasctsvcanevsesiers suviscmense meet: — 


492,438 50,000 16,800 11,428,364 
Less Payments due within 
ONC HYVEAL.cra.. ctor avetewessntencieusecenes eeereaeaeaces [Peel 8,000 3,300 955,814 


MO tall secre cracises aires lsanana tere setae lureaieajestenror 420,161 42,000 13,500 10,472,550 
LIABILITIES 

Currenteliabilitesisccavaronaesensceesnsseceonesesh 1,907,204 475,792 366,367 7,237,256 

Others Wiabiliies ees swst ee semeteoesacacomec cence 17,196 28,845 118,548 711,536 


MOCAL scnstocsasaen tose e ee ansiak cssicclseneawenaicecewee 1,924,400 504 ,637 ; 7,948,792 
DEFERRED CREDIT 
Contributed Capital 


Subject to Amortization.............ccceeeeee 458,279 127,744 ; 2,078,620 66,421 
Hess PAMOFIZATION  psansasnecesn selene desiisuaisees 46,297 13,563 ; 197,525 125755 
411,982 114,181 12,180 1,881,095 53,666 

IRESBRVES a cis saseawavensanseceslesdsulegesdaaradsanes = oe es = = 
RUE SROUWUILY ce casictares Aoemeaacebassewasencns 14,608 ,508 2,451,464 1,500,996 24,922,228 S315357 
BOUFTY AN ONTARIO HYDRO rire cece cane 9,723,993 2,255,952. 1,302,817 20,292,207 249,708 


TOTAL DEBT. LIABILITIES & EQUITY. | 27,089,044 5,368,234 3,314,408 | 65,516,872 


Statements B and C DAY 


Statements for the Year Ended December 31, 1987 


MUN ICIPALIEV nas sncomesnnadepesestonsi <caetpenamencenes Stratford Strathroy Sturgeon Falls Sudbury Sundridge 


INum be motel CUSTOMETS fine. con scatecs voce sabieneiecee 10,471 3,486 2,427 456 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
NetsincoMme son pVearin ca concn cece asceesbsceapesesaee 
Capital Contributions in respect of 

land/street lighting plant received in year 
A GIUSEMENtS ic. sc sernr tance tee sapscosass <ounaenoears 


$ 
13,435,489 
1,173,019 


$ 
2,404,241 
47,223 


$ 
1,477,665 
27,174 


$ 
336,381 
(5,024) 


22,164,015 
2,758,213 


(3,843) 


1,500,996 


UTILITY EQUITY, END OF YEAR ........... 


24,922,228 331,357 


14,608,508 2,451,464 | 


C. STATEMENT OF OPERATIONS 
REVENUE 


Senvice sRevenueweec cs.) svsijc>e ae cweecelacesansuien ee 16,446,223 4,438,131 2,617,780 43,486,813 516,434 
OfhersOperatingeRevenuciessc.ussseccesns 358,434 96,054 60,754 1,062,239 6,471 
MOTATERE VENUE gress cascenaueteicunacanennsaens 16,804,657 4,534,185 2,678,534 44,549,052 522,905 


EXPENSE 
POWerPPUTCHASEE a iiatins choeoniecvcsaebncahesnalens 
TOCA RGENCHATIONIM ccs cancpscomeracuetseesmacees 


13,561,393 


3,847,525 


2,328 462 


33,126,586 


470,000 


Operation and Maintenance...............:00c0e: 761,889 245 ,826 132,698 1,977,146 9,431 
Billing andi Collecting ws «...2.aapsorasseesncrvncnres 174,580 83,874 59,919 1,069,920 20,568 
PNG hae T S135 6214100) SSBR ARBRE MOADBR UBD A aacoGtice aoen RabOKIEY 352,694 191,030 39,526 2,276,701 NP Nsw 
Depreciation Less Amortization ................ 711,939 113,009 84,454 1,800,921 15,778 
BinancialWexpenseiene spn caa senses seenacnoetes 69,143 5,698 2,407 1,539,565 — 


MORACIEXPENSE monnasanenessshesernscmsesscr 


15,631,638 4,486,962 2,647,466 41,790,839 5275929 


1,173,019 47,223 31,068 2,758,213 (5,024) 
= oe 3,894 za 


1,173,019 47,223 27,174 2,758,213 (5,024) 


7,000 4,400 840,382 — 
40,223 22,774 1,917,831 (5,024) 


1,173,019 47,223 27,174 2,/98;219 (5,024) 


Income Before Extraordinary/ 
Unusualltems teesndeccsccessasssopsccsscercioroserndee 
Extraordinary/Unusual Item(s).............:.00s00 


INE INCOME recreates sect osncbion ieee tiie sar 


82,000 
1,091,019 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INCE SINCOMIO AS. cs veisionadescsaccwe Sue tees yeceuaestemesuinae 
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Municipal Electrical Utilities Financial 


Municipality. <..2c.c.ccccccsssseesccevsctseceoseanesevsses Tecumseh Teeswater Terrace Bay | Thamesville 
Twp. 
Number of Customers.............ccscssceesseoeeeeeee 2,886 481 940 


A. BALANCE SHEET 


FIXED ASSETS $ $ 
Plantrand tacilitieswee-tertassecrercessescee eons 268,548 3,578,151 341,163 883 382 
Less: Accumulated Depreciation................ 106,366 1,158,845 142,035 397 ,046 
Net fIXEC = aSSE(S o.c che. soo cone cdeeee stot sceoe=oes 162,182 2,419,306 199,128 486 ,336 130,899 
CURRENT ASSETS 
@ashand” Bank rerss rac tecwarenatectetscers esse 40,638 384,159 37,306 224,479 13,270 
I ha\ Kent lol LOiercacononncannponcncoraaceodagooaccusdbadchor 12,500 — — — UA! 
TACCOUNES IRECEIVADIC sat recctaske saiesdemesemusece 13,409 102,276 4,429 49,422 1715 
Unbilledi Revenue c..ss..ccsesessteescncsssmresovers 51,907 314,000 94,996 226,167 52,200 
ISOM 100) 0 iatistactonctrecdsdncbsaosacecostuosoueroscéoguL 3,128 77,294 7,425 26,764 2,202 
Othe ree rc. eckes saree caee teamecce ee renee sateen < 279 1,826 460 794 $11 
Totale:Current#AssetSisrecesrsesssec sees - ones 121,861 879,555 144,616 527,626 87,069 
OTHERFASSEES eet tetirccstesteretetscesete sc — — — — — 
EQUITY IN ONTARIO HYDRO................ 258,074 1,165,021 363,497 646,808 329,335 
TOTAL ASSE BStitrscta ccc sceresesse tenet ess 


542,117 4,463,882 707,241 1,660,770 547,303 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Mer (Debt. seers eeaeacenseseeessscciees 
Less Sinking Fund on 
DEbenturerssecse rer steere meet enserensce es sea 


Less Payments due within 


GMO! VERE or cetera et ttittaceeosbectenrnnck amenaees 
TotalicesoSoeecssdetetctenaet eee eee ates = —_ 
LIABILITIES 
Current iabilities:cscsesiacaseccescccaesecetensene es 39,547 322,142 53,793 195,156 36,728 
Other Wetabilitressc see cece eee e oe reeases ceeeaeeees 1175 7,240 800 — 4,424 
MEOUAL saccecce tes eee ee oe nea neue oboe avons se 329 ,382 54,593 195,156 41,152 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 1,092,869 

DESS VAINOTU ZATION <eyaiens pees arse ceeanncene ccnean es 108,660 


10,365 
2,334 


33,055 984,209 8,031 13,857 


RESERVES cer \ccc-casassecihessmenanersacaccsear dene ves — = — == 
(UCM) BIN 2 9 XO LU) Wl WO Cgerercponnannogctia costicscancontere 210,266 1,985,270 288,785 810,775 162,959 
BOUDRY NOON LEA RIOV EY DRO iao...-ccnscs 258,074 1,165,021 363,497 646,808 329,335 


TOTAL DEBT. LIABILITIES & EQUITY. 


542,117 4,463,882 707,241 1,660,770 547,303 


Statements B and C 215 


Statements for the Year Ended December 31, 1987 


Muniicipality...........ccsseeceseeeeseeeeuereeneeesaneees Tecumseh Terrace Bay | Thamesville 


Twp. 
940 


INumbereOt CUSLOME!S festa csenss1o2. sec cpeneeaeneser 2,886 453 


Teeswater 
481 
$ 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 1,903,408 288,199 755,432 147,978 
Net income for year............c:cscerereeeseereoe 81,862 586 


Capital Contributions in respect of 
land/street lighting plant received in year 
Adjustments ...........csssscccssseseceesnscesoneneees 


1,985,270 288,785 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


SELVIC) REVENUCIEsc.s secs seccesesscamenmeotere venesene 415,205 2,712,770 538,473 1,263,092 440,169 

Other Operating Revenue ...........:sseseereees 4,673 83,156 4,196 26,844 16,108 
TODAIREVENUE)  cxcscccececssnessmenecerce crete : 419,878 2,795 ,926 542,669 1,289,936 456,277 
EXPENSE 

POWERIEUTCH ASCO ee etce ce. sovcosrccnseaneseeneecewl 377,056 2,364,428 498,165 1,102,294 


MocalaGeneratlonicnveccnseccccs clus sete cissenenne: 


Operation and Maintenance.............:..:00++ 3,659 143,902 6,867 38,244 
Billing and Collecting ..........-.::ccessseeeeeeeees 5,967 595791 15,203 33,402 
INGIMITISELATION eee ce errr aetec ee eeseeaeres 4,741 63,884 8,281 23,176 
Depreciation Less Amortization ...........5+++5 8,351 81,594 13,567 37,477 4,308 
Financial Expense ............sccesseseceeeceneceeeee 90 —_ 


TOTAL: EXPENSE isccccsensssnsesctemsrarseessoeee 


465 ~ 
399,864 2,714,064 $42,083 1,234,593 441,296 


20,014 81,862 55,343 14,981 


4,000 = a ms 
77,862 586 55,343 14,981 


Income Before Extraordinary/ 
Wrusuall Items sercescseecs cc oce shevsiiscsiratens close 
Extraordinary/Unusual Item(s)...........:00esee000 


NET INCOME. ..............:0cecscsscccerccncsseceeeeees 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGt LINCONIG eee a narc cnet ceca etemeten els see geseewiay 55,343 14,981 
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Municipality 5 ...0;.ceos cess teunes soto diaadienen ons Thedford Thessalon Thornbury Thorndale Thornton 
Numbertiof Cistomersizts,.2...1.eness>saadereoes eae 336 693 1,016 159 204 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plantcandiufacilitiest an. ..cscuesretteenee acne cenes 250,445 543,876 1,018,291 70,968 124,757 
Less: Accumulated Depreciation................ 125,794 273,956 336,704 29,177 56,920 

INetafixedt assetsicu. .is.synscsns comeesarecarsesacn 124,651 269,920 681,587 41,791 67,837 

CURRENT ASSETS 
@ashwvands Bankes: cent sacar cscena ce eetee tea ecees 64,175 44,471 21,204 26,772 10,858 
Investme ntSistz- as: ctussscas dcaovcatinessaneuasoeenes — — — 20,000 
ACCOUNTS IRECEIVAD Egan eecceu heen saaceeeuweteen: 10,217 21,229 121,018 2132 
WnbilledgRevenvesn, cneceseunctne sacneseeeseesecs 34,050 90,394 136,979 43,340 
TNVENLOLV ita. Percacanceeoes shane ates raueamsenacte ste: — 19,729 52,080 7,930 
Othe risa. cc. conte tottae te ceae ac eee esas 575 501 2,442 873 

Total Current Assets isn. 5. ceehececceaesnscdocssne 109,017 176,324 S39a23 45,825 85,133 
OTHERGASSETS Peg see 2 wishes cate neerertonss —_— 4,930 3,488 — — 
EQUITY IN ONTARIO HYDRO............... 216,645 366,016 433,402 105,949 104,602 

TLODALWASSEDTSa bite tes cccctontntareseeees noes 


450,313 817,190 } 1452,200 | 193,565 257,572 


e- rs eS 


68,000 
5,000 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MermyDebternwnmesme nouns mochaccite eateries: 
Less Sinking Fund on 
DeDENtUTeIS Mince cspaciieties ne der ese see ncontanctasactet 


Less Payments due within 


ONCAYVEAT. ni miachartndee van cuvsace cnet aware hoses 
Otel ac erat acct asune achexs dane ninna sasateacc — 63,000 
LIABILITIES 
Curren talsiabiities.cs sarpaaec osbtenriakeen neces 29,625 162,403 13,759 21,925 
Others Diabilitiess-casccarcdte ncaacacermcncseccace 3,141 1,900 
mOtal ic, ua cmon ohehicne av wee eek Pees 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization 


PeSse AINOTUZATION os a careicaas eset ciote sek 
8,093 144,532 1,012 
UTS Raa sane vai ats occas anak ay aC eee Me ade aa —_ _ — 
REE Yi ORI Vex tina wc canctreacseenataeeaicaciarte 197,218 363,714 646,963 72,545 
BOUELY IN, ONTARIO AY DRO koe .ccne sce 216,645 366,016 433,402 105,949 


TOTAL DEBT. LIABILITIES & EQUITY . 


817,190 } 1482200. | 193,565 257,572 


450,313 


Statements B and C 215 


Statements for the Year Ended December 31, 1987 


IM AUST OFAN Mosrat aoseeantsceateqoo aaobanonene neeto sobeIo: Thedford Thessalon Thornbury Thorndale Thorton 
INumberrots CustOMErs ee.0.5..10s 00 asanerae ene 336 693 1,016 


B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. APSE 
Net Ancome) {OL seabed. .s.-.-c.5 6s ceacetee ts Gene 24,101 
Capital Contributions in respect of 

land/street lighting plant received in year 
AGUIStMEES «5... Gane -2 ks oe nace eos erena ees 


349,954 639,629 
13,760 7,334 


124,525 
(17,838) 


UTILITY EQUITY, END OF YEAR ........... 


| ee 363,714 646,963 72,545 106,687 


344,543 824,623 142,539 191,068 
6,847 7,893 1,481 5,174 
351,390 832,516 945,951 144,020 196,242 


679,646 


C. STATEMENT OF OPERATIONS 

REVENUE 
SemicesRevenueieso.5.-) 4000 ee svonneencreaeenses 
Other Operating Revenue ....................++. 


935 ,203 
10,748 


RORATBREVENUWES gs... cccscocscruduescsersecsrens 


EXPENSE 
Powermburchased te sii: sie. scccs os cetane deat es a 
We OCAT MGORETANON veg cccecac ca tocuses nine neveuentoess 


787 358 196,707 


Operation and Maintenance...................66 46,543 51,290 2,618 
Billing and Collecting ..........c00::<.siscsereoenes 14,278 42,462 36,058 6,203 
INO TITEL TEA ITOIN Jandoagnauepaqsoenesapogo Sroosondasacan 9,631 31,374 22,924 4,434 
Depreciation Less Amortization ................ 10,319 18,613 31,169 4,118 
Rinanciale xpensercsntessnacesoteaeuareneeceeee — 118 9,818 
ROMAL EXPENSE iecesscccccce essere coneessass 327,289 818,756 938,617 137,996 214,080 
Income Before Extraordinary/ 
Wnsual tems esters. coo ost sueeisete ceneineoomee 24,101 13,760 7,334 6,024 (17, me 


Extraordinary/Unusual Item(s)............-:s0ee0+ 


INEDD TNCOMB fe occeccr coe soare sosecbessseosesssenernes (17,838) 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 6,024 (17,838) 


NOES INCONMC et rece eden a akan cn atceaet unas tees eeatie (17,838) 


216 


MUnicipalityin.rscnamerer st amiteicepucscrecseritserents 
Number Of CustOmersiaerscsetcceccsseuetetereeee es 


A. BALANCE SHEET 

FIXED ASSETS 
Planteand) facilitieste vere s-caenssecseet iss sees 
Less: Accumulated Depreciation................ 


Net (fixed ‘aSSets osc: isaececcseae sveek seas oseslevanies 
CURRENT ASSETS 
@ashtand= Bank aie ee soc cco cost tae eae 
INVEStMENtS pares Macias a eee eee ees 
ACCOUNTS RECeIVaDle ses csccvonee sess scien setae 
UWnbilled@Revenue <.nc--cscsceccse sees cstenescsents 


Total“ Current “Assets'cestonoavaveeedseneeees 
OTHERVASSETS Prise raters ce cttaeens eno wuiess 
EQUITY IN ONTARIO HYDRO....3:......5: 


TOTALTASSEES Wirsneccsyspascatsteecnceesc 


DEBT FROM BORROWINGS 
Debentures and Other Long 
erm (Debt i. 2eeaetce.csstewsantarensstvessesedsse 
Less Sinking Fund on 
Debenturers. sissies tevasswensbs eseaeites vaaneees 


Less Payments due within 
ONE AYEAL: ieee. terete ccs acuescaaeraenee ca naneaaae 


LIABILITIES 
Currents: Biabilitiesdaicsscaccciutes taconite 
Others ta bilitiesecst rec. cccer ces ee hae ance ees ees 


DEFERRED CREDIT 
Contributed Capital 
Subject to Amortization ssiccr sie oneeerenvees 
Bess: AMOrtiZations.v.iecsccavscssscsdltences saan ess 


RESERVES (icq sneha guinivevansdesunustelth anoeesbtins, 
TILT RY SROUTD Yes Scene eo aciee ncaa 
EQUITY, IN ONTARIO HYDRO .0c00.052.5- 


TOTAL DEBT. LIABILITIES & EQUITY. 


Thorold 


6,646 


$ 
6,148,090 
2,757,159 


3,390,931 


S923 
589,498 
394,826 
208 ,003 

12,005 


1,356,255 
23,106 
4,365,678 
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Thunder Bay 


44,488 


$ 
54,979,270 
20,163,450 


34,815,820 


3,154,548 
2,341,221 
2,929,927 
5,004,850 
1,824,125 

46,818 


15,301,489 
884,026 
44,079,723 


1,717,981 
687,853 


1,030,128 


254,422 
150,000 
42,371 
362,500 
51,749 


861,042 


1,339,875 


Tillsonburg 


4,248 


$ 
5,821,232 
2,053,833 
3,767,399 


891,444 


613,884 
346,010 
333,833 

4,408 


2,189,579 
3,979 
33153223 


Toronto 


212,670 


$ 
399,728,125 
160,081,367 


239 646,758 


398 ,236 
23,300,000 
38,872,961 
23,755,960 
15,661,954 

793,680 


102,782,791 
4,392,056 
287,779 649 


| 9135,970 | 95,081,058 3,231,045 9,276,180 | 634,601,254 


1,605,865 


1,605,865 
65,622 
1,540,243 


900,596 
177,258 


1,077,854 


2,152,195 
4,365,678 


’ oJ 
[ aubsniagainnsioenisianpasamiameisrenmers 


2,486,023 


2,486,023 
260,892 
2,225,131 


5,739,586 


5,739,586 


3,413,356 
389,720 


3,023,636 


40,012,982 
44,079 ,723 


263,434 
86,769 


350,203 


46,138 


1,494,829 
1,339,875 


851,980 


446,959 
43,161 


403,798 


4,290,179 
353153223 


Ee 


448 ,000 
33,000 


48,028,298 
17,290,940 


65,319,238 


2,667,693 
297,102 


2,370,591 
279,131,776 
287,779,649 


9138970 | 95,081,058 3,231,045 9,276,180 | 634,601,254 


Statements B and C ZiT 


Statements for the Year Ended December 31, 1987 


Municipality snacscaneh-biatscncsiessseenses doaekenercsnin Thorold Thunder Bay i Tillsonburg Toronto 


INUmbDERROF I CUSTOMETS foo hac ccs acites noses eureteuae sent 6,646 44,488 4 4,248 


212,670 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INet income fOr \Veatee.cpivanecncacdemeechanss ssees 
Capital Contributions in respect of 

land/street lighting plant received in year 
AN GUStMENtS 2h. ease saat cise eceen dasoaae cece maniocmit 


$ $ $ 
1,912,220 38,139,052 1,504,449 3,972,082 257,555,016 
239,975 1,873,930 (9,620) 318,097 22°329,915 


737,680 
(1,490,835) 


ae | a 40,012,982 1,494,829 4,290,179 279,131,776 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


7,767,077 53,737,942 2,950,103 6,750,496 


451,332,106 


Others@peratinewRevenue sarncranccsncces erence 96,998 1,758,795 $2,527 235,695 12,148,210 
TOMATL CRE VENUES Ra nacscccccsmoooseeceevesse sans 7,864,075 55,496,737 3,002,630 6,986,191 463 ,480,316 


EXPENSE 
ROWETEPUTCHASCC i nee aces ssccscnceOeteereae sos. 
Moca eG eneratlOn accracrcsi nescence ccenueatiepecsen 


6,334,249 45,205 ,946 2,742,952 5,917,930 370,474,184 


Operation and Maintenance...................665 400,957 3,156,760 90,432 257,806 33,614,165 
Billingyand sGollecting.-7.c.-cs-eace sso seser ses ese> 225,336 1,466,960 35,488 91,225 5,882,368 
ATAministrationncwscse-costetmseisecseunciecemeonss PUA LAS 1,470,804 86,376 138,729 17,310,868 
Depreciation Less Amortization ................ 251,927 2,003,118 54,768 176,841 13,540,122 
Finanicial expense ).c..cce coos eck sos tnceneas soeeseas 183,908 319,219 1,845 85,563 328,694 


POTALSEXPENSE AE inca cosnsioosesncsieonseneuesisnaen 


i | 74624100 | 100 53,622,807 3,011,861 6,668,094 | 441.150401 | 150,401 


239,975 1,873,930 (9,231) 318,097 2233295915 
389 


| 239.978 | 975 1,873,930 (9,620) | 2229.95 | 329,915 


— 48,000 — 
(9,620) 270,097 22,329,915 


239,975 1,873,930 (9,620) 318,097 22,329,915 


Income Before Extraordinary/ 
Winusnaltitems eres merccacasswurbeerusdesaesnsseers 


65,256 
174,719 


120,000 
1,753,930 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE EINCOME iors: thax. acocaorsnewuarecatahnsoeraGasanasolent 
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Mimicipality 1c. c-ar ser se reir eaaias ndestaccaas teeta neta Tottenham Trenton Uxbridge Vankleek Hill 
Numbertot Customers ieiciensosisseteoeaesecws 1,023 6,047 14335 854 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Plantwand) taciitieSieers eo see ee tenet ieee 711,891 7,929 873 802,954 1,286,941 671,903 
Less: Accumulated Depreciation................ 263,420 3,104,204 317,714 545,049 301,191 

Netatixed assets: Scccrc donee oscettte cei seen cb eee 448,471 4,825,669 485 ,240 741,892 370,712 

CURRENT ASSETS 
Cashande Banker cece. ccc ssece stones raetens 100 366,731 148,603 PASM RSP 60,643 > 
InvestmentSi2.cpsievsuaiessecesonuvesvarcedeowctennses = 799 ,954 — 3,274 — 
ACCOUNTS RECelvaDleaneetcscsee steerer e: 298,260 312,575 7,700 22,467 12,542 
WnbilledPRevenuercrn. cet ncdoscstosowsscse: 230,579 1,764,695 142,000 221,703 231,106 
INVENUOTY sect nas tous coc ed see sdsedtedecseceessteensess 8,870 311,997 8,555 54,698 5,273 
OS Gata aes aR Reka J Rho remem tet a Aa ta ee — 5,961 as _— 2225 

Motaliurrents Assetseic... seeeeoncnasee eo teee. 537,809 3,561,913 306,858 553,494 311,787 

OTHERGASSE DS Sherrie vce. core teeieeieee. 434 34,615 —_ 4,287 


EQUITY IN ONTARIO HYDRO............... 456,397 6,284,680 556,939 932,216 395,790 


TOTALMASSETS Ul Bic HRD: ee 14,706,877 1,349,037 2,231,889 1,078,289 


DEBT FROM BORROWINGS 
Debentures and Other Long 
SReTMEMOCDte anretee te snte secs somecur eee se ceer ! 
Less Sinking Fund on 
DED ENEUTETS Nrmwiwinec cen ecaejseniiarasa ous aateavrsetlet 


> 
Less Payments due within 
ONEWVEAT arc cen tanger cece cane ima MonMasees ee ten e's 


POta les cndaacraeeoaonmsn ae ecinsicuaeomceaecttent aeatatt 25,000 
LIABILITIES 
@irentaleiabilitieswceeres cance cece neers 307 ,337 1,433,162 ; 204 ,002 
Other Eiabiliies ovis ee cee eee ee nea es 17,974 186,648 : 19,421 


TOtal eae the: ce Siaiirs esedenonasteuinentaneccsscs s $25,311 1,619,810 103,127 223,423 155,907 
DEFERRED CREDIT 
Contributed Capital 


SUbjectstomAMOrtiZatloniacuesaoneseeacar ct ; 763,758 104,770 105,961 
ESS AION ZATION MTree erect eon rceea eee : 100,033 16,788 13,909 
30,731 663,725 87,982 92,052 11,672 
RESERVES Heer ce fe aeons _ — — —_ — 
TEED Y SE OWL Y tious astose conee ate tee ees ents 605 ,672 6,138,662 600,989 984,198 514,920 
EQUITY IN ONTARIO HYDRO............... 456,397 6,284,680 $56,939 932,216 395,790 


TOTAL DEBT. LIABILITIES & EQUITY . 1,443,111 14,706,877 1,349,037 2,231,889 1,078,289 


Statements B and C 219 


Statements for the Year Ended December 31, 1987 


Tottenham Trenton Tweed Vankleek Hill 


Mumicipalityaiis arcsec cnumen asetsee st dees ascteaucaya sees Uxbridge 


INUmberrot GuUstOmenssecen isin cecrcessserer se eens 1,023 6,047 1,335 854 


$ 
578,199 
27,473 


$ $ 
940,112 513,205 
44,086 3,832 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
Net sincome for (Yeates. 5 3...c.entseseovneeocs se 
Capital Contributions in respect of 

land/street lighting plant received in year — 
AGIUSTMENTS J... crecsccebes coset -sceveteasecmenitesce nes (2,117) 


605,672 6,138,662 600,989 984,198 a | a 


5,810,704 
327,958 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 


REVENUE 
DOLViCce REVENUE EE sists .0s.c5s decsanbeapanseoireneys 1,141,060 12,372,639 857,210 1,539,890 904,773 
@therrOperatimg Revenue Cee nsec scsniee 16,870 246,902 23,268 42,741 10,866 
TOMAS REVENUE vnc. assccessssenceceomecee siecle 1,157,930 12,619,541 880,478 1,582,631 915,639 


EXPENSE 
POWerePUrcnasedinys sehack toe ctosccemereteeenaesens 
HeOC al MG Sle ratlOnicess aieankcscicmessnaeden seca 


954,173 


11,420,776 


799 156 


1,318,623 


820,861 


75,464 


Operation and Maintenance...............:00600 300,665 16,517 72,729 16,713 
Billingrand, Collecting .cssccsasse.ses- specmesroons 25,258 113,014 25,206 42,822 27,008 
AX GMIMIStEALIONMrnccecacesinstee cus sons oe seaananieee 45,129 215,643 18,302 63,329 20,118 
Depreciation Less Amortization ................ 26,633 236,953 27,040 41,042 25,862 


3,800 4,532 325 1,245 


PinancialxpenSe weirs cseenccsswsseseecnqresbissiser 


iN 1130457 | 457 12 | 12,291,589 | 583 886,546 | 546 1 } 1.838.845 | 545 911 | 911.807 | 


27,473 327,958 (6, ii See 3,832 


6,000 
21,473 327,958 (6, 068) 44,086 3,832 


27,473 327,958 (6,068) 44 086 aes 832 


MOWAT BARE NS Bea rrcseae sons ossinncasientescatnenstes 


Income Before Extraordinary/ 
Winustal. items spe Paws .cseceeetebehe aeests se 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


NGC INCOME Yeon iaadcee ec sneadeen sone ten euceaNonaleae’s 
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Municipalityat.acescneres etccs-codesnav ame ertenie scons Vaughan Victoria Walkerton Wallaceburg Wardsville 
Harbour 
INNumberfofGustomersy.yie..crcesdecsseseoeeeeesesds 29 ,304 647 2,033 4,575 196 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ $ 
Plant#and Sfacilitiess-cssssscse sense peter em eeeoeeees 69,454,788 474,625 1,706,650 6,426,990 94,793 
Less: Accumulated Depreciation................ 12,739,688 205 ,944 742,422 2,708,691 60,467 

INetsfixeditassetsisiccc.c.ntessatescth eres anes comeees 56,715,100 268 ,681 964,228 3,718,299 

CURRENT ASSETS 
Washeande Bank Meader iccscecdcccetee a emeanaceaye 4,246,332 37,145 240,950 249 ,767 
TAVEStMe NS o5sdy sss a eerie eran eee — — — DIZISS 
ACCOUNTS TRE CEIVADIE neces nuceteunanteceeneneeciees 4,725,989 28,035 85,819 979 ,374 
Wnbilled FRevenues.cecdscvacasreaess eatecee eves easers 3,062,185 81,312 379 ,076 142,547 
INVENOLY as.ceaneaetenen aches veeteupdaanescaach sea te 3,442,650 10,690 147,924 301,546 
Others Hissar seater eak sa katiae sc raeute eet cneest 43,412 271 5,962 58,724 

LotaléG@urrenteAssetsy raw ossecseeeaeses 15,520,568 157,453 859,731 1,944,711 43,560 

OTHERFASSERS s aicirehssnuncseeviiorricicen: 46,970 — 8,186 — —_ 


EQUITY IN ONTARIO HYDRO................ 11,945,752 263,939 1,673,920 5,588,150 97,161 


TOTALVASSETS WE Sissscdey Metres: 84,228,390 690,073 | 3,506,065 | 11281,160 | 175,047 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Term) Debts eee nee roc eee oe coerce eee 3,531,368 6,000 208 ,477 
Less Sinking Fund on 
Debenturers:cceaverescsesseveueesseeaasn ete ct eds — = 
3,531,368 6,000 208,477 
Less Payments due within 
ONE HVEAT wack Kameremreeseunn des ertenee weaNiiaes 637,368 6,000 24,524 
TOtalcctsocdpdavsoviciantinsoaieesucsvadtetewsmedewedese’ 2,894,000 _ a 183,953 
LIABILITIES 
Currents Diabilities s.-ccnencevek u-psacses ices 6,094,810 107,065 298,467 933,383 
Others iabilities ch vccnndscecnteanehcmerecsetices se 2,534,362 5,158 22,133 76,181 
BOCA es scseeatadnes eathanwen vowasnde meen urease 8,629,172 112,223 1,009,564 


DEFERRED CREDIT 
Contributed Capital 


SuUJectato PA MOrtizatlOnieesesscndeenuraeseeee 45,106,261 165,894 126,623 
BessyAmortization'....:ccsncecnteeceeetodainesetesa-r 4,369,415 38,826 9,994 
40,736,846 127,068 17,489 116,629 

RESERVESi inate. econ dectonnth eas rteatasonceren ces = — — == 
MRIS RY SE OU DY iuicsedsceeerecotpensoinere neces 20,022,620 186,843 1,494,056 4,352,864 
EOQULEYSINVONTARIOIHY DRO ban, oscen-ces- 11,945,752 263,939 1,673,920 5,588,150 


TOTAL DEBT. LIABILITIES & EQUITY. | 84,228,390 690,073 3,506,065 } 1.251.160 | 175,047 


Statements B and C U7T 


Statements for the Year Ended December 31, 1987 


Victoria Walkerton Wardsville 


Harbour 


Municipalityrae tn. ccssaiatacuteivcss de. ss qosecoaateen tts Vaughan Wallaceburg 


INumbergof (Customersinin..csesccccvccc. stances 29,304 2,033 4,575 196 


$ 
1,530,320 
(36,264) 


$ 
4,279,309 
13,555 


$ 
60,726 
2,741 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INeGaincome fotayeatem asc snatensteeaaatees 
Capital Contributions in respect of 

land/street lighting plant received in year 
ZAGIUSEMENTS) 5. <ogerasetsens ce sdes dens Wem oaenaee: 


$ 
16,469,972 
3,552,648 


’ 


186,843 1,494,056 4,352,864 63,467 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 


2,754,739 
56,587 


10,245,577 
138,182 


152,711 
1,056 


49,912,111 
764,272 


536,128 
18,828 


EXPENSE 
PowersPurchased the ccse bs .s sacs c Sees 42,498,282 469,935 2,507,754 9,072,595 136,638 
Mocal Generation ken. ch ss os ukeecsssacen case — — _- -- — 
Operation and Maintenance....................65 5755137, 46,630 119,769 395,929 1,290 
Billingvands Collectingu..-c.tc:ccsreeceeesee eee 821,591 19,858 76,275 178,469 4,565 
NGMINIStFATIONs Ma cass santas sence ee ee eeeoieeeee 681,216 21,509 69,896 363,274 4,620 
Depreciation Less Amortization ................ 1,012,078 12,304 71,787 226,235 3,913 
minancial| Expense seaectsossscs tosses aeaecee eee eee $35,431 520 2,109 34,374 _ 

TOTAW EXPENS Big oars sstecsrs et bin ee eae 


47,123,735 570,756 2,847,590 10,270,876 151,026 


3,552,648 (15,800) (36,264) 112,883 2,741 
— _— _ 39,328 — 


3,552,648 (15,800) 


Income Before Extraordinary/ 
Wnusualitemseieenesscccsscesses seater oes 


607,402 — _— 
2,945 246 (15,800) (42,264) 51,269 2,741 


3,552,648 (15,800) (36,264) 73,555 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE INCOMeG soe endn nets eteceesnceeee eee nGeecc roma 


oz 


Municipality............ 
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eeerer rere reece eee eee ee eee ee eee) 


Number Of (CUSTOMERS sree ssmodonec cee ceeeeuiesuace 


A. BALANCE SHEET 


FIXED ASSETS 
Plant and facilities 


eee eee eee eee eee eee eee eee 


Less: Accumulated Depreciation................ 


Net fixed assets 


reer eeeeeeee er ee eer er rece eee ey 


CURRENT ASSETS 


Cash and Bank.... 
Investments ......... 


Peewee rere eee e renee eeusereeseeeee 


(AccountsuReceivablesccncessitinescocnenscaes aves 


Unbilled Revenue 


Beem eee tenn meee eeee nee eeeeeeenes 


eee meee eee ee eee e eee ee eeeeeees 


eee eee eee eee eee ee eee ey 


Motale@urrentreASsets 7 eves. eeosesoeasodeemasane 


OTHER ASSETS... 
EQUITY IN ONTA 


TOTAL ASSETS 


RIO, HYDRO wiascssteseecses 


ORM m meee ewan erent teen sense aees 


Warkworth 


316 


$ 
317,716 
1314517 


186,199 


23,301 
9,396 
42,233 
3,834 
1,171 


795935 
1,000 
159,613 
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Wasaga Beach 


5,650 


$ 
4,564,518 
2,032,631 


2,531,887 


236,014 
262,423 
265,878 
526,766 
169,552 

21541 


1,481,944 
2,196 
1,870,711 


Waterloo Watford 
North 


29,076 678 


$ $ 

49 067 ,282 553,776 
15,430,697 259,778 
33,636,585 293,998 
3,037,476 142,379 
1,000,000 — 
4,109,499 20,323 
4,377,000 67,200 
1,823,402 5,000 

108 ,362 440 


14,455,739 235,342 
104,909 — 
20,137,964 498,319 


Waubaushene 


501 


$ 
316,507 
102,594 


213,913 


31,370 
9,786 
61,209 
6,452 
592 


109,409 


183,279 


426,747 5,886,738 68,335,197 1,027,659 506,601 


DEBT FROM BORROWINGS 
Debentures and Other Long 


PRETM POCO caarsneeete aus econ ote ee belecealsice 6,186,676 
Less Sinking Fund on 

Debenturerseancssvecivaen visetindelworcarecaentevess 

6,186,676 

Less Payments due within 

ONE VEAL. Wes anmeee es cnsisus dan scemintaitanca acces 302,443 

TD Ota iw iiead ti wiaidsedieetacevasdeotenncaanse aes 91,000 5,884,233 

LIABILITIES 


Current. [Liabilities ..ccovs i nweceons eects aoe 
Othersljabilities:4Ghco ecw eena ewe aceceeosesese se 


522,390 
14,400 


5,663,133 
943,000 


70,553 
6,326 
536,790 6,606,133 76,879 43 487 
DEFERRED CREDIT 
Contributed Capital 
Subject; toe Amortization es deveoncespecsseevaes 


ACESS PA TTOTULZATIONY nanan cast nee cpaie meemiarcceeees 


33,668 
4,671 


1,050,697 
133,404 


4,872,030 
487,252 


28,997 917,293 4,384,778 1,283 16,881 
FRESE VIBS vee alin iositr ssienstocrctsceeiaeconmelestounee sce — = — = = 
ODE YSE OUT cc scenrecuemecasmeneescoseeers 201,086 2,470,944 31,322,089 451,178 262,954 
EQUITYSINGONTARIOPHY DRO jeaccect 159,613 1,870,711 20,137,964 498,319 183,279 


426,747 5,886,738 68,335,197 1,027,659 506,601 


TOTAL DEBT. LIABILITIES & EQUITY. 
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Statements for the Year Ended December 31, 1987 


NIDERCIPANENS 552) delsvnicd ids igeak toy sks dunaabudedtomaiiey Warkworth | Wasaga Beach Waterloo Watford Waubaushene 
North 
INumbersot (Customersinwescs sicceee tees see ee 5,650 29,076 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 2,139,688 28,104,228 401,632 
Net sincome= for jyeatreecs. .1.seoe cient 331,256 3,217,861 49,546 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAFUSEMENES V1) ee Sie a dinacdeash eerie ets 


UTILITY EQUITY, END OF YEAR ........... 


201,086 2,470,944 31,322,089 


C. STATEMENT OF OPERATIONS 
REVENUE 


SERVICE PREVENUC Ie cass ei snes Se ee 4,035,001 46,105,510 685 ,646 363,295 
Other Operating Revenue ..................0..05 154,053 1,239,123 13,623 7,795 
HOTALIREVENUE: sgacn bocce 699 ,269 371,090 
EXPENSE 
Fowermburchased penta ca. 03; . a osee eee one 276,593 3,246,958 38,328 ,922 311,917 
Kocall Generation: ..atsvsrssccestacts caceneaee — —- — ~ 
Operation and Maintenance.....................5 6,654 158,806 1,847,778 Coan 
Billing and Collecting s.si.s..0/cisicaweae 15,025 127,362 948 ,044 22,576 15,447 
ANGMUMIS ta tlOMeseed acess de cove lacoste eee 12,058 168,089 766,358 30,053 22227 
Depreciation Less Amortization ................ THES 22 134,204 1,541,006 20,148 11,459 
Binancial@ Expense? aisdnccnesnectesicdcosesooene 32 22,379 694 ,664 —_ — 
HO TPAILSEXPE NS Beet cat wocenieseneenee 321,884 3,857,798 44,126,772 649,723 367,777 
Income Before Extraordinary/ 
RI nuswtaleltems) cece cine. terehice ven tieethen 6,643 331,256 3,217,861 49,546 3,313 


Pei) 331,256 3,217,861 49,546 3,313 
145,964 294,000 ne is 
185,292 2,923,861 49,546 3,313 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Net: Incomiets.2:cs2syaten, ie saeco Benet va luc ey 
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Municipal Electrical Utilities Financial 


MUunicipality.:2..0.-...c0.0c.scevcessmseosssceacoasereseses Webbwood Welland Wellington | West Lincoln | West Lore 
P gt 


Pall 


INimber Of (CUSTOMESS eis casa esenceonersedsedsesteciaes 17,590 618 557 588 


A. BALANCE SHEET 
FIXED ASSETS $ 
Planteand staciiticSesce.c.c-ne scerceseeteectecisceieas = ; 16,876,698 
Less: Accumulated Depreciation 7,496,972 


$ 
360,629 
169,024 


$ 
370,064 
156,372 


$ 
533,733 
256,566 


Net Hixedvassets\ccacnseatetece ser ducscescctess 122,435 9 379 ,726 191,605 213,692 277,167 
CURRENT ASSETS 
Gashwand Bank wrwereecsuiccscsic.cstercetetsenen. 5,648 1,175,758 46,504 69,731 48 ,078 
Anvest ments oceecspeccsawecesessate enna ars ereceewes —_ $50,357 25,889 — — 
AGCOUNtS RECEIVADIC wc. conceendtiecsensinercercaes 1,905 1,326,384 G25) 11,628 14,368 
Unbilled) Revenue ...c0.2.054:0-bacssenosesccnvenens 31,418 1,201,294 116,899 70,000 114,300 
INVEMLOLY eee e aeaceecraccseewceenescnesdattsaqemnesn: 12,198 488 591 6,993 — 12,500 
Ota rarer ee eee en enndinw ane pa decaladeesies _ 38,863 149 1,879 635 
TotalaCurrent PASSES saqce set sevoseentruse nana. 51,169 4,781,247 203,685 153,238 189,881 
OTHERFASSETS ettcse ites secuscwesontemvere satinacias — 30,155 — — — 
EQUITY IN ONTARIO HYDRO............... 92,158 11,945,123 322,343 262,101 505,874 
TOTAL FASSETS tittcccccecscescucsecntsersene es 265,762 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merime Debts. ent eesccaeancssce -cccaedesne se veces 
Less Sinking Fund on 
DeDEDTUTETS Heawsencecwuseseseccesseneuos leew sieeerens 


28,100 397,212 


397,212 
Less Payments due within 


ONE RVCAN one caene Cater eneesecsonsenteveetete tame. 181,573 

TO balies titi covssedeaen Aeeeteheentaeitausiaes 27,600 215,639 
LIABILITIES 

Current sLiabilities ies rosedeensenvecsaane toes sana esers 32,591 1,636,049 

Other Wiabilitiesiaccacsciacessae eeeeusseswn ce case 3,689 191,283 

SRO tal vfacgnencdecn ee ek to wnat oncuauoaneterseareststss « : 1,827,332 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 347,724 

ESS @ A MORUIZAUION ae agin senicienalucscslosabasaenaiileaesas : 42,103 


6,189 


305,621 37,548 19,331 22,440 


IRBSERVES rcsencas-casecconsdaue wend rasatadrnas onesies — — = = = 
RIT Y SE OUIURY ciuccsscsnarcacsteventdesnesensessc 103,535 11,842,536 282,556 292,861 371,996 
EQUITY IN ONTARIO: HYDRO..........>..... 92,158 11,945,123 322,343 262,101 505,874 


TOTAL DEBT. LIABILITIES & EQUITY. 265,762 


eee SS 


Statements B and C 225 


Statements for the Year Ended December 31, 1987 


a Leper T NYS 556 qponbac scons agnaopuotbosds200cs pdevaece Webbwood Welland West Lincoln | West Lorne 


Num bergOtiCustOmerss.cc.t0000.cdscresssesusuisee reese 17,590 S5i 


Wellington 
618 
$ 


B. STATEMENT OF EQUITY $ $ $ 
Utility Equity, beginning of year .............. 11,195,746 257,099 263 ,007 349 528 
INEt sINCOME FLOT AV CANers netecs.sscnneeemamacrseas 646,790 25,457 29,854 22,468 


Capital Contributions in respect of 
land/street lighting plant received in year 
ACjUStMents es ctecemsseere ns sas Maseranee sense: 


UTILITY EQUITY, END OF YEAR ........... 


292,861 371,996 


C. STATEMENT OF OPERATIONS 
REVENUE 


Service sREVenuewn ai. ...<-sssc-scnsscresensceuerer 208 ,235 19,619,437 631,955 570,201 798,957 
Other Operating Revenue .............::eeseee 3,428 364,222 9,481 11,907 17,701 
POPALIREVENUB, 647. .s1csstssvunscimroen 
EXPENSE 
Power burchased iy, ys. 5. sss-<-s ses odinu-baete essere 166,913 17,023,401 554,736 463,813 694,097 
WocalaGenerationscer. acrcet ade ovnsc snes. — — — _— — 
Operation and Maintenance................:6600 13,340 804,886 17,788 21,585 26,182 
Billing and Collecting ............:...cesseserererss 10,091 445,090 12,696 20,332 14,513 
PAAMUNIStrAGON rete eeeieeenecsdesncertececceseentes 11,950 432,988 18,117 33,367 40,081 
Depreciation Less Amortization ................ 6,964 576,465 12,553 12,493 19,317 
inancial@ EXPense ivan esdcseaaeterstece ter ereensnas 5,914 54,039 89 664 


TODAS EXPENSE ieeceicscneosncee: = scat denver esas 


ZAS;172. 9) _:19,336;869 615,979 552,254 794,190 


(3,509) 646,790 25,457 29,854 22,468 
(3,509) 646,790 25,457 29,854 22,468 


500 163,000 _— 1,000 — 
(4,009) 483,790 25,457 28,854 22,468 


(3,509) 25,457 29,854 22,468 


Income Before Extraordinary/ 
Winusualeltemsqesceste.scssetodewsnieneyes tense. 
Extraordinary/Unusual Item(s)............00:00008 


INE DPINCOM EB iiecracccoseciabinorasloailencessiesinns seine 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGE TRACOM sak cicicte a sioeroreinios oie vinres yecsistotorst eetolele vis air alaialotelee 
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Miinicipalityevicsciterrre cee tanetacsedenerennens cca Westminster 
Twp. 
INumberrofa@ustomersira aden neeeae ates 1,075 


A. BALANCE SHEET 
FIXED ASSETS $ 


Plantvand afacilities:t es: 2s. csase onto ss tetoccos ve 1,270,263 
Less: Accumulated Depreciation................ 394 835 

Nets fixed VAaSSetS/oenancsevonteeaccecossccceseneaes 875,428 

CURRENT ASSETS 

ash tand “Bank sensei anceccsudecadat tet re ts neanee 81,215 
INVESEMIENIS Meteor ha enee le dteaciondtsonedt seat ins — 
ACCOUNTS eRe CEIVaDIe Nec tuce ek comeecse tere aceon 14,450 
Wnbilled@Revene te. c.c ces aedersanesecses cosine 132,000 
Teh ESELT0) 2 cactic anboquanidtnbbAecandtab dopabonsaspboadaotor — 
COURET ess eae eeeee cee ie cede dcnelemeethtete ceva 1,912 


TotalxGCurrent Assets 2 ssheye ease el aes 229 577 
OMPHERVASSETS eee echose econ eee case bal — 
EQUITY IN ONTARIO HYDRO............... 453,072 


Municipal Electrical Utilities Financial 


Whitchurch 
Stouffville 
15,565 2,885 


Westport 


Wheatley Whitby 


380 646 


$ $ $ $ 
387 ,187 545 ,138 22,171,742 3,882,317 
108,119 287,135 6,145 ,380 735,762 
279 ,068 258,003 16,026,362 3,146,555 
22,856 68,344 450 24,821 
_— — — 8,000 
36,450 21,076 2,393,685 77,869 
50,202 79,000 1,651,497 547,800 
4,195 9,202 585,058 83,259 
265 — 15,431 — 


113,968 177,622 


216,922 425 ,928 


4,646,121 741,749 
260,728 _ 
8,204,300 1,367,865 


MOWAT (ASSETS Wir cccornudusatssonseeotcensse 1,558,077 609,958 861,883 | 29,137,511 $256,169 | 


DEBT FROM BORROWINGS 
Debentures and Other Long 


Eng Debts met eke cee eaacaan Lan mem ees cedars 95,000 
Less Sinking Fund on 
Debenturers sis hvesise ee eect eee — 


95,000 
ONCWV EAT aids dct onde teucacsn es dtcatemtetaeaescne — 


Less Payments due within 


Opa bin te ete thes: la ea tiient ppeemeastibanc Atri ome Me aitie 8 95,000 
LIABILITIES 
Current Liabilities 75.333 
Mtheral tabilitiesusss cae cctue uic oer neamacnene ee 1,915 
BOTAN scorn wonece mete een ee acres nae ee coeenes 77,248 


DEFERRED CREDIT 
Contributed Capital 
Subjectsto "Amortization s.<22stss7seseeeeseces 
RessuAMOItIZatiOn <r. trea ces aieeunanaesecetcns 


127,567 
17,461 


110,106 
INESEIRMiESS Gx cbeuascueateadstas teases daoseaus derneenass —_ 
STUDER Ys OS ©) CHA Yr crs anpuese-csrannnse is adeiiemices onane 822,651 
EOUDITY (IN (ONTARIO! HYDRO... .0..:.....:.- 453,072 


TOTAL DEBT. LIABILITIES & EQUITY . 


Ss 


11525257 
311,764 
_ 23,040 840,493 


593531 67,109 
1,246 1,285 


2,793,361 
663,150 


299,021 
17,610 
60,777 68,394 


3,456,511 316,631 


5,633,589 
590,038 


1,871,481 
94,438 


43,468 19557 5,043,551 


288,791 324,634 11,592,656 
216,922 425 ,928 8,204,300 


1,777,043 


1,794,630 
1,367,865 


1,558,077 609,958 861,553 | 29,137,511 | 556109 | 


Statements B and C Oy. 


Statements for the Year Ended December 31, 1987 


Whitchurch 
Stouffville 
2,885 


Westminster 
Twp. 
INUmbets Of CustOmensynt de cssnceasnnvh oreo teecne 1,075 


Maainicipality..cccascstsinatanaores ti sags sateen eee’ Westport Wheatley Whitby 


380 646 15,565 


B. STATEMENT OF EQUITY $ $ 
Utility Equity, beginning of year .............. 786,371 D2 S52 
INeteincomesformyeatie..sseseneccdensestenectes 36,280 16,439 - 
Capital Contributions in respect of 

land/street lighting plant received in year 
AGIUStIMENtS Qsscthe weet etess cu deseade eset casey’ 


$ $ $ 
299,199 10,883,169 1,697,950 
25,435 709 ,487 96,680 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
“REVENUE 
ServicemReVen ween, crane: audsvedec cee rtondecueees 924 073 437 ,343 712,608 20,838 ,287 3,527,846 
Other @peratingwRevenue wy.naiesse es saee des: ee CIES 36 4,007 12,831 232,268 46,860 
935,409 441,350 725,439 21,070,555 3,574,706 


18,080,075 


EXPENSE 
Rowerp Purchased: tee. cae s.ccdeaoenteen toe e eae 
WocalkGenerationideecccns.cikcscssa dees: 


3,003,409 


782,636 


591,645 


Operation and Maintenance...................06. 25,578 39,189 698,454 159,085 
Billincaands Collecting: cnt-c-cctscescsees tan 15,953 19,289 405 ,661 97,400 
ANGMIMStrationicccaede ves coe Sea eee eae oasenes 26,224 28,330 427,432 140,311 
Depreciation Less Amortization ................ 41,855 19,679 575,965 76,407 


inancialG@Expenses 7. ..scssestcae sate. eaaenee: 6,883 1,872 173,481 1,414 


| 299.129 | 129 } - Aaaana | 911 700, eee 20, | 200361,068 | 068 } 3.478.026 | 478,026 


36,280 16,439 25,435 709 487 96,680 


36, | 36.280 | 16,439 25,435 709,487 Perse teen 680 


S505 — 
36,280 16,439 25,435 351,932 96,680 


36,280 16,439 25,435 709 487 96,680 


TOTALSEXPENS Bigs cteoltirosioicctitesiiseilsstseisabidss 


Income Before Extraordinary/ 
Winusuallel tems! aasenkceaccorwscenemteneserte acrac St 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INGCURINCOINC cc ccetsnaas aie scene ease ne cetsen ciaeo anon els 
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Municipal Electrical Utilities Financial 


Miulnicipalityse. ccc: <ccoatie cree ootcancnusastatow anaes Wiarton Williamsburg | Winchester Windsor 


189 


Numbervof: Customersis.c.cs..rc.c: csanewertinecess ssc 1,011 1,031 67,936 


A. BALANCE SHEET 


FIXED ASSETS $ $ $ $ 
Blanteand sfacilitiess.007...csnesca-sensetantoncassses 1,158,621 111,027 952,695 87,282,476 1,610,867 
Less: Accumulated Depreciation................ 387,094 42,674 359 383 36,406,228 683,008 


771,527 593,312 50,876,248 927,859 


INetatixed assets. 2.;.:cc occ. dace savereacsuesnsawers 68,353 


CURRENT ASSETS 


@ashvand *Bank Seiten ie ecsiten tevtieteresescse 66,164 19,592 92,615 671,389 $2,896 
ENVEStITIONS 3 iesnceosesr oonnmenensoaetiomseaaslerisienete — 7,000 — 10,850,000 a 
IACCOUNtSHRECEIVA DIE nares se escgeseane suevesen ccs 152,205 6,208 31,507 4,942,355 156,959 
MInbitledMRE VENUE misc ccs war csndecarcesss ew csees noes 76,885 23,789 260,797 11,825,000 299 ,622 
InVentotyieceseseesicastsctenectt tens csscsssatenseoen 59,692 1,547 13,259 4,639,682 94,840 
OED Ee essere tat aca cacao ae da woes 1,749 — 1,078 133,193 2,022 


Wbotalu@urrentyASsetsc.... cceceie orem enscnseracies 356,695 58,136 399,256 33,061,619 606,339 
OTHE RGASSEM Sige seeese secret rtstreeme econ — 667 _— 518,673 4,040 
EQUITY IN ONTARIO HYDRO................ 659,669 104,370 846,292 68,453,633 1,540,121 


TOTAL) ASSETS iirieaceconncoaresttnnsosmesesess 


1,787,891 1,838,860 152,910,173 3,078,359 


ns et es ES 


167,000 10,079 41,972 
22,000 1,882 19,539 


DEBT FROM BORROWINGS 
Debentures and Other Long 
MeEMe DED. csceee ee eeacosnecniansoFeeettedensaces ss 
Less Sinking Fund on 
Debenturersscsss.csse semen ys oeeeenecteae ewer 


Less Payments due within 


ONERVEAT sagan seacte rs sisescendeaiientederworesenun 
d Role: We saad as Slee hes eee Oe aan ean Sener err emer 8,197 
LIABILITIES 
Current Liabilities 20,478 180,762 10,831,390 161,670 
Other abilities a7. s72.csocdcsssasee costatesccecones 1,845 425 2,689 ,686 a 
“Toy 2 Peak AR oar 8 ARS or hh 168,795 181,187 13,521,076 161,670 


DEFERRED CREDIT 
Contributed Capital 
Subjectito Amortization... c.osscacceoseoseeenen 
BessmA MOniZAtlON ao: arse wavaitieciaae trerannacaet 


926 
338 


1,447,340 
271,524 


23,909 
4,724 


62,192 
7,514 


54,678 16,938 1,175,816 19,185 
RESERWES iieecne cattasds gaecechonateclsspastarcodaasene — _ 184,102 = 
LOH) ON CTO) Nt Bh ee BrccorconkeesannrntcodsaGe 759,749 79,698 69,575,546 1,357,383 
EQUITY MINIONTARIOLP A YDRO i caarcr esses 659,669 104,370 68,453,633 1,540,121 


TOTAL DEBT. LIABILITIES & EQUITY. 


1,787,891 231,526 1,838,860 152,910,173 3,078,359 
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Statements for the Year Ended December 31, 1987 


Wiarton 
1,011 
$ 


Mumnicipalityacnnu.cauummssstunaainstoesanmavistn ts Williamsburg Winchester 


INumbernkolsGustomersmasessscccsosaccscunttieees oan 1,031 


Windsor Wingham 
67,936 EY 
$ $ 


B. STATEMENT OF EQUITY $ 
Utility Equity, beginning of year .............. 729 355 703 ,633 63,710,707 152375595 
INetsincomesforiyeatacc. c-7..4.5-oeceenmesnene 30,394 84,727 5,864,839 119,788 


Capital Contributions in respect of 
land/street lighting plant received in year 
PAGJUSUMENtS sacs eeatitecnen = oseacneetenvedaeccense 


759,749 79,698 788,360 69,575,546 1,357,383 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
Senvicen REVEnUC wae scnscosneccdeaitoteseatisoces 
@phereOperatin Pe RCvenUerL ct. acsctosasn 


165,822 
2,675 


124,993,287 
2,137,714 


1,850,617 
26,084 


1,187,576 
27,154 


1,722,528 
21,047 


TROVE, RUBMISINIOIE, —conasqonunnbo cncbopadponn onone cor 1 


EXPENSE 
POWEMELUTCNASCGUM fats. cries aces dereeaeeee tenses 
WOCAISGeneratiOnes ccc cscenesteessaresasAcuinne seen 


15816321 


110,482,578 


1,620,796 


O9552271 


Operation and Maintenance..............:.6066 54,249 38,423 4,974,398 25,625 
Billingeands Collectinge....cnusssctsnsssssececrsess 37,169 24,226 1,298,892 43,755 
AA MINistratiombs.sa.ceinsecs << cesee sesncenteshieneences 55,153 19,882 1,350,479 90,233 
Depreciation Less Amortization ................ 33,764 35,143 3,044,819 59,426 
RinancialGExpensevsrnas..ccss:sdisevsennesntecneans 8,774 6,116 114,996 


86 
21 


JOMPANG TERA SINIS) 3, Tresstooarmndsctobadeenobascnbecce0 


1,184,336 TSE 97, 1,655,111 121,266,162 1,839,9 


30,394 16,900 88,464 5,864,839 
= ie 3,737 as 


30,394 84,727 5,864,839 119,788 


12,000 998 14,589 = sss 
18,394 15,902 70,138 5,864,839 119,788 


30,394 16,900 84,727 5,864,839 119,788 


Income Before Extraordinary/ 
WnusualWItemse cwacsnenennccusenemecavetraraneencanes 
Extraordinary/Unusual Item(s).............:.0..06 


INET INCOME ec cocerneenenetnaectteseiaseciesavorsene 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


INetuIMCOMie ys yiaka cos cancun sais ca saeanceeacacepem ent 
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Municipality. <cc.c:schceseesessvocconttederaerdeestiesieiss 
Numbenmofs@ustomerssa snes. soscteceensaseeeeeeseen es 


A. BALANCE SHEET 

FIXED ASSETS 
Plant randitacttiescesicccecsmesuesnmece acces oe 
Less: Accumulated Depreciation................ 


INetifixeds aSSEtSi nc. a.ce ecentecacace neseaestonttlerct 
CURRENT ASSETS 

Gashiandw Bank Pera ruestecchdsmoneincsaceesscne 
ENVESUMTIODES i ateredier dese matiwevieijetslsneste ea eeteocamees 
IACCOUNTSIIRECEIVADIC se cccecsic dene aaiiiennnncinee ss 
WINbDiHEAMRE VENUES ton. naavensarermeenotieenestaeecse 
INVEMLOTY eerieu auc da sean qeiantanesdears dsecetle ace: 
OPS Resin ueletsmenetecwad ede arieces oe iuutevscoeeslae 


Totals Current tAssetssis seccadiacwnsiessateaclsitierenr 
OTHERGASSETS iota. bostnctteensncvencunestontadeesen 
EQUITY IN ONTARIO HYDRO............... 


MOTALASSEDS cre ecsescessascssesecsee uncer as 


DEBT FROM BORROWINGS 
Debentures and Other Long 
Merine WD eDt sea csmemar teresa enaaas cance emote cleans 
Less Sinking Fund on 
IDEDENCUTETS sen dactedesmaeerobuseevacesctannreowennte 


Less Payments due within 
ONE WVCALacandnweteeeccescdaarcsceeecc et cistelse 


LIABILITIES 
Current: Eitabilitieswcs.ic.ccesewasioaetyaesatiece canter 
OthensleiailGess. cece docstewuegdeactiesisteenmities aes 


DEFERRED CREDIT 
Contributed Capital 
Subject) to. PAMOrMiIZatiOn 5... scieeceneenseascent 
BESSA TIOLUZAtIOM cancites mead em onoseitsbiecnwelcorreaen 


IRESERIVES sacencere se eanenseenka anne osmnaneennncsde 
OTTER Ye OWI Faroe -asanaceiescacdeumecacasen ass 
BOQUITY “IN: ONTARIO HYDRO a. .ciiaise-sae 


TOTAL DEBT. LIABILITIES & EQUITY . 


Municipal Electrical Utilities Financial 


Woodstock Woodville Wyoming York Zorra 


10,834 297 1P>) 34,897 896 


$ $ $ $ $ 
11,860,396 172,503 460,843 37,482,152 811,088 
4,902,620 86,590 202,901 17,016,342 374,568 


6,957,776 85,913 257,942 20,465,810 436,520 


49,820 17,685 30,467 135,186 151,902 
1,125,000 — 20,878 3,650,000 — 
184,883 8,474 5,676 2,937,536 37,824 
1,999,700 44,700 72,000 3,616,564 128,445 
679,929 — 7,383 1,214,954 — 
14,140 — 364 41,411 1,382 


4,053,472 70,859 136,768 11,595,651 8195553 
52,843 — — 38,556 — 
9,617,348 143,039 311,741 28,054,786 652,413 


1,613,916 4,218,307 98,297 
435,312 1,332,002 875 
2,049 228 5,550,309 99,172 
825,365 22,383 46,036 19,960 
51,536 225 8,501 3,904 
773,829 17,160 16,174 37,535 16,056 
8,195,193 110,101 323,450 265125173 640,845 
9,617,348 143,039 311,741 28,054,786 652,413 


20,681,439 299,811 706,451 60,154,803 1,408,486 
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Statements for the Year Ended December 31, 1987 


Municipality 2: x cssenccatioeectn ceases es denesbr sesmeenepien Woodstock 


Woodville Wyoming York 
INumbe riofiGustomersicccscce ce nacasccocescureverensss 10,834 297 725 34,897 
$ $ 
7,920,487 114,009 313,706 25,632,702 
274,706 (3,908) 9,744 1,177,020 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGf INCOME SOT, YEAT.c.mescosscessssmesteocssmeenee 
Capital Contributions in respect of 

land/street lighting plant received in year 
PANGJUSCMENtS eedcceent et tactic coweces ineecvecureereded 


631,763 
9,082 


(297,549) 


8,195,193 110,101 323,450 26,512,173 640,845 
15,014,844 


270,822 596,985 
356,585 4,404 7,540 


15,371,429 275,226 604,525 45,756,169 1,157,716 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 

REVENUE 

PASCTVICEMIRCVENUC erecta: sonctacsuasecscastisee soso sees 
Other Operating Revenue .............::::0006 


44,020,930 
1,735,239 


1,141,087 
16,629 


TROMANG, RGE MASINI ONS)” sepcsondascdronsedesoochonosaa6" 


EXPENSE 

IROWEIBEUTCHASEG ors cccoteseesnewetooerarsoecmtied 13,386,439 245,631 538,653 37,794,854 1,000,211 
IocaleGeCneratiOnescsecaacsscocscrewsecan soutien — —_ _ —_ — 
Operation and Maintenance..................00+ 778,871 8,087 16,684 1,671,868 38,202 
BillinggandsGollecting w ..cascescee sess estas. 232,129 6,538 12,770 1,927,085 47,854 
IAGMUINIStraliONn eeaneceuseecesetonc cece sears seceenclodt 255,539 1e215 9,722 1,373,458 31,145 
Depreciation Less Amortization ................ 424,500 7,564 16,952 1,536,737 310222 
Rinancialgexpense ranvacsscnsstescrssstlsoesmeceare 19,445 101 36,190 


TRONUANE, JER IU EINES) ssadaqahnopobbtonecaonnde sod 


15,096,723 279,134 594,781 44,340,192 1,148,634 


274,706 (3, $08) 1,415,977 9,082 
238,957 


274, 706 (3; 908) 1,177,020 9,082 


eres 706 (3,908) 1,177,020 9,082 


Income Before Extraordinary/ 
MOMUSUAIVITEMS cee ewcerey sss scenes tengearentcencestenee 
Extraordinary/Unusual Item(s)...............000006 


INE INCOM Bi rransccnctsss cnmocers wears eecscantscns 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


Net INCOME Seances neil radte cnceulecenovestenecescinaes 
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Municipal Electrical Utilities Financial 


Total 


Municipality...........cceceseeeneeeerneseeneeeeanerenenss 


Number Of CustOmerSecns ence csp cores seisterts science 2,514,793 


A. BALANCE SHEET 


FIXED ASSETS $ 
Plantsand! tacilitiesn:ssscescs-macsteven ces cnscreres 379,274 |3,570,592,155 
Less: Accumulated Depreciation................ 159,891 |1,209,728,844 

NetrfixednassetSas ierasne-corasste sce aces 219,383 |2,360,863,311 

CURRENT ASSETS 
Gashwand Bankuinonsticetsesscneatteseeetieeesee +o 35,224 96,251,541 
INVESEIMENtS yopveracee crac clone seremrceeatsiore sto ecieneennetrearste — 223,611,247 
Accounts Receivable... ...5..0c.00...cesenrssessene 10,404 258,437 ,008 
Wnbilled sREVENUG oe eoaeeecee eeeeone acer cee eee as 43,000 317,200,102 
Ifoh201 00) 8 cua gcenineeedeands sang coadar ce odcuencoodoroon ce 5,663 127,655 ,266 
“OTIS 0. 7 BRR SAR Ree rch ote th ioc odemeconaennceccocaron tubdeen 253 S.1S7479 

Totala Current cASSCUS i acsasaceowaieniesaplesasliselni 1,028,312,343 
ORBERSASSEMSteteatess etecncstoe anes ttarcses ss 33 427,780 
EQUITY IN ONTARIO HYDRO............... 245,803 |2,026,023,096 

TOTAL, ASSE LS foe ctiecrcctesatsnavee esas. 


559,730 |5,448,626,530 


DEBT FROM BORROWINGS 
Debentures and Other Long 


Menm Debt, secrete nadss- 2. aeoeese terete sts ocns 194,164,257 
Less Sinking Fund on 
DC DEMNUUITORS soso cassie nee hos tia we oti stsieinslals slelablerste 23,929,217 


170,235,040 
Less Payments due within 


OME YOAT c.....cccceccseverssecnanseesescacovesasseess 17,665 ,763 
Totals, seen saci Nia aceuancoaseeaeacis neces §2,012 152,569,277 

LIABILITIES 
Currentul la DU ites cmcsuce pee emien clea soma eeonoeelre 52,192 431,666,026 
Other [ia bilities aetetsu.cescsecce tevewemsns meester 2,395 73,861,664 
ST OE AL oes Cel ee ch caton se vate CRA OMIT RS sins aisielani 505,527 ,690 


DEFERRED CREDIT 
Contributed Capital 

Subject to Amortization 404,917,796 

Wess A MOFUZAatlON cere ccenesecusedet esse terestessirivets 44,736,118 


1,415 360,181,678 
RESERWESeasipicsndie<stessmaeevadsauavencsanesc-sen at — 702,467 
TTS Y EO WT BY irs. concn ncisgtamesmaeriesasceanaa 205,913 |2,403,622,322 
EQUITY IN ONTARIO HYDRO.............5 245,803 |2,026,023,096 


TOTAL DEBT. LIABILITIES & EQUITY . 


559,730 |5,448,626,530 


Statements B and C 


Statements for the Year Ended December 31, 1987 


Total 


Municipality caummrsaiemucerscnusurssnc-aeaneancm nee Zurich 


INUIMDET Of CUSLOMETSs. cnn. eeeecnenecee cece ecaseree 2,514,793 


B. STATEMENT OF EQUITY 
Utility Equity, beginning of year .............. 
INGtuincOMenfORnyCalsnmacu scssc-osereceest tates 
Capital Contributions in respect of 
land/street lighting plant received in year 
JENGI US FNS TUS cab cobesBebAs Sosendosaund aduoncndensooodde 


1,446,343 
882,839- 


205,913 |2,403,622,322 


UTILITY EQUITY, END OF YEAR ........... 


C. STATEMENT OF OPERATIONS 
REVENUE 
MS ELVICE LINE VENUE Herons cis nese eouskeareemaeiencon 


406,582 |3,941,245,741 


OthersOperatingaRevenue wece.ccsscssarece ace 5,952 92,790,918 
OARS VEIN Bice cn sdeanconr's seers ceapwaients 412,534 |4,034,036,659 


EXPENSE 
POWEEREUrCHASEG Ee erdeee stressor eeaccen suiescen ners 


345,697 |3,402,900,785 


ocala Generationis..cotcscccscusesseemosm aenenones — 2,748,676 

Operation and Maintenance...............::066+ 13,588 170,884,150 

BillingeandeC@ollectingeanmscencun atest 8,851 74,001,058 

/ NAV o Vb ob 8621516) 0 Wace basanSa A BOreeehonbdremroscnodsa 19,730 90,003 ,672 

Depreciation Less Amortization ................ 13,075 115,347,048 

INAnCial plex PeNSe meses saees acannon 6,658 21,148,118 
POTALSEXPENSE peers sn: coat cuter 


Income Before Extraordinary/ 
inusialsitemisinecennssescee or eneareee enna: 
Extraordinary/Unusual Item(S)........:......0.<+.+ 


4,935 157,003,152 


895 ,233- 


4,935 157,898,385 


INE INCOME Sins scsctsecnccdsticccsncessesnasecencnses 


5,542 
(607) 


4,935 


LONSZ15135 
138,377,250 


157,898,385 


Appropriation for Debt Retirement.............. 
Appropriation for Accumulated Net Income.. 


PNOU INCOMMG ns 3. Soc se cisensianien atc waaiens oo nau eigunistslnwis setae 
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Municipal Electric Utilities 235 
STATEMENT “D” 


Statement D records use of energy, revenue, number of customers, average 
use per customer, and average revenue per kilowatt-hour for each of the 
main classes of service for all the municipal electrical utilities supplied under 
cost contracts with Ontario Hydro. The number of customers shown is that at 
the end of the year under review, but the calculation of monthly energy use 
per customer is based on the average of the numbers served at the end of the 
year under review and the preceding year. This is not applicable for 
restructured utilities. The revenue and use of energy for house heating and 
the use of flat-rate water heaters are included in the total shown, the flat-rate 
water-heater kilowatt-hours being estimated on the basis of 16.8 hours’ use 
per day. 


The average revenue per kilowatt-hour is the average paid by the customer, 
that is average revenue per kilowatt-hour received by the utility. Such a 
statistical average does not represent the utility’s actual revenue from 
delivering one kilowatt-hour. However, a comparison of this average over a 
number of years gives some indication of the trend of revenue in any one 
municipality, and the general trend may be seen in the table on page 103. 


The general service class includes data on both industrial and commercial 
customers. 


Information on monthly rates and comparative bills is published separately 
from this publication. Readers who require this information may obtain it by 
request to the Market Services & Development Division of the Energy 
Management Branch, at the Ontario Hydro Head Office, Toronto. 
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MUNICIPAL UTILITY ELECTRICITY 
FOR FORTY MAJOR MUNICIPAL 
For the Year Ended 


RESIDENTIAL SERVICE 


Rev. 

MUNICIPALITY TOTAL TOTAL per 
SALES REVENUE Sales Revenue |Customers} Cust. kW.h 

kW.h $ kW.h $ ¢ 

TOVONtOS hd ecociavaudns 8,790,811,551 | 451,332,106 | 212,670 | 1,526,176,054 | 87,215,815 | 180,452 5.71 
Hamilton .............000 5,926,708,201 | 253,051,226 | 122,536 880,771,794 | 52,269,315 | 111,025 5.93 
North York viedsccoccess 5,386,059,509 | 266,727,356 | 142,911 | 1,463,615,383 | 76,881,547 | 126,495 5.25 
Mississauga ............0++ 4,502,041,071 | 213,674,635 | 105,219 | 1,013,625,698 | 54,141,689 | 91,559 5.34 
Ottawa cuca tures 4,126,369,416 | 188,789,580 | 126,711 | 1,109,111,383 | 54,257,576 | 111,698 4.89 
Scarborough..........605+ 4,069,130,899 | 201,751,428 | 121,597 | 1,169,412,770 | 61,111,939 | 106,971 S28 
Etobicoke ...........00006 3,636,225,957 | 167,086,420 | 92,640 832,845,654 | 44,434,270 | 84,333 5.34 
Windsor. f: ast 2,591,481,715 | 124,993,287 67,936 576,068,941 | 32,453,025 | 60,192 5.63 
Londont.the tees. 2,511,033,238 | 122,654,235 98,711 820,040,027 | 44,843,965 | 88,652 5.47 
Bramiptonis.:iieh evinces 1,812,976,806 | 95,657,863 55,226 550,973,459 | 30,939,571 | 49,105 5.62 
Kitchener Wilmot ...... 1,685,320,083 82,597,887 | 55,817 524,312,722 | 27,651,271 | 49,424 5.27 
St. Catharines ........... 1,675,221,851 78,928,447 | 45,991 357,958,530 | 21,325,618 | 41,003 5.96 
Oakvillettexsics aces 1,281 467,320 59,492,684 31,234 318,100,116 | 17,690,828 | 27,857 5.56 
Markharitii% at. shee 1,132,895 ,537 61,387,512 | 41,638 447,924,062 | 25,935,800 | 36,155 5.79 
Oshawa mec 1,112,719,935 53,257,776 | 40,565 491,695,799 | 24,256,432 | 36,531 4.93 
Burlington ..........0006 1,092,605,676 | 55,001,253 38,584 395,599,650 | 21,710,561 | 34,743 5.49 
Thunder Bay ............ 1,049,738,462 | 53,737,942 | 44,488 350,684,738 | 20,283,067 | 39,868 5.78 
Guelbhiainceacenee 977,508,381 48,091,589 | 27,750 266,708,178 | 15,150,683 | 24,852 5.68 
Vaughan tastes 943,031,590 | 49,912,111 29,304 248,012,719 | 14,515,418 | 24,290 5.85 
VOre tn institut 912,207,214 | 44,020,930 | 34,897 285,757,064 | 15,085,943 | 30,927 5.28 
Waterloo North......... 894,417,354 46,105,510 | 29,076 297,213,850 | 16,580,726 | 24,430 5.58 
Nepeaite nad acne 888,501,171 45,260,569 33,081 377,044,217 | 20,821,676 | 29,714 5,52 
Cambridge N. Dumfries 856,099,087 | 44,638,884 29,797 270,994,198 | 15,313,254 | 26,244 5.65 
Bast VOrk ss) dueassns 802,424,612 38,619,825 24,986 220,514,844 | 11,544,496 | 22,345 5.24 
Sudbury ig sales 761,274,060 | 43,486,813 35,980 358,267,078 | 20,968,765 | 32,250 5.85 
Brantford ...:)sccsisccnens, 726,485,838 35,095,479 28,003 242,186,682 | 12,899,755 | 25,465 5.33 
Peterborough............. 676,380,455 32,563,765 24,852 285,223,293 | 14,480,009 | 21,674 5.08 
Kihgstote viata 656,881,990 31,971,618 24,313 208,564,543 | 11,151,933 | 20,252 5.35 
Gloucester .......:.0:00068 635,251,697 32,753,965 30,044 317,802,598 | 17,388,888 | 27,220 5.47 
Niagara Falls ............ 621,191,122 | 31,919,389 27,830 211,925,596 | 12,480,638 | 24,710 5.89 
Baie vactoneawaenc 578,257,538 29 565,221 19,751 183,624,145 | 10,238,724 ]| 17,039 5.58 
Soria fc. emia cite 540,283,260 | 25,432,934 17,873 144,238 ,690 8,274,311 | 15,916 5.74 
Notth Bay iiciocepcecdies 500,153,626 26,882,692 | 20,324 207,518,850 | 12,202,464 | 17,757 5.88 
Belleville .............006 454,700,509 22,513,717 14,359 128,995,031 7,190,024 | 12,098 557 
Richmond Hill .......... 430,148,103 23,165,099 19,122 165,584,879 9,740,993 | 16,730 5.88 
Pickering ............0065 428,995,237 22,542,953 18,901 220,295,631 | 12,034,768 | 17,407 5.46 
WHEE ae bs vieonnccastad 418,544,696 | 20,838,287 15,565 179,159,682 9,676,492 | 14,120 5.40 
CHARA cs 0s aise onsninerie 403,804,314 20,923,820 15,235 115,998,895 6,846,494 | 13,305 5.90 
Welland itussinesecntiae 395,513,077 19,619,437 17,590 119,302,735 6,924,864 | 15,084 5.80 
Stoney Creek............. 362,560,351 18,888,379 14,656 143,228,450 8,222,673 13,046 5.74 
Total leeks tert 67 247,422,509 |3,284,934,623 |1,997,763 | 18,027,078,628 | 987,136,280 |1,762,938 5.48 


Statement D 


SALES, REVENUE AND CUSTOMERS 
ELECTRICAL UTILITIES 
December 31, 1987 


Sales 


kW.h 
5,560,456,214 
1,396,593 ,408 
3 687,156,550 
ASE S/S ES 
2,544,444 ,713 


2,511,443 ,619 
2,584,194 362 
1,144,103 ,813 
1,433,251,001 
1,066,388 ,147 


907,670,831 
502,861,418 
529,413,157 
645 438,607 
453,941,905 


686 ,369 ,466 
661,005,309 
542,002,651 
690,561,351 
471,726,482 


537,138,524 
445,748,994 
577,897,329 
548,400,644 
394,584,782 


475 982,076 
343 ,634 642 
442,729 887 
312,124,339 
400,985 ,886 


349 555,098 
261,371,310 
289,215,856 
321,317,438 
260 646,064 


205,229,926 
234,179,774 
283 ,394 ,339 
206 256,737 
215,492,501 
37,918,067 ,087 


GENERAL SERVICE 


(under 5,000 kW) 


Revenue 


$ 
287,734,520 
62,579,247 
177,725,521 
130,602,581 
114,929,811 


123,222,008 
114,990,996 
55,819,720 
66,432,795 
56,701 ,742 


43 ,063 ,686 
23 966,547 
Da Siva GA pS 
33,022,957 
20,880,401 


32,166,592 
30,931,328 
25,086,565 
34,707,030 
22,755,510 


26,528,577 
21,153,674 
28,598,184 
25 568,550 
21,438,099 


21,605 ,046 
15 863,152 
20,492,437 
14,670,865 
18,797,977 


16,604,371 
12,408,067 
14,268,514 
14,897,931 
13,346,733 


10,070,720 
10,682,833 
13,526,305 

9,880,127 
10,436,224 


1,823 390,218 


Custo- 


mers 


32,191 
11,495 
16,412 
13,652 
15,002 


14,620 
8,303 
TS 

10,055 
6,118 


6,389 
4,982 
3,374 
5,482 
4,030 


3,841 
4,619 
2,895 
5,014 
3,968 


4,645 
3,366 
33553 
2,640 
3,730 


2,538 
S177 
4,061 
2,824 


3,120 


oe 
AE955 
2,567 
2,261 
2,392 


1,494 


kW.h 
14,437 
10,228 
18,864 
17,646 
14,412 


14,729 
26,313 
12,431 
12,046 
sil 


12,143 
8,599 
13,365 
10,156 
9,514 


15,343 
12,096 
15,966 
12,208 
10,056 


9,870 
11,594 
13,843 
17,252 

8,837 


14,126 
9,199 
Iss} 
O59 

10,793 


11,034 
10,885 
9,451 
11,617 
9,819 


11,836 
14,121 
12,313 

6,659 
11,409 
13,685 


GENERAL SERVICE 


(over 5,000 kW) 


kW.h 


1,638,120,169 
3,618,438,439 


194,477,976 
669,479 636 
446 304,000 


352,754,030 
188,550,301 
857,364,001 
234,293,250 
180,370,280 


235,746,930 
800,790,663 
425,980,407 

29 868,668 
157,130,751 


24,316,935 
160,429,352 


149,438,868 


53,197,980 
61,382,200 


26,840,484 


40,572,000 


41,571,175 
128,004,620 


63,785,005 


10,779,208 ,120 


$ 
71,743,573 
136,177,391 
7,833,095 
25,954,527 
19,576,406 


13,895 ,486 
7,875 ,436 
34,917,759 
9,548,641 
7,161,545 


10,360,573 
32,715,800 
16,344,931 
1,226,305 
6,831,081 


1,321,052 
6,724,896 


5,719,138 


2,280,687 
2,258,976 


1,158,768 


1,758,085 


1,774,575 
4,678,151 


3,359,988 


433,196,865 


| 


STREET LIGHTING 


Sales 


kW.h 
66,059,114 
30,904,560 
40,809,600 
25,777,800 
26,509,320 


35,520,480 
30,635,640 
13,944,960 
23,448,960 
15,244,920 


17,589 ,600 
13,611,240 
7,973,640 
9,664,200 
9,951,480 


10,636,560 
13,731,480 
8,368,200 
4,457,520 
5,284,800 


6,867 ,000 
4,325,760 
7,207,560 
6,668,640 
8,422,200 


8,317,080 
6,950,520 
5,587,560 
5,324,760 
8,279 ,640 


3,507,120 
6,668 ,640 
3,418,920 
4,388,040 
3,917,160 


3,469,680 
5,205,240 
4,411,080 
6,168,600 
3,839,400 


Revenue 


$ 
2,857 ,238 
1,273,957 
1,987,193 
1,206,541 
1,226,787 


1,669,463 
1,319,888 
674,783 
1,081,905 
742,350 


825 ,243 
623,842 
376,063 
480,534 
450,862 


495,775 
630,887 
383,306 
217,296 
251,613 


331,520 
207 ,997 
348,966 
305,826 
446,619 


375,285 
312,973 
262,923 
247,458 
381,091 


165,421 
3175933 
167,811 
205 ,882 
193)5/5 


168 ,666 
237,754 
210,508 
286,664 
179,921 


523,068,674 | 24,129,919 


238 


MUNICIPALITY 


Almon 


CS yale wars stoleiefers vist’ sre sto 


Alvinston uo. dtaeacenee st 
Amherstburg............. 


Ancast 
Apple 


to) ON anconacenitlicooran 
Pie aaa aacence 


IATKONAWE reo aneiescoeeecs 


Armpri 


OT nc cscesveccececres 


AStURE F. obs idem doh sees 
Atikokan Twp........... 
AUTOPA tastes caneoesconneas 


IBCachburg.hzancceamsacs 
Beetonren. ae sedseastsenes 


Belle 
Bellev 


RIVERA cedars 
TE nee enaeae 


Belmont?) cdedueonvawase 
Blandford Blenheim... 


Bobca 


VGCOMfesecsaeanass 


Bothwellé :.csecsssseseso 
Bracebridge ack co 
Bradford. .:3. isc. -2 
Brampton ince.este eoreners 


Brantfond...c cd ce85 
Brantford Twp.......... 


Brech 


11 IE ere ec Oe 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue Customers 


kW.h $ kW.h $ 
6,974,960 354,887 308 3,446,100 182,892 
284 324,500 14,640,165 14,271 108,461,864 6,075,524 
47,886 ,827 2,509,362 1,636 19,011,042 1,050,909 | 
13,146,101 687,670 487 7,466,715 396,927 
45,102,592 2,459,688 2,027 16,688,123 920,268 


1,097,429 
131,819 


E755 
367 


19,508,232 
2,403,451 


30,394 ,889 
4,857,111 


1,708,772 
255,436 


78,346,753 4,155,879 2,726 35,732,362 1,958 ,676 
31,223,986 1,678,197 1,715 22,824,981 1,239,431 
1,503,720 84,071 119 1,120,550 61,812 


119,128 
1,509,632 
406,135 
893,947 
4,461,019 


218 
2,854 

793 
1,934 
8,078 


158,617 
4,908 566 
1,074,923 
2,669 ,008 

10,296,109 


2,264,530 
27,693,416 
7,472,890 
14,005,239 
79,043,926 


3,020,240 
105,224 ,375 
21,439,010 
51,127,982 
202,186,401 


148 
2,403 
1,069 

19,751 

573 


1,275,750 
27,488,752 
10,425,450 

183,624,145 

4,869,518 


75,090 
1,428,401 
572,963 
10,238,724 
280,389 


1,826,640 
53,828 ,136 
26,881,640 

578 ,257 538 

11,249,151 


109,265 
2,806,250 
1,420,329 

29,565,221 

613,529 


459 
632 
819 

1,461 
14,359 


5,210,556 
3,982,450 
7,310,875 
16,559,910 
128,995,031 


282,749 
224,209 
423,162 
947,569 

7,190,024 


7,965,451 
5,389,710 
11,922,342 
25,999,790 
454,700,509 


423,598 
301,633 
678,678 

1,451,390 

22,513,717 


400 
669 


288,541 
393,898 


5,287,898 
7,196,306 


7,105,918 
16,959 ,646 


386,422 
863,322 


41,954,039 2,109,416 1,677 14,320,734 764,220 
7,539,095 408,778 337 3,327,088 180,016 
10,778,116 546,119 433 4,643,709 239,364 


24,028,398 1,401,057 1,250 13,125,805 758,250 


7,646,370 420,565 417 3,887,850 215,395 
37,617,874 1,997,740 1,896 17,135,637 934,258 1,497 
54,173,892 2,960,168 3,334 28,140,465 1,614,736 2,978 


1,812,976 ,806 95,657,863 55,226 550,973,459 30,939,571 49,105 


726,485,838 35,095,479 28,003 242,186,682 12,899,755 25,465 
104,168 ,873 5,488,767 2,634 26,981,318 1,509,426 W725 
2,347,528 125,452 125 1,122,320 58,260 87 
31,089,219 1,737,766 1,703 18,672,377 1,066,723 1,499 
42,389 635 2,285,712 Pid 7) 24,258,450 1,310,349 1,800 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers | kW.h Sales Revenue 


kW.h $ kW.h kW.h $ 
3,371,900 165,550 5,404 156,960 7,345 
173,281,076 8,254,796 12,074 2,581,560 121,110 
28,424,705 1,395,078 9,110 451,080 | 21,640 
5,513,426 276,368 6,659 165 ,960 8,309 
27,944 ,669 392,923 6,910 469,800 22,485 
10,524,497 550,306 4,278 362,160 17,540 
2,315,420 115,500 2,968 138,240 6,117 
41,765,511 2,090,823 9,695 848,880 41,007 
7,852,165 380,951 4,708 546,840 24,748 
359,050 19,271 1,662 24,120 1,095 
643,390 34,500 1,577 112,320 55259) 
76,889 ,439 3,319,924 16,180 | 641,520 29,602 
13,785,040 636,260 8,033 181,080 8,252 
36,350,543 1,718,799 9,437 772,200 36,943 
121,426,355 S5053,012, 11,011 1,716,120 81,510 
488,250 28,525 2,141 62,640 3,125 
25,886,504 1,335,896 | 6,517 452,880 22,018 
16,128,590 814,011 5,271 327,600 15,325 
349 555,098 16,604,371 11,034 3,507,120 165,421 
6,131,593 323,540 4,405 248,040 11,904 
2,596,135 135,180 4,507 158,760 7,612 
1,315,100 73,657 2,491 92,160 4,464 
4,308 ,347 235,209 3,945 303,120 14,289 
8,966,480 460,232 5,015 473,400 22,589 
321,317,438 14,897,931 11,617 4,388,040 205,882 
1,694,180 89,432 3,361 123,840 5,949 
9,557,780 455,872 6,127 205,560 9,812 
27,141,905 1,310,259 9,084 491,400 22,437 
4,112,647 207,795 4,695 99,360 4,700 
5,921,287 294,801 6,018 213,120 10,088 
10,538,273 588,050 3,378 364 320 18,168 
3,581,760 193,748 3,316 176,760 8,322 
19,805,437 992,792 4,189 676,800 31,704 
24,859,467 1,245,318 5,819 1,173,960 54,955 
1,066,388 ,147 56,701 ,742 15s 1a 180,370,280 | 7,161,545 15,244,920 742,350 
475 982,076 21,605,046 14,126 — — 8,317,080 375,285 
49,095,027 2,629,081 4,556 27,699,408 | 1,218,901 393,120 18,950 
1,190,648 62,029 2,611 34,560 1,604 
11,892,682 620,435 4,931 524,160 25,678 
17,616,025 909 ,838 4,573 515,160 24,707 
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Brockville sce. eteceeen- 
Brussels 2.-cc4: aces dates oe 
Burtordy.<2.% seers esses 
Burks) Fallsk corse. cee 
Burlington’ <.oseara cease 


Cachet Bayi.c 2assccceess 
Caledonsc ass ceescaeee 


Cambridge N. Dumfries 


Campbellford ............ 
Capreolias.casc erases 


Cardimalte-ccccmersseacee 
Carleton’ Placet....0e..- 
Casselmanisn eemennese. 
Chalk@Riveteesas. ce 
Chapleau Twp........... 


Chesleyi.s....t feeb rete 
Chesterville. .-*.4.. seer <= 
ClO sae ae 


CHAGON Sc ccctess tence: 
CODdEN bac: ese tiaer 
CODOUIE ..cpontdecaness 
Cochrane:i-% fe sicacens 
WolbOme...cs..cnceteas 


Coldwater cnt. sees 
Collingwood.............. 
COMDEK..... creatine cotees 
Cookstown... ics.ce-s+: 
Citta. .c hehe pee 


CKCEMOION a. pc thcinstacces 
Dashwood.....idsc0asns-s 
Deep uRiverr. aoe 
Delaware i... ciation os. 


DeS@ronto.. «.5.c25s0<0.cen 
Dra ytonesc. carmen scars. 
EGeSGEN <. art ents tees. 


TOTAL 
SALES 


kW.h 
272,576,376 
9,005 270 
8,875 ,953 
10,937,506 


1,092 605,676 


4,641,327 
65,300,173 
856,099 ,087 
39 ,048 ,079 
26,035,585 


11,037,536 
53,935,890 
21,065 ,449 

6,492,921 
29,195,978 


403 804,314 
3,834,610 
17,307,250 
23,042,895 
5,642,115 


26,340,858 
8,736,682 
180,954,260 
53,778,960 
16,889,983 


10,611,006 
206 ,667 575 
5,710,442 
TPO AL 
5,574,231 


10,885,450 
3,236,520 
49 695 535 
3,455,640 
31,550,084 


14,543,420 
7,504,760 
29 626,726 
59,758,710 
3,036,970 


TOTAL 
REVENUE 


$ 
13,736,501 
481,090 
489 913 
602,768 
55,001,253 


254,706 
3,575,478 
44,638,884 
1,738,307 
1,387,092 


569,822 
3,017,911 
1,150,268 

358,101 
1,702,805 


20,923 ,820 
210,756 
945,816 

1,157,891 
301,171 


1,398,161 
476 ,866 
8,132,987 
2,698 ,936 
926,241 


597,133 
9,536,770 
312,118 
409 542 
316,140 


586,018 
173,632 
2,774,525 
190,691 
1,756,650 


835,952 
383,734 
1,585,456 
3,188,646 
168,428 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 


TOTAL 
CUSTO- 
MERS 


Sales 


kW.h 
79,925 ,724 
5,029,780 
4,709,270 
4,228,772 
395,599,650 


4,027,072 
22,343,100 
270,994,198 
16,791,080 
16,829 ,666 


5,741,080 
28,415,961 
10,914,885 

4,705 ,323 
15,602,983 


115,998,895 
2,230,800 
10,133,008 
8,132,127 
3,507,203 


13,016,240 

5,297,986 
47,656,232 
16,506,827 
10,297,700 


5,957,850 
60,612,203 
2,496,025 
5,626,381 
4,179,648 


7,271,200 
2,407,950 
28,202,592 
2,773,620 
13,295,296 


7,726,350 
3,092,205 
9,369,209 
22,249,781 
1,072,100 


Revenue 


$ 
4,590,931 
275,313 
260,845 
235,023 
21,710,561 


221,155 
1,297,669 
15,313,254 
769,854 
942,549 


313,165 
1,651,897 
620,259 
263,013 
951,514 


6,846,494 
121,841 
562,000 
449 097 
188,132 


727,156 
291,907 
2,398,564 
967,142 
574,053 


328 ,463 
3,174,135 
138,461 
298 ,274 
233,123 


385,513 
127,347 
1,627,839 
147,088 
824,805 


457,746 
162,606 
555,597 

1,433,827 

59,332 


For the Year Ended 


RESIDENTIAL SERVICE 


Customers 
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_ SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


i) 
“ 


GENERAL SERVICE 
(over 5,000 kW) STREET LIGHTING 


GENERAL SERVICE 
(under 5,000 kW) 


Rev. 
Custo- Custo- | per 
Sales Revenue mers Sales Revenue mers | kW.h Sales Revenue 


| kW.h $ kW.h $ ¢ kW.h $ 
| 190,228,932 8,827,655 14,424 2,421,720 114,225 
3,824,290 197,549 3,663 151,200 7,328 
| 3,935,203 207 ,398 2,902 231,480 10,855 
| 6,574,454 351,690 33919 134,280 6,482 
686,369,466 32,166,592 15,343 10,636,560 495,775 
506,975 28,394 1,837 107,280 5,161 
| 42,379,633 2,185,186 8,137 577,440 27,818 
577,897,329 28 598,184 13,843 7,207 ,560 348 966 
Dl MESs319 927,905 6,172 481,680 19,848 
8,652,239 415,724 6,496 553,680 26,306 
| 5,071,456 240,130 6,403 225 ,000 10,649 
24,776,529 1,253,871 7,245 743,400 36,069 
| 9,977,404 512,445 6,652 173,160 8,523 
| 1,668,078 87 ,667 4,344 119,520 5,710 
| 13,214,635 685 ,706 5,647 378 ,360 18,177 
283,394,339 13,526,305 12,313 4,411,080 210,508 
| 1,486,450 81,067 253 117,360 5,797 
6,877,602 355,095 4,309 296,640 14,158 
| 14,702,688 700,852 11,781 208,080 10,125 
159593232 107,758 Piseys 175,680 8,281 
12,784,258 640,738 4,693 540,360 25,567 
3,251,856 175,060 S319 186,840 8,851 
132,201,108 5,816,793 12,736 1,096 ,920 48,630 
36,777 ,853 1,707,540 9,887 494,280 22,806 
6,158,843 309,994 4,935 433,440 20,604 
4,519,236 251,774 3,587 133,920 6,471 
118,070,532 5,176,149 11,617 1,194,840 53,662 
3,073,297 159,903 53227), 141,120 6,554 
1,860,950 100,051 2,423 123,840 5,958 
1,277,583 75,871 2,088 117,000 5,687 
3,477,450 174,057 4,082 136,800 6,468 
760,530 41,066 1,440 68,040 3,219 
20,689,783 1,076,686 10,202 803,160 40,607 
610,740 33,272 ep. 71,280 3,431 
17,646,028 932,082 4,759 608 ,760 29,763 
6,508,190 345,611 6,865 308 ,880 15,710 
4,297,355 213,799 5,190 115,200 5,329 
19,874 837 997 ,279 8,582 382 ,680 18,580 
36,313,369 1,790,607 teh All 1,195,560 56,466 
1,911,950 104,921 4,426 52,920 2,593 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


Rev 
MUNICIPALITY TOTAL TOTAL per 
SALES REVENUE Sales Revenue Customers} Cust. kW.h 


kW.h $ kW.h $ ¢ 
Dundalke...i.csen--csee> 16,705,040 829,562 667 8,237,900 414,558 544 5.03 
DUNGAaS ccc saeneesee nara: 131,992,169 6,947 ,323 7,246 70,206,281 3,882,400 6,510 SYS, 
Dunnville. tween 42,018,579 2,348,399 23239 14,461,238 933,470 1,891 6.45 
JDL PEW ogee dc adadoantioge 18,636,946 1,042,169 1,072 8,728,299 518,095 915 5.94 
Dutton... oe.sceressene 6,482,860 371,562 466 3,385,537 198,683 380 5.87 
East xOrk cctyaseeceresses 802,424,612 38,619,825 24,986 220,514,844 11,544,496 22,345 5.24 
East Zorra Tavistock . 21,392,783 1,076,789 Uiphe, 9,970,624 522,319 646 5.24 
Eganville?....:.00:-+.cee+-- 10,237,346 559,550 643 5,644,978 305,359 513 5.41 
Elimvalece.cictesentan ere 14,060,023 716,780 681 6,475,350 328,552 558 5.07 
Elmwood saciseeeseseneee~< 2,132,150 121,102 163 1,644,250 93,901 136 seg 
Blotanees uest. caters tcnse: 21,447,023 1,145,763 1,163 11,965,552 656,284 996 5.48 
Bmbminhn s.sacsseeae anne 23 693,287 1,299,550 968 14,685,872 805,077 843 5.48 
Ericauencs.sctossens este. 4,880,400 258,172 381 3,352,354 177,118 318 5.28 
} 3 gh a dateoneeice-ohanonoeeean 50,285,036 2,169,864 922 11,135,222 585,716 781 5.26 
Espanolatene.ceseteeseee == 43 ,687 ,665 2,333,884 2,262 253291, 572 1,405,243 1,999 5.56 
ESSOX ceetmasnca. coe tuessen 46,281,291 2,447,567 2,362 22,930,817 1,281,978 2,085 S559 
Etobicoke «05. 52.05++--«+ 3,636 ,225,957 | 167,086,420 92,640 832,845,654 44,434,270 84,333 5.34 
|B} OLS tha secncecnibusnongnahcn 41,142,151 2,217,445 1,864 19,326,734 1,099,096 1,566 5.09 
Fenelon Falls............ 21,424,222 1,155,101 1,083 12,425,875 675 ,699 898 5.44 
Fergusiticss.cescseesee- ses 99 565,942 4,810,747 2,458 22,014,347 1,246,016 PANG) 5.66 
Finchysaesesp-ceadserteseictesec 3,965 ,067 226,069 226 23162,373 124,407 179 Sal 
Flamborough............. 22,104,961 1,149,526 1,102 11,955,017 638,864 918 5.34 
Flesherton.:.....2.2.20-:-- 6,308,132 307,747 341 3,383,600 163,220 271 4.82 
FOLeStreesns<ndscounssseset« 25,835,212 1,410,071 1,186 12,342,805 700,827 985 5.68 
Fort Frances. J2.0ve--.0-- 80,997 ,368 3,800,167 3,628 46,298,061 2,173,784 3,170 4.70 
Frankford) caves ccc - 15,408,450 847,094 854 10,493,024 568 ,640 749 5.42 
GlEOTRINA y..naaue reese ster 26,397 ,861 1,363,911 1,223 14,440,642 754,026 1,021 Bry 
GICNCOE snes. es teena voter 15,309 ,082 871,040 823 5,844 ,802 344,918 657 5.90 
GOUCEStEN «nore. semesters 635,251,697 32,753,965 30,044 317,802,598 17,388,888 27,220 5.47 
Goderich... .eediee eer 106,641,074 5,179,735 3,372 30,439,591 1,692,055 2,748 5.56 
Goulbourn ......:.0.:0++ 26,032,643 1,487,313 i 18,456,076 1,028,400 1,041 Spey) 
Grand. Bend |...7...2..... 12,590,086 777,679 985, 5,784,500 381,759 763 6.60 
Grandi Valley (tec .2.<... 9,297,191 518,152 492 6,094,278 329,681 417 5.41 
Granton \.....ccrscenecns-0 2,666 ,137 130,582 134 1,476,600 67,998 eZ 4.61 
Gravenhurst einersccrses= 39 212,288 2,044,194 2,057 19,258,564 1,035 ,948 1,694 5.38 
GIDSDYic- et ceanenaesns 114,270,939 6,461,261 6,497 59,572,000 3,593,370 5,823 6.03 
AGEL sans as sees se 977,508 ,381 48,091,589 27,750 266,708,178 15,150,683 24,852 5.68 
Haldimand .......20...2:.-. 48 ,848 ,104 2,657,772 SZ 26,335,816 1,488,776 2,830 5.65 
Halton Sbiulls < -ctonceewss« 327 496,358 17,465,216 11,994 140,623,590 8,087 ,900 10,637 5.75 
Hamilton :...a.ccssacens's 5,926 ,708,201 | 253,051,226 | 122,536 880,771,794 52,269,315 } 111,025 95 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) 


STREET LIGHTING 


| Rev. Rev. 
Custo- per Custo- | per 
Sales Revenue mers kW.h Sales Revenue mers | kW.h Sales Revenue 
| kW.h kwh | ¢ kW.h kW.h $ 
8,298,300 399,251 5,622 168,840 7,694 
| 59,200,728 2,871,786 6,712 2,585,160 120,146 
26,940,301 1,356,591 6,526 617,040 29,192 
9,595,447 492,784 5,029 313,200 14,691 
_ 2,945,763 161,089 2,854 151,560 | 7,190 
| 548,400,644 25,568,550 17,252 6,668,640 305 ,826 
| 11,185,999 527,754 8,177 236,160 10,956 
4,361,248 233,085 2,884 231,120 11,236 
7,385,593 354,642 4,885 199,080 9,008 
431,740 24,569 15333 56,160 2,654 
| 
| 9,247,831 471,552 4,642 233,640 10,927 
8,703,935 458,798 6,044 303,480 14,748 
1,431,926 75,539 1,925 96,120 4,515 
38,913,654 1,558,981 23,163 236,160 10,803 
17,910,093 894 ,763 5,528 486 ,000 22,809 
22,759 354 1,106,979 7,024 $91,120 27,610 
2,584,194 362 114,990,996 26,313 30,635,640 | 1,319,888 
21,224,657 1,078,813 3975 590,760 28,197 
8,703,507 452,288 3,942 294,840 13,960 
76,921,955 3,503,051 18,634 629 ,640 29,180 
1,711,614 95,418 3,035 91,080 4,450 
9,738,464 483,804 4,484 411,480 19,451 
2,804,652 134,459 3,387 119,880 5,319 
13,049 ,607 679 ,375 5,465 442,800 20,969 
33,444 347 15715513 6,481 1,254,960 $1,524 
4,746,586 247 ,263 3,767 168,840 7,961 
11,661,659 590,187 4,811 295 ,560 14,011 
9,187,440 489,737 4,640 276,840 13,144 
312,124,339 14,670,865 9,559 5,324,760 247,458 
43,961,827 DAOTESTS 5,806 995 ,760 45 831 
7,239,607 390,300 4,536 336,960 16,578 
6,519,386 377,788 2,481 286,200 14,532 
3,094,913 162,373 3,307 108 ,000 5,303 
ia Rou 27/4 63,223 4,361 38,160 1,561 
19,273 324 928 ,083 4,499 680,400 30,101 
52,681,139 270 6,475 2,017,800 99,770 
542,002,651 25,086,565 15,966 160,429,352 | 6,724,896 8,368,200 383,306 
21,484,488 1,086,035 3,761 — — 1,027,800 47,278 
184 826,168 9,254 464 11E555 —_— — 2,046,600 100,007 
1,396,593 ,408 62,579 ,247 10,228 3,618 438,439 [136,177,391 30,904,560 | 1,273,957 
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Hanover.. 
Harriston. 
Harrow ... 
Hastings .. 
Havelock . 


Hawkesbu 
Flearst.;..- 


Holstein .. 
Huntsville 


LY Sedeceescaeses 


Ungersolliy ice .sesoasevews 
TTOQUOISS. 125. ereeeeere tr 
Iroquois Falls............ 


Kingsville 
Kirkfield. 
Kitchener 
L’Orignal 


Wilmot ...... 


Teakefield! 79. teres teens 


Lanark ... 
Lancaster 


Larder Lake Twp...... 


Latchford 


Peamington’t.crcnencer. 


Lincoln... 
Lindsay .. 
Listowel . 


Magnetawan............+ 


Markdale 
Markham 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue /Customers 


kW.h $ kW.h $ 

70,035,958 3,675,788 2,673 23,064 ,206 1,325,863 2,253 
18,145,753 970,361 876 8,112,980 466 ,692 1B 
223055391 1,256,743 1,000 11,233,114 633,002 821 
10,014,864 548,607 577 5,791,201 322,962 471 
122975519 603,515 610 6,580,300 354,047 505 


179,619 ,994 8,318,219 4,150 48,358,622 2,477,977 3,583 
98 ,688 ,430 4,775 ,706 2,267 25,524,572 1,412,802 15937 
14,172,731 750,062 474 4,757,570 244,360 379 

1,398 ,690 80,550 111 984,600 Dos 129 89 
46,542,757 2,392,166 22 14,140,279 804,616 1,329 


91,774,555 4,783 ,038 3,474 PAL PA NE, 1,637,175 3,005 
23,620,496 1,147,654 520 553055797 294,934 437 
23,004,923 1,327,684 1,829 13,114,168 814,530 1,660 
256,241,509 13,589,197 10,307 108,548 ,086 6,316,855 9,698 


47 736,396 2,530,189 2,605 20,930,893 1,215,538 2,190 


29,745,419 1,612,627 1193 14,662,893 832,967 1,015 
99 525,609 5,280,284 5,196 42,024,816 2,362,902 4,401 
4,327,499 258,715 344 2,679 ,390 162,730 287 
61,113,737 3,165,692 DSHS 38,281,411 2,024,281 Papel) 
656,881,990 31,971,618 24,313 208 564,543 te ISIN933 20,252 


44,166,503 2,438,546 2,285 22,880,087 1,326,411 1,943 
2,030,949 108,358 123 1,295,609 68,356 93 
1,685,320,083 82,597 ,887 55,817 524,312,722 27,651,271 49,424 
16 ,468 ,932 903 ,254 803 11,781,875 631,463 713 


27,546,904 15255102 iT dg! 14,634,731 843,397 997 


6,852,816 407,412 401 3,625,188 PAS ES YP 317 
7,310,207 390,886 356 4,278,424 230,064 276 
7,954,018 456,882 521 5,865,710 336,388 451 


170 
3,896 


210 
4,581 


169,010 
2,042,316 


174,112 
6,019,805 


2,049 540 
36,967 ,233 


3,284,850 
124,561,639 


28,129,692 1,587,556 1,846 14,881,661 869,712 1,684 
182,358 ,386 9,197,036 6,046 55,142,169 3,085,759 5,217 
62,184,294 3,317,867 2,099 20,191,783 1,182,427 1,818 
2,511,033 ,238 122,654 ,235 98,711 820,040,027 44 843,965 88,652 
12,985 ,983 736,296 661 8,278,813 467,589 569 


10,203,451 549,370 549 5,741,921 305 ,323 456 
13,823,090 765,492 704 6,644,023 370,430 528 
2,065 390 123,253 155 1,207,050 70,846 121 


524 
36,155 


661 
41,638 


392,557 
25,935,800 


927,914 
61,387,512 


7,034,300 
447 924,062 


17,168,050 
1,132,895 537 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE GENERAL SERVICE 


(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
Rev. Rev. 
Custo- per Custo- | per 
Sales Revenue mers kW.h Sales Revenue mers | kW.h Sales Revenue 


kW.h $ kW.h kW.h $ 
46,357,592 2,285,046 9,492 614,160 29,269 
O51255593 475,966 5,789 307,440 14,703 
10,834,243 604 395 5,101 248,040 11,946 
4,064,903 208,413 35257 158,760 7,550 
4,512,419 231,284 3,616 136,800 6,438 
130,091,372 a, /13;201 19,256 1,170,000 53,983 
72,295 898 352915933 18,652 867,960 39,474 
9,257,841 496,842 8,207 157,320 7,360 
385,650 22,074 1,461 28,440 1,398 
32,070,558 1,546,522 6,888 331,920 15,599 
62,724,556 2,989,688 11,169 1,522,080 71,835 
18,165,659 843,986 18,239 149,040 M3232 
9,346,795 464,770 4,609 543,960 24,733 
145 980,543 6,867,160 213193 1,712,880 84,074 
25,846,463 1,281,243 5,203 959,040 44 894 
14,711,006 750,764 7,046 371,520 18,321 
55,548 ,873 2,633,070 5,765 191E920 89,081 
1,533,989 87,963 2,283 114,120 D355 
22,011,166 1,104,524 4,632 821,160 38,154 
442,729,887 20,492,437 Ou5S 5,587,560 262,923 
20,668,656 1,058,110 Sula 617,760 30,025 
686,020 37,438 1,906 49,320 2,406 
907,670,831 43 ,063 686 12,143 17,589 ,600 825,243 
4,442,977 228,663 4,114 244 ,080 11,575 
12,480,173 663 ,602 S977 432,000 21,841 
3,057,708 182,691 3,070 169,920 8,538 
2,902,183 149,231 3,023 129 ,600 6,007 
1,989 668 109,581 2,512 98,640 4,779 
1,145,670 56,672 2,387 89,640 4,143 
86,313,886 3,858,211 10,455 1,280,520 57,332 
1257935391 676 672 6,663 454 680 22 IL 
125,739,857 5,875,496 12,670 1,476,360 68,976 
41,379,791 2,078,498 12,228 612,720 30,197 
1,433,251 ,001 66,432,795 12,046 23,448,960 | 1,081,905 
4,481,810 239,579 4,104 225 ,360 11,128 
4,268,210 222239 3,784 193,320 9,026 
6,876,307 366,569 Shi! 302,760 14,712 
789,580 45,085 1,935 68,760 3,428 
9,917,750 507,874 6,033 216,000 10,198 
645 ,438 ,607 33,022,957 10,156 29 868,668 | 1,226,305 | 9,664,200 480,534 
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MUNICIPALITY 


Mildmay..... 
Millbrook ... 


Mississauga . 
Mitchell...... 
Moorefield.. 


Morrisburg.. 


see ec eennneee 


eee eee eeeeeee 


Mount Brydges ......... 
Mount Forest............ 


Nanticoke... 


Napanee..... 


Nepean ...... 


Newmarket . 


Niagara Falls ............ 


Niagara On 


The Lake 


NickelsGentre ea... 
Nipigon Twp............- 


Norfolk): 2 aaa cant 
NorthiBay <...nn see 
N. Dorchester Twp.... 


North York 
Norwich .... 


Norwood ... 
Oakville .... 
Oil Springs 
Omemee.... 
Orangeville 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 


SALES REVENUE Sales Revenue {Customers 


kW.h $ kW.h $ 

13,004,906 691,956 7,356,017 395 ,964 
1,853,860 103 ,692 1,308,000 72,261 

11,195,789 565,761 6,556,210 336,484 
7,813,208 403 ,367 3,877,568 199 698 


6,282,690 338,671 4,759,830 256,435 375 


41,624,805 1,922,675 18,998,625 976,667 Es 


4,219 348 223,947 2,748,100 146,336 242 
149,150,985 7,089 ,461 43,759,718 2,373,993 4,420 
7,518,736 410,109 5,342,903 287,340 376 
9,135,210 496,958 505 5,946,004 323,022 416 


6,904,617 
S17AlS2 


8,709 
472 


18,488,159 
597,509 


10,461 
Si 


123,609 ,689 
6,114,400 


356,781,247 
11,182,220 


4,502,041,071 | 213,674,635 | 105,219 | 1,013,625,698 54,141,689 91,559 
32,112,761 1,760,893 1,324 13,682,887 800,393 1,135 
3,251,167 192552 181 1,901,756 110,015 146 


29 471,164 1,506,085 ALITA 14,912,729 857,888 1,001 


9,176,478 485,983 610 5,625,456 303,326 528 
35,077,028 1,829,439 1,803 16,970,004 900,816 1,508 
51,029 ,806 2939 51k 3,701 26,401,939 1,610,310 3,158 


56,304,975 2,941,540 2,225 16,375,199 938,700 1,785 


20,821,676 
138,229 


29,714 
226 


45 260,569 
185 ,660 


33,081 
263 


377,044,217 
2,541,200 


888,501,171 
3,315,140 


4,339 ,806 246,865 283 2,780,009 161,231 245 
3,247,120 168,052 178 1,327,116 12,216 143 
148,835 ,683 7,893,778 6,034 72,038,246 3,918 ,096 5,422 


310,005 ,690 16,201,949 IDI 133,003,516 7,309,151 11,348 


621,191,122 31,919,389 27,830 211,925,596 12,480,638 24,710 
110,795 ,774 6,357,650 5,419 47,275,157 2,910,282 4,202 
13,841,592 774,606 911 8,833,972 509 ,064 832 


17,282,695 972,967 924 6,945 ,684 435,811 754 


4,600,330 257,160 428 2,596,400 143,825 309 
500,153 ,626 26,882,692 20,324 207,518,850 12,202,464 17,757 
8,418,798 439,205 Set 4,290,610 234,448 447 
5,386,059,509 | 266,727,356 | 142,911 | 1,463,615,383 76,881,547 | 126,495 
18,627 ,503 1,078 ,374 JS =) 11,412,843 674,352 1,145 


10,539,528 583,625 586 6,512,978 363,749 502 
1,281 467,320 59,492,684 31,234 318,100,116 17,690,828 27,857 
4,047,570 226,728 339 2,372,770 134,136 255 
7,968,114 429 668 415 4,417,835 242,994 346 


143,856,730 6,762,643 5,538 45,181,590 2,406,924 4,641 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) | STREET LIGHTING 
Rev. Rev. 
Custo- per Custo- }| per 
Sales Revenue mers kW.h Sales Revenue mers | kW.h Sales Revenue 


kW.h $ kW.h kW.h $ 
5,347,209 267,273 3,428 301,680 13,887 
498 ,700 28,832 2,078 47,160 2,334 
4,429 339 221,432 4,672 210,240 9,991 
3,755,280 191,496 3,863 180,360 8,432 
1,345,380 69,286 3,114 177,480 8,172 
21,860,100 996 353 6,093 766 ,080 33,596 
1,380,168 74,528 2,396 91,080 4,233 
104,294,707 4,560,299 14,681 1,096,560 47,770 
1,965 ,233 108 ,007 2,047 | 210,600 10,001 
3,056,006 162,006 2,927 133,200 6,395 
230,864,318 11,118,532 11,330 2,307 ,240 110,605 
4,829,140 257,981 3,796 238,680 11,396 
2,793 157,937 130,602,581 17,646 25,777,800 | 1,206,541 
18,060,154 929 202 8,005 369,720 18,098 
1,265,891 71,813 35197, 83,520 4,224 
14,154,155 764,191 6,740 404 ,280 19,975 
3,398,382 168,728 3,496 152,640 6,929 
17,710,664 885 ,782 5,020 396,360 18,614 
23,482,707 1,239,189 3,671 1,145,160 54,620 
39,279,616 1,910,115 7,612 650,160 31,023 
445 748,994 21,153,674 11,594 4,325,760 207,997 
683,220 40,650 1,498 90,720 4,268 
1,476,637 79,449 3,155 83,160 3,974 
1,844,764 89,635 4,392 75,240 3,441 
74,709 077 3,598,654 10,189 2,088,360 96,813 
174,298,214 8,554,824 10,880 2,703,960 131,223 
400,985 ,886 18,797,977 10,793 8,279,640 381,091 
62,498,217 3,340,674 4,347 1,022,400 50,294 
4,603,700 242,259 SS 403 ,920 19,368 
10,191,931 521,318 4,996 145 ,080 7,110 
1,855,970 103,223 1,289 147,960 Ta) 
289,215,856 14,268,514 9,451 3,418,920 167,811 
3,982,028 199 346 3,998 146,160 6,846 
3,687 156,550 I/T/ Paya yall 18,864 194,477,976 | 7,833,095 40,809,600 | 1,987,193 
6,849 620 372,102 2515 — — 365,040 17,569 
3,846,910 207,443 3,909 — — 179 ,640 8,785 
529,413,157 fas) PaVayea] fs 13,365 425,980,407 | 16,344,931 7,973,640 376,063 
1,571,480 86,674 13559 103,320 4,841 
3,428,599 170,505 4,202 121,680 5,669 
97,632,940 4,406,520 9,838 1,042,200 46,218 
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MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


MUNICIPALITY TOTAL TOTAL 


SALES REVENUE Sales Revenue j|Customers 


kW.h $ kW.h $ ¢ 
Orilliatiasvacs.accue. concer 272,860,225 12,975,835 9,624 92,356,499 4,516,129 8,420 4.89 
Oshawa .<. occuaceeeesosesss WZ 7193935 53,257,776 40,565 491,695,799 24,256,432 36,531 4.93 
Oltawaln.cssarsesteaoenees 4,126,369,416 | 188,789,580 } 126,711 | 1,109,111,383 54,257,576 | 111,698 4.89 
Owen Sound esc: 257 ,245 ,925 12,347,334 8,111 73,521,848 3,862,638 6,874 320 
Paisleyietieucesccedierstecss 9,735,140 519,195 473 7,054,650 373,650 403 5.30 
Palmerstont-c.eces- soc 16,339,040 876,554 916 8,767,190 490,541 782 5.60 
PaviSteeve savas sna nretesece sss 61,459,041 3)322,/22 3,027 24,528,489 1,456,348 2,676 5.94 
Parkhily sc cccssaeeteseeerse 14,858,002 773,877 622 7,249,599 394,435 506 5.44 
Party SOUndsscavts-ocms:- 70,121,979 3,689,829 2,972 34,597,067 1,869,884 2,426 5.40 
Pelhamiscc.;.:ceseceseoess 16,580,711 936,236 TESS) SIMS Sioa 573,761 983 5.87 
Pembroke... sessets. totes 146,313 526 7,570,417 6,353 58,857,451 3,280,338 55291 Si 
Penetanguishene ........ 63,943,019 3,244 566 PP P6)) 27,014,366 1,460,237 1,961 5.41 
POrth: Accnsodsctveraseseces 86,945,578 4,289,229 2,929 25,469,799 1,447,013 2,393 5.68 
Peterborough............. 676 380,455 32,563,765 24,852 285 ,223 293 14,480,009 21,674 5.08 
Petrolianc.c.-qeestrostees 34,276,783 1,842,285 PAL 14,048,755 826,234 1,469 5.88 
PicKerinigyc..spoteen enemies 428 ,995 237 22,542,953 18,901 220,295,631 12,034,768 17,407 5.46 
PiCtONGasencontrsesesses ess 39,907,471 2,223,149 2,089 18,140,784 1,060,471 1,671 5.85 
Plantagenet cpacnrs-errces 8,871,719 478,430 383 5,391,282 297 ,634 320 5.52 
Point Edward............ 55,033,270 2,673,172 1,025 7,670,338 436,664 837 5.69 
Porte Bunwelliccesse.ees 4,209,290 257,796 410 2,641,100 165,651 330 6.27 
Port’ Golborne 20. 50-5+ 207 246,367 10,549,276 8,153 55,903,295 3,587,616 7,264 6.42 
Port@ Blain sc saceaveers « 67,741,007 3,282,749 2,501 39,199 266 1,948,157 2,178 4.97 
POrt eHOpe cn. tee ecesmeves 205 ,029,916 9,407,875 3,987 43,898,032 2,401,861 3,476 5.47 
Port McNicoll ........... 13,781,599 758,367 926 10,067,414 513,417 881 5.10 
Ports Stanleyccrs.sascc eer 15,545 ,074 828,062 1,163 8,704,971 485,520 1,027 5.58 
PreSCOUs rove seenenese tess 43,788 ,944 2,218,971 2,156 16,821,325 896,609 1,848 Sek, 
Pricevillerrsanstet-0s-8 1,068 ,300 64,764 107 921,400 55,260 100 6.00 
Rainy, tRiver:.saceccees son 8,192,677 468,687 495 4,160,747 2515329 379 6.04 
REGRROCK Gc ereva scree: 5,842,943 337,874 400 2,831,148 176,630 368 6.24 
Renitew cc. .se.srnssnr te 85,491,274 4,606,680 3,696 36,911,474 2,112,014 3,145 572 
Richmond Hill.......... 430,148,103 23,165,099 19,122 165,584,879 9,740,993 16,730 5.88 
Ridgetowmn'..5-scss,01.556s 23,615,225 1,305 ,034 eRe 9,869,762 586,439 1,127 5.94 
Ripley yr cace-soteessssttans 5,490,968 289,622 293 35092,911 187,289 240 S27 
Rocklandiy: tanec. cnt 47,984,636 2,599,976 2,023 32,728,598 1,868,736 1,820 5.71 
Rockwood! fictners..s 11,558,316 631,465 576 8,669,180 458,686 487 3:29 
IROGDGY a1. pao eeeee ets 7,286,752 405,873 498 3,559,950 197 ,247 406 5.54 
RROSSCaU +... ceteene esse. 2,442,490 135,995 166 1,167,550 66,782 142 Dore 
RUSSEL: «5 ca amore etek 11,821,030 662,227 532 8,941,120 494,989 5.54 
Sandwich West Twp. . 77,851,842 4,343,117 4,863 58,050,099 3,264,306 5.62 
Samniave. c.g ee eaten 540,283 ,260 25,432,934 17,873 144,238,690 8,274,311 5.74 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 
; Rev. Rev. 
Custo- per Custo- | per 

Sales Revenue mers kW.h Sales Revenue mers | kW.h fj Sales Revenue 

kW.h kW.h kW.h $ kW.h $ 
177,023 ,966 8,105,750 12,263 — — 3,479,760 153,696 
453,941,905 20,880,401 9,514 157,130,751 | 6,831,081 4 9,951,480 450,862 
2,544,444 713 114,929,811 14,412 446,304,000 | 19,576,406 26,509,320 | 1,226,787 
135,106,552 6,438 ,425 9,422 46,341,245 | 1,889,786 1 2,276,280 106,080 
2,431,010 128,973 2,894 249 ,480 11,625 
7,214,010 368,274 4,453 357,840 16,739 
35,890,512 1,767,109 8,570 1,040,040 49,081 
7,406,443 365,040 5,462 201,960 9,402 
34,725,712 1,735,627 5,329 ; 799,200 37,495 
6,619,820 349 276 3,629 187,560 9,084 
85,342,155 4,140,213 6,747 2,113,920 97,766 
36,270,933 1,681,531 11,449 : 657,720 30,535 
61,084,819 2,806,469 9,808 390,960 17,900 
343 634,642 15,863,152 9,199 6,950,520 312,973 
19,815,468 997 ,446 6,376 412,560 19,305 
205 ,229 ,926 10,070,720 11,836 3,469 ,680 168,666 
21,133,807 1,106,394 4,306 632,880 31,278 
3,316,997 174,610 4,388 163,440 7,872 
46,919,052 2,199,677 20,471 443,880 19,689 
1,504,830 86,153 1,587 63,360 3,058 
107,325,565 5,294,670 10,175 1,652,760 78,553 
27,850,901 1,285,612 7,208 690,840 30,431 
159,803,484 6,877,740 26,010 1,328,400 61,921 
3,510,425 222,823 6,501 203 ,760 9,272 
6,572,623 328,619 3,998 ! 267,480 12,326 
26,545,699 1,296,675 7,301 421,920 19,598 
110,900 6,489 1,320 36,000 1,759 
3,872,810 210,765 2,908 ’ 159,120 7,765 
2,908,835 155,579 7,346 102,960 5,069 
47,339,960 2,403,265 7,186 1,239,840 59,718 
260,646,064 13 346,733 9,819 3,917,160 193,575 
13,119,783 672,769 5,062 625 ,680 29,462 
1,804,797 94,803 2,838 133,200 6,215 
14,739,438 792,749 6,235 516,600 26,223 
2,665 ,936 142,451 2,743 223,200 10,728 
3,520;5922 192,837 3,224 206 ,280 9,989 
1,219,500 64,739 4,234 55,440 2,758 
2,721,870 148,908 4,536 158,040 7,831 


19,188,303 1,021,858 5,109 613,440 29,153 
261,371,310 12,408 ,067 10,885 128,004,620 | 4,678,151 6,668 ,640 317,533 
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Scarborough.............. 
Sehreiber) /Twpii.ce0c... 


Scugog . 


ee ra 


South West Oxford.... 
Southampton............. 
Springhielde ec ..cssten- 
Stu Catharinesi..cs. se: 


Stayner. 
Stirling . 


Stoneyr@reeken sures. 


Terrace 


Bay Twp. ..... 


Thamesville............... 


‘Thedtord:. cevenee.seaeee 
MDWESSAION .c-cetee eee. 
MHOGMDOUTY Nan cecrestacens = 


‘PillsonDurgiz-vysssce:-- 


Toronto 


Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 


TOTAL TOTAL 
SALES REVENUE 


Sales Revenue {Customers 


kW.h $ kW.h $ 


4,069,130,899 | 201,751,428 | 121,597 | 1,169,412,770 61,111,939 | 106,971 
19,093,943 1,045,093 841 10,972,005 621,342 729 
39,757,946 2,059,891 1,948 22,911,611 1,195,510 1,625 
18,564,879 1,051,800 1,041 8,879,215 525,555 884 


26,614,660 1,406,808 1,243 14,685,950 775 ,766 1,062 


168,456,488 
30,960,329 


8,450,263 
1,815,940 


6,140 
1,379 


58,363,073 
15,058 ,552 


3,259 266 
935 ,404 


5,262 
Gi72 


103,111,003 5,180,292 4,223 38,375 ,084 2,106,500 3,587 
10,832,271 533,064 426 3,821,161 206,637 367 
9,150,124 470,874 533 5,714,800 ASIII) 447 


22,155,943 941,197 363 3,526,850 1199 S17 325 


30,748 ,926 1,607,311 1,842 20,093,761 1,072,413 
3,216,020 163,440 216 2,315,000 116,750 
1,675 221,851 78,928,447 45,991 357,958,530 21,325,618 


20,493,534 1,088,317 1,147 14,035 ,844 777 896 


45 ,065 315 2,539,441 2,136 19,048,355 1,129,494 


285 396 929 14,543,350 11,236 85,325 ,224 5,063,262 
20,813,892 1,168,410 1,435 12,685 ,737 706,447 
15,920,051 835,117 810 8,811,700 469,744 

362,560,351 18,888,379 14,656 143,228,450 8,222,673 


308 ,706 ,674 
86,216,692 


16,446,223 
4,438,131 


10,471 
3,486 


92,288,701 
30,947,749 


5,493,791 
1,743,596 


51,398,543 2,617,780 2,427 26,493,282 1,425,736 
761,274,060 43,486,813 35,980 358,267 ,078 20,968,765 
9,904,411 516,434 456 5,163,209 267 ,446 


8,354,103 
50,865,875 
10,482,758 
22,908 ,687 
8,068 ,587 


415,205 
2,712,770 

538,473 
1,263,092 
440,169 


365 
2,886 
481 
940 
453 


4,614,897 
27,741,274 

5,744 328 
13,390,143 
3,568,270 


229,621 
1,578,964 
299 ,696 
749,740 
186,850 


408 
847 
355 


336 

693 
1,016 
159 
204 


260 
565 
871 
127 
180 


6,497,160 
14,270,387 
17,438,174 
2,430,640 
4,020,560 


344,543 
824,623 
935,203 
142,539 
191,068 


3,139,580 
7,629 ,943 
9,002,365 
1,311,900 
3,081,100 


171,083 
449,741 
494,277 

75,656 
146,628 


149,872,399 7,767,077 6,646 51,326,790 3,236,155 5,898 


1,049,738 ,462 53,737,942 44,488 350,684 ,738 20,283 ,067 39,868 
63,311,596 2,950,103 1,720 14,321,712 742,644 1,483 
129,536,122 6,750,496 4,248 36,548,756 2,121,866 S17 


8,790,811,551 | 451,332,106 | 212,670 } 1,526,176,054 87,215,815 | 180,452 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE 
(over 5,000 kW) 


F Rev. 
Custo- | per 
Sales Revenue mers | kW.h Sales Revenue 


GENERAL SERVICE 


(under 5,000 kW) STREET LIGHTING 


Custo- 
Sales Revenue mers 


kW.h $ kW.h kW.h $ kW.h $ 
2,511,443 ,619 123,222,008 14,729 352,754,030 | 13,895,486 35,520,480 | 1,669,463 
7,760,498 400,948 5,774 361,440 17,586 
16,391,655 829 ,283 4,538 454 ,680 21,598 
9,273,824 492,763 4,922 411,840 19,982 
11,471,150 569,079 5,340 457,560 20,952 
108,181,455 5,003,883 10,315 1,911,960 87,370 
15,590,737 812,311 6,432 311,040 15,110 
63,735 ,839 2,992,657 8,404 1,000,080 45,474 
6,885,110 311,959 10,066 126,000 By Uy 
3,291,324 164,427 3,428 144,000 6,673 
18,415,253 744,461 39,349 213,840 9,838 
9,961,085 488,142 4,663 694,080 32,017 
830,100 42,559 geeM 70,920 S525! 
502,861,418 23,966,547 8,599 13,611,240 623,842 
6,041,170 281,256 7,628 416,520 18,984 
25,605,120 1,329,631 6,011 411,840 19,970 
197,055,265 9,196,619 13,286 3,016,440 139,931 
7,749,435 405,513 3,295 378,720 18,326 
6,856,351 337,000 4,499 252,000 11,603 
215,492,501 10,436,224 11,409 3,839,400 179,921 
213,233,053 10,511,423 15,305 3,184,920 153,857 
54,338,703 2,585,325 9,453 930,240 42,810 
24,189,221 1,125,852 7,438 716,040 323721 
394,584,782 21,438,099 8,837 8,422,200 446,619 
4,583,882 235,582 4,021 157,320 7,558 
3,575,046 173,025 4,318 164,160 7,638 
22,355,281 1,055,045 9,088 769,320 35,761 
4,563,110 227,184 5,356 175,320 8,116 
9,274,824 461,712 8,401 243,720 11,504 
4,255,517 237,916 3,619 244 800 11,803 
3,180,100 163,513 3,487 177,480 8,397 
6,271,084 347,667 4,115 369,360 18,377 
7,990,489 401,553 4,624 445 320 20,885 
1,069,060 65,682 2,784 49,680 2,401 
886,900 40,317 3,080 52,560 2,214 
96,702,769 4,384,154 10,875 1,842,840 87,901 
661 ,005 ,309 30,931,328 12,096 24,316,935 | 1,321,052 13,731,480 630,887 
48,331,804 2,144,009 17,361 _ _— 658 ,080 28,950 
91,367,555 4,477,049 11,364 _ _ 1,619,811 WOR 


5 560,456,214 287 ,734,520 | 32,191 | 14,437 1,638,120,169 | 71,743,573 66,059,114 | 2,857,238 


252 Municipal Electrical Utilities 


MUNICIPAL UTILITY ELECTRICITY 
For the Year Ended 


RESIDENTIAL SERVICE 
TOTAL Rev. 
MUNICIPALITY TOTAL TOTAL | CuSTO- per 
SALES REVENUE MERS Sales Revenue |{Customers} Cust. kW.h 


kW.h $ kW.h $ ¢ 
Mottenhamsr. crssnencenael 20,316,093 1,141,060 1,023 9,890,220 S529 6 5.59 
TFENtON a... aac enon saetini 275,917,497 12,372,639 6,047 59,392,598 3,141,277 5.29 
TWeed’S: a2... kosece Meeees. 16,494,771 857,210 829 8,551,477 445 ,752 374i! 
UWXDrId ge ce eredeqacetiass 28,934,552 1,539,890 1,335 12,903,356 707,756 5.49 
Vankleek Hille. =---.. 16,710,149 904,773 854 10,854,296 581,941 5.36 
Vaughanie:stcencsee adie. 943,031,590 49,912,111 29,304 248,012,719 14,515,418 5.85 
Victoria Harbour....... 9,861,315 536,128 647 6,905 ,986 388,751 5.63 
Walkerton: :e 7. snc cress 56,282,760 2,754,739 2,033 21,849 399 1,175,396 5.38 
Wallaceburg.............. 216,892,673 10,245,577 4,575 36,865,258 2,126,914 Ded. 
Wardsvilletit.nccneavanes. 3,014,770 1523711 196 1,426,860 74,130 5.20 
Warkworth................ 5,776,587 323,609 316 3,675 ,694 207 ,694 5.65 
Wasaga Beach........... 67,507,563 4,035,001 5,650 47,428 ,080 2,930,992 6.18 
Waterloo North......... 894,417,354 46,105,510 29,076 297 213,850 16,580,726 5.58 
Wattordie nee vctno-e-ct ace 12,421,032 685,646 678 5,592,470 332,301 5.94 
Waubaushene............ 6,660,636 363,295 501 5,184,808 285,606 Syelll 
Webbwood i rirnc.s.sre 3,458,496 208,235 212 2,289 396 138,044 6.03 
Welland iivc-cr-se-ct eee 395,513,077 19,619,437 17,590 119 °302,735 6,924 864 5.80 
Wellington. 257 cmt... 11,917,574 631,955 618 6,236,385 332,999 5.34 
West Lincoln ............ 9,964,291 570,201 557 4,040,590 246,212 6.09 
Westalormerarescer.d: 14,366,390 798,957 4,597,770 PA Pays} 3:95 
Westminster Twp....... 16,866,086 924,073 11,162,088 623,513 Sek, 
Westport 5..0-07-ce-020 7,960,019 437,343 4,402,025 245,678 5.58 
Wheatley 2 iccetst eres 13,116,249 712,608 5,948,197 337,224 5.67 
dues /ccsoencenecectondagnc 418,544 696 20,838,287 179,159 ,682 9,676,492 14,120 5.40 
Whitchurch Stouffville 69,626,357 3,527,846 26,651,478 1,468,599 2,561 5.51 
Wiarton. c-seet- nines: 22,170,217 1,187,576 11,526,469 637,136 818 Sy, 
Williamsburg............. 2,822,241 165,822 1,706,970 96,460 157 5.65 
Winchester. 5. 22.c,4,00-- 35,165,331 1,722,528 11,680,731 614,138 876 5.26 
Windsor 23. et-ce 2,591,481,715 | 124,993,287 576,068,941 32,453,025 60,192 5.63 
Winghamis.2. isc.hee.s. 34,569,393 1,850,617 17,254,293 960,459 1,168 3.50 
Woodstock .-c.ssesnwaeca- = 300,396,210 15,014,844 93,325 ,033 5,126,445 9,499 5.49 
Woodville 22: gesestenss 5,350,830 270,822 3,298,250 167,712 246 5.08 
Wyoming. dict seees. 11,444,570 596,985 6,238,700 330,951 630 5.30 
MOE sree sescind, onenenttineen 912,207,214 44,020,930 285,757,064 15,085 ,943 30,927 5.28 
LOTTA es abet 25,003 ,828 1,141,087 11,195,990 557,559 750 4.98 
ZUTICHS. . once, deta veeeok 7,655,210 406,582 4,719,300 254,956 313 5.40 


TOtal Gamer se date. ita 80,018,650,417 |3,941,245,741 |2,514,793 | 23,061,337,469 f1,268,509,351 |2,208,733 5.50 
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SALES, REVENUE AND CUSTOMERS 
December 31, 1987 


GENERAL SERVICE GENERAL SERVICE 
(under 5,000 kW) (over 5,000 kW) STREET LIGHTING 


Rev. 
: Custo- | per 
Sales Revenue mers | kW.h Sales Revenue 


Custo- 
Sales Revenue mers 


kW.h 


$ kW.h kW.h $ kW.h $ 
10,172,433 506 ,802 6,836 aoa _ 253,440 12,007 
124,884,019 5,569 ,506 135325 89,717,760 | 3,362,172 1,923,120 86,375 
7,706,774 389,796 4,225 236,520 10,852 
15,757,956 814,664 5,316 273 ,240 13,107 
5,534,733 292,057 3,844 321,120 15,011 
690,561,351 34,707,030 12,208 4,457,520 217,296 
2,745,449 140,648 3,520 209 ,880 9,909 
33,934,761 1,567,516 10,172 498 ,600 22,446 
140,574,269 6,385 ,332 20,919 2,146,680 101,017 
1,492,870 T3723 2,109 95 ,040 4,358 
1,961,465 108,584 2,302 139,428 6,800 
19,019,283 1,018,441 3,054 1,060,200 50,984 
537,138,524 26,528,577 9,870 6,867 ,000 331,520 
6,676,282 347,243 4,487 152,280 7,302 
1,359,908 68,851 2,906 115,920 5,357 
1,088 ,460 61,991 3,024 80,640 4,142 
206,256,737 9,880,127 6,659 6,168,600 286 ,664 
5,592,629 275,091 S535 88,560 4,108 
5,760,621 310,892 4,248 163,080 8,097 
9,510,500 490,430 9,110 258,120 12,604 
5,400,158 APY CEE 3,285 303,840 14,227 
3,475,194 185,731 3,448 82,800 4,056 
7,004,612 360,410 4,989 163,440 7,974 
234,179,774 10,682,833 14,121 5,205 ,240 237,754 
42,290,159 1,960,570 i Las lf 684,720 32,677 
10,263,948 517,538 4,455 379,800 17,994 
1,087,191 60,297 2,665 28,080 1,358 
23,171,400 1,074,988 12,458 313,200 14,693 
1,144,103,813 55,819,720 12,431 857,364,001 | 34,917,759 13,944,960 674,783 
16,941,060 859,998 6,506 — —_ 374,040 17,947 
187,002,977 8,606,744 12,388 17,321,040 973 ,336 2,747,160 126,219 
1,967,620 95,599 55215 oa _— 84,960 3,955 
5,009,670 251,633 4,441 — oe 196,200 9,201 
471,726,482 22,755,510 10,056 149,438,868 | 5,719,138 5,284 ,800 251,613 
13,539,638 3125293 8,002 — _ 268 ,200 11,381 
2,832,590 147,753 3,066 — 103,320 4,873 
45 191,256,633 | 2,171,716,908 12,510 11,097,992 ,682 146,225,754 668,063,633 )30,942,514 
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LIST OF ABBREVIATIONS 

GS — Generating Station min —minimum 
— minute 

kV — kilovolt(s) MW —megawatt 


kVA —kilovolt-ampere(s) 
kW - h — kilowatt-hour(s) 


MEU — Municipal Electric Utilities 


NPD —Nuclear Power Demonstration 
TS — Transformer Station 


Twp — Township 


INDEX 


In this index, all page references to tables or graphs are in italic type. No references are given for the 
alphabetically arranged listings of municipalities either in Ontario Hydro’s financial statements or in 


statements A, B, C and D. 


A 

Abitibr Canyvon'Gsiy econke sca, ehe bins ea al 
SERIVED a Rote ieee See. oie be a siemeger 6 oe ayes 21 
ACCOUNTING DOHCIOS 9 ct sushi. apne ass 37 
—Advance payments of fuel supplies..... 39 
—Commissioning energy.............. 40 
——DCDECCIAUION feo 8 aun ate van shots a enacs wae 38 
mm IXCU AASSEES tert sereateranaiavcde hone ain 38 
—Foreign currency translation ......... 40 
—Fuel for electric generation .......... 40 
—Nuclear agreement—Pickering units 1 & 2 

PENSION DIAL oe ey. Riaehe elle 4's ete) atone ae 41 
—Procedures,uniform forMEU ....... 104 
mom EW ATE: SOLED eet acer. Me aie cistete a abate) y (rue a7 
—Research and development .......... 42 
LI TAMOINIZEd TEMS! coos isk. oo shel ie aus 41,51 
Aid aS GMISSIONS, 215 Gs aT ee rete eee 0 
AGMINIStratlOMeEXPENSO” cok a hal> o umre line 29 


AECB see Atomic Energy Control Board 
AECL see Atomic Energy of Canada Limited 


Affirmative Action Program ........... 17 
ATUasa0OD Gist Bie ae. cue sta adres at 21 
eooRRIVEL Le Sera Gee Bre Ria adele as Mitte a cusdes ene 21 
Pex ONGCrCys wer s 68 cals nah ae saeis tak 21 
PISOMIECALC ARS iy 108 sch ohio s sade s, tuqa ale 98 
PLIESTQTY ATG a He ci Rice acide ore ae ot a 2a ie 98 
Appropriation 
PbUreriremene 5 <4 ccc otk o 31,43,46 
—-stabilization of rates and 
COMUINGETICIOS 7 yon at suave aie 37 ,43,45,46 
Area offices number of 22.0). 8 has 2,94 
ATNOOU AIC ete ok son ae 2 ee 97 
BM {oa 0 OF OMT SO) BPN CER oo SPO 5,20 


Assets of Ontario Hydro 
see also Financial Statements 


——fixed, OLTHO MEU 22. ks > 101, 106-233 
—total, ofthe MEU .......... 104 106-233 
Assistance for rural construction ........ 45 
ARORA Ci! force a ac ableicol tis kane ee 20 
Atomic Energy Control Board .......... 8 
Atomic Energy of Canada 

Eisner. d eat auc aia se 7 29,41 ,48,53 
Aubrey bails Gis. 0.35 4c eke eee wed Cate al 


Audit of MEU accounts ............. 104 
Average 

—consumption per customer,See Energy sales 
—number of employees Fo... oe Ps 

B 

Balance sheet,Ontario Hydro ........ 44-45 
—sheets,municipal .............. 106-233 
Baticront Ar@aiti2 5). ak ve vie oo te ree 97 
Barrett:Chute,Gs tee a ahaa ee 20 
Beachvillei Area) 2.0. see eke ote 2 ce ee 97 
Beck, Sir Adam,—Niagara No.1GS..... 20 
—Sir Adam,—NiagaraNo.2GS........ 20 
—Pumping—Generating Station ........ 20 
Board of Directors eee hee 23) 
=—COMIMItECSIOL Hy ntiie r aie ase fs han et 2 


Bonds and notes payable . . 2,3,33,45,52,63-66 
—issued by Ontario Hydro .. .33,45,52,63-66 
see also Financial Statements 


—PUATANTCE OL. tos sar tty ge ants 28g at oe 
—other long-term debt ............. a) | 
aFOTITOCO. 1.182 Buen cel a kiacad ie ees 33 
Books of accountsof MEU ........... 104 
Bracebridge"Areal ee ee 98 
BrockvillesArea’ 3.005") 3 ie. os oe 97 
Bruce 
Ree ese i A mn arate ila he 7 ,20,32,50,54 
— Heavy Water Plant A &......-..6.-- mys 
—Heavy Water Plant D fo. se. a be) re 
& 
Cameron Balls GO EPS. Se Ot 
Canadian currency bonds ...... 33 ,52,63,64 
Canadian Standards Association ......... 1 
CAND piss dec un eres oda ee 7,8,13 
Capacity, dependable, of hydraulic 
FESOUreeR ACh PO Cee PP eee ee 19 
—dependable peak sis. Paci. fs ose es Zo 
Srolits att Gn ae Clee il SONU een Aer Sone 18 
sources of purchased power .......... 21 
SeAN-SEFVICe Nels dene Pee: ee hee 19-21 
—of combustion-turbines in-service ...... 20 
—of Ontario Hydro resources ..... 2,3,19-2] 


OPAL GVSCOINL 1 oc, 5 p15. a's eek eee eA ee 2,35,19 
Capital construction program ........ 12-14 
—<CXPENUIUTES o.. .,. CHIN ata oe axe ho) (PA 
—investment 
see Financial Statements 
—investment ofthe MEU ......... 106-233 
Canbou Falls GS. Bae ae Z1 
Central Regione ss .00.aaa, ae eee ee 97 
Charges allocated to customers 
—contract municipalities.......... 1,70-85 
tor primary power, ......5).10. 0008 nae 67-85 
Chathalls:Gs. ess. 205 ea ee 20 
Cnenaux-Go, pic «iia lel) OL eee eee 20 
Classes of rural service defined ....... 94-96 
VuntonArea » ¢ + +. LEE ae 97 
Gobden Areas 4.204... AR AG 97 
Co;generation.o.< «. . OL ee 9,10 
Combustion-turbine units ............. 20 
Construction program ........... rae 
COTPOTATON EN 2. ca hss cia crete eee eee 
Cost allocated to customers ...... 1,43,67, 683 
—contract municipalities .......... 1,70-85 
—of fixed assets inservice ........ 2,3,60,61 
eT TU EM e ers 6 Shia b ee RG Ae 28 ,44 
= OLODET ANON 4.45554 5 oe halo 4 aoe 1,29,43 
—of power supplied to MEU defined. .....1 
aa) PUIMANY DOWEL 2.43 6.2405 5 NP ees 67,68 
adjustmentsannulal \y.cNye5 70-85 
statement of 
=—DroOMiGing SCLVICE: sz. Nees Wa 1,37 
<= DUTCNASCA DOW! ard coysiai is he ee 43 
see also Financial Statements cost 
AON FATIO MAVOTOm: 860 ek as a OR ee 43 
Costing load of the municipalities ..... 70-85 
Costs 
eC ISE TATION © 395) cus) aparic ees ees oe sherk 1,29 
—of Ontario Hydro ........... 1,26,28-31 
—of operation and maintenance ........ 29 
—oL Heavy Water... ..¢2he ore 32,38 
—average per kW.h by type of generation #58 
Current assets:s: 3: 5s Ooh nee eee ees 44 
Customers ..... 1,2,3,22-24,94-96,97, 98, 103 
A OCL Reena t t'.5. 0 24 yh hee 1,22-24, 96,100 
ATI ati he eee sie Re 4 CAN See 94 97,98 
——PONETALSEIVICO 2 oan Janne 96,97, 98, 100 
—residential.......... 94 97,98, 99, 101, 103 
OLA ecu custhvds. Sf say's": meee 1 24, 94 95, 96 
—SITeet dO DENS iiss. dis <j ceed 100 101, 103 
Spi NET are) Oe) A GRR Lf. 4 1 ney 3 24 
eMC CR oto) cis a it aiae 1,24, 96, 100 
eR AL CMa eB S022) eer ca shal chenst sue oh) 97-99 
Per ICT IA iit de Tatas cas eat ite 2,3,24,101 
Socal oz 111 Be MEAT oe ie Raat eNO 24,97-99 
served. Dy.MEU. .... wane. 24, 101 ,103 
—ultimate served ............. 1.23.24 
D 
DaningionNas: 2). 7.15% jah 812,13 ,32,50 


Debt from borrowings 
Rapes 30,31 ,33,40,41 ,43-45,47,52,53,63-66 
—debenture, MEU 
see Municipal electrical utilities debt 
—long-term of Ontario Hydro 
see Financial Statements liabilities 


Esp. 
—of the MEU 
see Municipal electrical utilities debt 
—payable in US funds......... 52,53,65,66 
—TETITCINEDE ¢ s/s Gee Gamera 4 33 ,45-47 
SEaDPLODTiation ois. a. ee ee toe 37,43 
DeCew Falls GS'NO.1) |. eras ee 5,20 
DeCew' Falls GS. No.2". 2. us fae 520 
Demand ehargé: 222. 3... a ere 68 
—-DrlMary ENE Ry.yiec iaie alien: fala lee 67 
=—piimary peak fo. Taleo enenly: 68 
Demands and resources ...... 2,3,4,5,19-21 
Dependable ieee capacity @ 5.4). 2,3,18,19-21 
Depreciation ... .29,38,39,43,44,48,54,57,62 
—-accumulated .). 5 2:5 5.9 uisn eee 44,62 
—MEU 
see Municipal electrical utilities 
—Ontario Hydro 
see Financial Statements 
-—OXPENnse:, Gin ek Lee 29 38,39 ,43,48,58 
Fe LAOS PAP acc Gas ha eutnene iain GAR 38,39 
Description of main classes of retail 
EW IC Ey, shige tA ne ave ened heen 94-96 
Bes Joachims GS", sevens at) ae ee 20 
Diesel-eléctric generation).3if) is Wetaseiee 20 
Direct customers 
see Customers, direct 
Distribution facilities, Ontario 
MAVOro-owned ff)4.s inca dis, Cigale ene 60-62 
DDIVETSIEV, DOWEL ao 2))b 5.6 5, «0. oo os eae 19-21 
PORVGCT AICS 4 ya's) 5 (see « + Se ER ee 98 
DUNC aSe ATOR Bey crite + .ia.6 thi ees tee 97 
E 
Beast PIs ie Alea ws a. oie oun: eh ata ae 97 
ASCE TI IRC RUM N o5,:200. wy -« ayialycerh ssl RR 97 
Electricity sales 
see Sales, electricity 
FaPPHICG Of ecw sets cca cs cin, Sets ee 1,9 
Employeesanumbper OL, 025 saan 23a, 
EnerMatk enh... s« ss), ain Cee 9 
Energy 
==Board eae Pht le. 3 oo Bee ee £137 
SeCRAT IC SB ckacs «'«) + am hitter eee 67,68 
—delivered by Ontario Hydro to MEU .22,23 
—deliveries from Manitoba.......... 5,21 
—deliveries from Quebec ........... S21 
—generated and received ........ 2,3,19-21 
Sem VIETHISUOTO 4 Fs sid: Sloss ie = secs SRM EE 8,35 
—primary, delivered to interconnected 
ATEUIEIES os ics ca acarttl wierd “ame Ren Bisi22,23 
==piimary demands .... .. . saan PARED 6 
—primary supplied .......... rhs $9 LAS 22, eS 
—produced 
i hydro-electric generating 
S{atlouS . .. sé «sins 40 eee 5,19-21 
by nuclear generating stations .... 7,19,20 
by thermal-electricunits ........ 5,19,20 
forcomimercial load, . 5 du caw SUC: 22.23 
S=DUICRASEC, . . « «sys eEad Meee 19,21,28 
BYEVIEU Gi Au Bie eee beew, Seba VIR 
SANE St MODS ucts a! chen te. 'ci os oS AN DF 2n3 23, 26 
average per customer 
FATT SCLVICE. ssi tor at chores he, a eeeE 99 
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municipal service... 2 /.e.0ca0 nen 103 
TULAL SERVICE: ak eis ee eke eae 99,100 
Sprimaryidh oss. REG Ee 21352229 
to direct industrial customers ... 22,23,100 
to municipalities: 12% csc 2 Aas Pops ae) 
ta: rural:customers) fo ee ee oe 22,23 
AESECONUATY nh ok 2 4 vsiece alee Aver 289 22.23 
supplied Vy.» soa Saiae Gant glee 2,8; 19122293 
to direct industrial customers ... 22,23,100 
to interconnected systems ...... 2Et22 23 
tO MB Uae 654 ec) Be a eae 22 
to rurabcustomersv4e-0) ta We eee 23 
EhérMark Loan Plan 60.5.5... Se oni 9 
English: River, 36. 05 «sce s va OPA Pa 
ENVIFONMETIE ee US alee & bie eon 15 
Equipment purchasedias G08 Wai 16 


Equities accumulated through debt retirement 
appropriations and interest .. . 45,46,86-93 
Equity of MEU in Ontario Hydro 


SVSLCIU Pree. tat ew ote are 24 104 106-233 
Essex Aréanneoh ie. Sams O20 Oe 97 
PPOCOIATS Wat ors he Gig cs 1 wa patae eee 33,65 
Evaluation of the Pension Fund......... 56 


Expenditures on fixed assets ... 2,3,31,60,61 
see also Financial Statements 
assets, fixed 
Expense of the MEU 
see Municipal electrical utilities 
expense 
Exportot Power ive ei is eRe 327,48 


Farm customers 
see Customers 


seRETVICE Metie 2 ana 62,48 ee ae 94,95 
Fenelon Palis Areas ii al.; CAN ae 97 
Bindncevtes Fie. c.< AOR Ae 27 
Financial indicators 4.4. s-.s sag 31558 
operations of MEUY . iS. ners sas 1 
Financial Statements ........ 43-56, 106-233 
ASSETS & cpp ted arate ate See ee 44, 106-233 
—assets, fixed .. . .31,32,38,44,47,49,50,60,61 
—assistance, provincial ............... 45 
——palance sheet. 9) Sesh OL Pee: 44,45 
—bonds payable ........... 45,52,53,63-66 
maCOStLOL POWER: «ic xtreme abe 43, 70-85 
—cost of providing service............. 43 
—depreciation ..... 29 38,39 ,43,48,58,59,62 
a QUITES CURE OUIE IF otra 45, 46,58,86-93 
—accumulated through debt 
retirement: ..4¢%. 2A: 46,86-93 
—funded debt, see bonds payable 
ROUTES 75. ais t 6 ad's 3s wn 45 
—eflet INCOME... UIE MPa eee a 43 
em ATOLOMTATIONS 6 ity. cu ace ota See 43 
—operations, financial, statement of ..... 43 
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